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effective  9-19-75_ . . . . . 
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Treasury /Customs  regulations  relating  to  voluntary  dis¬ 
closure;  effective  9-24—75 . 

HOUSING  FOR  ELDERLY  AND  HANDICAPPED 

HUD  invites  requests  for  fund  reservations  from  eligible 
applicants . . . . 
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FEC  publishes  two  advisory  opinions . 


44041 

44040 


PART  IV 


POSTAL  RATES 

Postal  Service  proposed  changes  in  rates  and  fees;  peti¬ 
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NBS:  Federal  Information  Processing  Standards  Co¬ 
ordinating  and  Advisory  Committee,  11-6-75 .  43940 
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ATTENTION:  Questions,  corrections,  or  requests  for  information  regarding  the  contents  of  this  issue  only  may 
be  made  by  dialing  202-523-5282.  For  information  on  obtaining  extra  copies,  please  call  202-523-5240. 

To  obtain  advance  information  from  recorded  highlights  of  selected  documents  to  appear  in  the  next  issue, 
dial  202-523-5022. 


PubllBbed  daily,  Monday  through  Friday  (no  publication  on  Saturdays,  Sundays,  at  on  official  Federal 
holidays),  by  the  Office  of  tiie  Federal  Register,  National  ArchlTes  and  Records  ^rvlce.  General  Services 
Administration,  Washington,  D.C.  20408,  under  the  Federal  Register  Act  (40  Stat.  500,  as  amended;  44  UJS.C., 
Ch.  15)  and  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch.  I) .  Distribution 
Is  made  only  by  the  Stq>erlntendMit  of  Documents,  U8.  Qovenunent  Printing  Office,  Washington.  D.C.  20402. 


The  Fedbal  Rsoxstes  provides  a  uniform  system  tor  mafcing  available  to  the  public  regulations  and  legal  notices  Issued 
by  Federal  agencies.  These  Include  Presidential  proclamations  and  Executive  orders  and  Federal  agency  dociunents  having 
general  iqipllcablllty  and  legal  effect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
documents  of  public  Interest. 


The  Fembai.  RxoisTat  will  be  furnished  by  mall  to  subscrlbus,  free  of  postage,  for  $6.00  per  month  or  $50  per  year,  payable 
la  advance.  Th»  charge  fOr  Individual  copies  Is  75  cents  fmr  each  Issue,  w  75  cents  for  each  group  of  pages  as  actually  bound. 
Remit  check  or  money  order,  m«d„  payable  to  the  Superintendent  of  Documents,  U.S.  Government  PrlnUng  Office,  Washington, 
D.C.  20402. 

There  are  no  restrictions  on  the  republioatton  of  material  appearing  in  the  Fxdkeai.  Remsm. 


FEDERAL  REGISTER,  VOL.  40,  NO.  186 — ^WEDNESDAY,  SEPTEMBER  24,  1975 


contents 


ADMINISTRATIVE  CONFERENCE  OF  THE 
UNITED  STATES 
Notices 

Meeting: 

Informal  Action  Committee _  43944 

AGRICULTURE  DEPARTMENT 

See  Animal  and  Plant  Health  In¬ 
spection  Service;  Commodity 
Credit  Corporation;  J’orest 
Service;  Soil  Conservation  Serv¬ 
ice. 

ANIMAL  AND  PLANT  HEALTH  INSPECTION 
SERVICE 

Rules 

Meat  and  poultry  inspection; 
designation  of  areas: 

Connecticut  _  43916 

ARMY  DEPARTMENT 

See  also  Engineers  Corps. 

Notices 

Meetings: 

Armed  Forces  Institute  of  Path¬ 
ology  Scientific  Advisory 


Board _  43932 

CIVIL  AERONAUTICS  BOARD 
Rules 

Embargoes  on  property;  inter¬ 
pretative  amendment _  43885 

Proposed  Rules 

Charter  transportation;  report¬ 
ing  _  43920 

Notices 

Hearings,  etc.: 

Hughes  Airwest _  43944 

Kuehne  and  Nagel  d/b/a _  43945 


COMMERCE  DEPARTMENT 

See  also  Domestic  and  Interna¬ 
tional  Business  Administration; 
Maritime  Administration;  Na¬ 
tional  Bureau  of  Standards;  Na¬ 
tional  Oceanic  and  Atmospheric 
Administration. 

Notices 

Meetings: 

Economic  Advisory  Board _  43941 

Technical. Advisory  Board _  43941 

COMMODITY  CREDIT  CORPORATION 

Proposed  Rules 

Support  program  for  1975  crop  of 
Tung  nuts -  43919 

CONSUMER  PRODUCT  SAFETY 
COMMISSION 

Rules 

Flammable  Fabrics  Act;  advisory 
committee;  management _  43886 

COST  ACCOUNTING  STANDARDS  BOARD 

Rules 

Cost  accounting  standards: 

Definitions;  composition  and 
measurement  of  pension  cost.  43873 


CUSTOMS  SERVICE 
Rules 

Fines,  penalties,  and  forfeitures: 
Voluntary  disclosmre  of  viola¬ 
tions  of  Customs  laws _  43894 

DEFENSE  DEPARTMENT 

See  also  Army  Department;  Engi¬ 
neers  Corps, 

Notices 

Meetings: 

Science  Board  Task  Force  on 
Accuracy _  43932 

DEFENSE  SUPPLY  AGENCY 
Notices 

Proposed  cancellatoin  of  contracts 


and  debarment: 

Hale  Fire  Pump  Co _  43946 

Lone  Star  Sted  Go _  43946 


DOMESTIC  AND  INTERNATIONAL 
BUSINESS  ADMINISTRATION 
Notices 

Adjustment  eissistance;  certifica¬ 
tion  of  eligibility  to  apply  for; 
petition: 


Herr  Manufacturing  Co.^  Inc —  43938 
Scientific' articles;  duty-free  en¬ 
try: 

Case  Western  Reserve  Univer¬ 
sity  _  43936' 

Florida  State  University,  et  al__  43937 

Harvard  Medical  School _  43937 

Massachusetts  General  Hos¬ 
pital  _  43938 

Sinai  Hospital  of  Detroit _  43938 

University  of  Oregon,  et  al _  43939 


EDUCATION  OFnCE 

Notices 

Meetings: 

Ethnic  Heritage  Studies,  Na¬ 
tional  Advisory  Council _  43942 

Vocational  Education,  National 
Advisory  Coxmcil _  43942 


ENGINEERS  CORPS 
Proposed  Rules 

Administrative  procedures;  ship¬ 
ping  safety  fairways  and  an¬ 
chorage  areas;  Gulf  of  Mexico..  43918 
Notices 

Applications,  etc. : 

Public  Service  Company  of  Col¬ 


orado  _  43932 

ENVIRONMENTAL  PROTECTION  AGENCY 

Proposed  Rules 

Air  quality  implementation  plans: 

Colorado _  43923 

Pesticide  tolerances  and  exemp¬ 
tions  from  tolerances : 

Carbofurin _  43924 

Notices 

Committee  establishments: 

Pesticide  Policy  Advisory  Com¬ 
mittee  _  43947 

Pesticides,  tolerances,  etc.;  peti¬ 
tions: 

Hazletfm  Laboisitories,  Inc _  43947 


FEDERAL  AVIATION  ADMINISTRATION 


Rules 

IFR  altitudes _  43885 

North  Slope  airways  and  jet 

routes _  43885 

VOR  Federal  airway _  43885 

Proposed  Rules 
Airworthiness  directives: 

BeU _ 43919 

Air  quality;  EPA  exhaust  emlssk>n 
standards  and  FAA  participa¬ 
tion  in  all  testing;  correction _  43919 


FEDERAL  COMMUNICATIONS 
COMMISSION 


Proposed  Rules 

Government  earth  stations  for 
earth-to-space  transmissions 
for  tracking,  telemetry  and 

telecommand  _  43924 

Cable  television  systems: 

Network  exclusivity  protection.  43925 
Notices 

FCC  Reports  and  New  Index-Di¬ 
gests;  issuance _ 43947 

Hearings,  etc.:  ^ 

Watkins  Glen  Master  Television 

Antenna  Corp _  43948 

Meetings: 

RJC-Telephone  Company  In¬ 
terconnection  meetings _  43947 


FEDERAL  DISASTER  ASSISTANCE 
ADMINISTRATION 

Notices 

Disaster  areas: 

Ohio,  amended _  43943 

FEDERAL  ELECTION  COMMISSION 
Notices 

Advisory  opinion  requests _  44041 

Advisory  opinions: 

Payment  of  royalties  by  cam¬ 
paign  committee  to  candidate.  44039 

FEDERAL  ENERGY  ADMINISTRATION 
Notices 

Entitlement  notices  for  July  1975.  43948 
Supplemental  fees  for  July  and 
August;  collection _  43950 

FEDERAL  LABOR  RELATIONS  COUNCIL 
Rules 

Practice  and  procedure,  review 
functions  of  Council,  criteria 
for  determining _  43880 

FEDERAL  MARITIME  COMMISSION 
Proposed  Rules 

Rules  of  practice  and  procedure; 

miscellaneous  amendments _  43925 

Notices 

Agreements  filed: 

Port  Authority  of  New  York  and 
New  Jersey,  et  al;  correctidh.  43951 
San  Francisco  Port  Commission, 

et  al _  43961 

State  of  Hawaii  and  Matson 
Terminals,  Inc _  43951 


FEDERAL  REGISTER.  VOL  40,  NO.  1 86— WEDNESDAY,  SEPTEMBER  24,  1975 


iii 


CONTENTS 


FEDERAL  POWER  COMMISSION  HOUSING  AND  URBAN  DEVELOPMENT 

Rules  DEPARTMENT 

Natural  gas:  '  See  also  Federal  Disaster  Assist- 

Change  in  notice  requirements  ance  Administration;  Housing 

for  filing  proposed  rate  in-  Production  and  Mortgage 

creases _ I _  43889  Credit,  Ofiftce  of  Assistant  Sec- 

Underground  gas  storage  re-  retary;  Interstate  Land  Sales 

port _  43892  Registration  Office. 

Notices  Rules 


Committee  establishments: 

Gas  Survey  Technical  Advisory 

Committee _  43956 

Hearings,  etc.' 

Algonquin  Gas  Transmission 

Co _  43951 

Boston  Edison  Co _  43952 

Coliunbia  Gas  Transmission 

Corp _  43952 

Dickhoner,  William  C _  43956 

Hillin  Production  Co _  43952 

Inter-City  Minnesota  Pipelines 

Limited,  Inc _  43952 

Iowa  Power  and  Light  Co -  43952 

Michigan  Consolidated  Gas  Co.  43953 

Michigan  Power  Co _  43953 

Mid  Louisiana  Gas  Co _  43953 

Northern  Illinois  Gas  Co _  43954 

Ohio  Electric  Co _  43954 

Robinson  Brothers  Drilling  Co.  43954 

Southern  Louisiana _  43952 

South  Texas  Natural  Gas  Gath¬ 
ering  Co _  43954 

Sun  Oil  Co . . 43955 

Tennessee  Gas  Pipdine  Co _ _  43955 

Texaco  Inc _ 43955 

Texas  Eastern  Transmission 

Corp _  43955 

Western  Gas  Interstate  Co _  43955 


FISH  AND  WILDUFE  SERVICE 
Rules 

Hunting: 

Bombay  Hook  Naticmal  Wildlife 

Refuge,  Delaware _  43915 

Iroquois  National  Wildlife 

Refuge.  New  York _  43916 

National  Wildlife  Refuges,  cer¬ 
tain,  Oregon _  43914 

Notices 


Endangered  species  permits,  ap¬ 
plications  (3  documents)  _  43933-43935 

FOREST  SERVICE 
Notices 

Environmental  statements;  avail¬ 
ability,  etc.: 

Vegetation  Management  with 
Herbicides  in  Oregon  and 


Washington _  43935 

Meetings: 

Ottawa  National  Forest  Mul¬ 
tiple  Use  Advisory  Commit¬ 
tee  _  43935 


Pacific  Northwest  Forestry  Re¬ 
search  Advisory  Committee—  43935 

HEALTH,  EDUCATION,  AND  WELFARE 
DEPARTMENT 


Mortgage  and  loan  insurance: 

Multifamily  housing;  existing—  43898 

Notices 

Housing  for  the  Elderly  and 
Handicapped;  invitaticm  for  re¬ 
quests  for  Section  202  Fund 
Reservations _  43943 

INDIAN  AFFAIRS  BUREAU 
Notices 

Law  and  order  determinations: 

Pinrallup  Tribe  of  Washington--  43932 

INTERIOR  DEPARTMENT 

See  Fish  and  Wildlife  Service; 

Indian  Affairs  Bureau;  Land 
Management  Bureau;  National 
Oceanic  and  Atmospheric  Ad- 
mlnistratiMi. 

INTERNATIONAL  TRADE  COMMISSION 
Notices 

Hearings,  etc.: 

Certain  non-powered  hand  tools 
from  Japan;  rescheduled 
hearing _  43956 

INTERSTATE  COMMERCE  COMMISSION  • 


Rules 

Car  service: 

Missouri  -  Kansas  -  Texas  Rail¬ 
road  Co.,  et  al _  43914 

Notices 

Hearing  assignments -  43962 

Motor  carriers: 

Alternate  route  deviation  no¬ 
tices  (2  documents) _ _ _  43966 

Applications  and  certain  other 

proceedings _  43967 

Intrastate  applications _  43963 

Irregular  route  property  car¬ 
riers;  gateway  elimination _  43974 

Temporary  authority  apiffica- 

tions  _  43971 

Transfer  proceedings _  43970 


INTERSTATE  LAND  SALES  REGISTRATION 
OFHCE 

Notices 

Land  developers;  Investigatory 
hearings,  order  of  suspension, 
etc.: 

American  Capital  Land  Corpo¬ 
ration  d/b/a  Ponderosa _  43943 


LAND  MANAGEMENT  BUREAU 
Notices 

Applications: 

Wyoming _  43933 

Meetings: 

Idaho  State  Multiple  Use  Advi¬ 
sory  Board _  43932 


LAW  ENFORCEMENT  ASSISTANCE 
ADMINISTRATION 
Proposed  Rules 

Identifiable  research  and  statisti¬ 
cal  infonnation;  confidentiality 
of -  44034 

MANAGEMENT  AND  BUDGET  OFFICE 
Notices 

Clearance  of  reports;  list  of  re¬ 
quests  _  43961 

MARITIME  ADMINISTRATION 
Notices 

Foreign  construction  cost  compu¬ 
tations: 

Containerships,  MA  design  C6- 
S-lx  _  43940 

NATIONAL  AERONAUTICS  AND  SPACE  - 
ADMINISTRATION 
Notices 

Meeting: 

Space  Science  Steering  Commit¬ 
tee  for  review  of  proposals  for 
a  payload  for  the  Limar  Polar 

Orbiter . 43957 

Stratospheric  Research  Advisor 
Committee  _  43957 

NATIONAL  BUREAU  OF  STANDARDS 
Notices 

Meetings: 

Federal  Information  Processing 
Standards  Coordinating  and 
Advisory  Committee _  43940 

NATIONAL  INSTITUTES  OF  HEALTH 
Notices 

Meetings: 

National  Commission  on  Arthri¬ 
tis  and  Related  Musculoskele¬ 
tal  Diseases,  amended  notice.  43941 
Virus  Cancer  Program  Scientific 
Review  Committee,  cancella¬ 
tion  _ '43942 

NATIONAL  OCEANIC  AND  ATMOSPHERIC 
ADMINISTRATION 
Rules 

Tuna,  bluefin;  season  closure—  43916 
Notices 

Marine  mammal  permit  applica¬ 
tions,  etc.: 

American  Tunaboat  Associa¬ 
tion  _  43941 

Meetings: 

National  Fishery  Education 
Center  _  43941 

NATIONAL  SCIENCE  FOUNDATION 


See  also  Education  Office;  Nation¬ 
al  Institutes  of  Health;  Social 
and  Rehabilitation  Sorice; 

Social  Security  Administrati(Mi. 
NotiCM 

Organization,  functions,  and  au¬ 
thority  ddegations; 

Education  Office _  43942 


JUSTICE  DEPARTMENT 

See  Law  Enforcement  Assistance 
Administration. 

LABOR  DEPARTMENT 

See  Occupational  Safety  asul 
Health  Administratloa, 


Notices 

Meeting: 

Advisory  Panel  for  Neurobiol¬ 
ogy  _  43960 

Advisory  Panel  for  Oceanog¬ 
raphy  _  43961 

Conferences  on  Undergraduate 
Science  Foundation _ j _  43961 


iv 


FEDBbU.  REGISTER,  VOL  40.  Na  186— WIDNESDAY,  SSPTEMltt  24,  1975 


CONTENTS 


NUCLEAR  REGULATORY  COMMISSION 
Notices 

Applications,  etc.: 

Cincinnati  Gas  and  Electric  Co., 

et  al . .  43969 

Meeting: 

Advisory  Committee  on  Reactor 
Safeguards  (2  documents)  __  43957, 

43959 

Regulatory  guide;  correction _  43960 

OCCUPATIONAL  SAFETY  AND  HEALTH 
ADMINISTRATION 

Notices 

Meeting: 

Standards  Advisory  Committee 
on  Agriculture _  43962 

POSTAL  RATE  COMMISSION 
Notices 

Postal  rate  and  fee  changes,  1975.  44043 

POSTAL  SERVICE 
Proposed  Rules 

International  Special  mall  serv¬ 
ices;  increase  in  fees _  43930 


SECURITIES  AND  EXCHANGE 
COMMISSION 

Rules 

Privacy  Act: 

Implementation _  44068 

Promulgation  of  exemptions.—  44072 

SOCIAL  AND  REHABILITATION  SERVICE 
Rules 

Medical  assistance  programs: 

Skilled  nursing  facility  care; 
definition  of _  43901 

SOCIAL  SECURITY  ADMINISTRATION 
Rules 

Health  insmrance  for  the  aged  and 
disabled: 

Post  hospital  extended  care.. __  43895 

SOIL  CONSERVATION  SERVICE 


Notices 

Environmental  statements  on  wa¬ 
tershed  projects: 

Lost  River,  Indiana _ _ _  43936 

North  and  South  Min  Creek 
Subwatershed  Project,  West 
Virginia _ _ _  43936 


STATE  DEPARTMENT 
Notices 

Restriction  of  passpoi^  for  travri. 


etc.: 

Cambodia  _  43931 

Cuba _  43931 

North  Korea _  43931 

North  Vietnam _ 43931 

South  Vietnam _  43931 


TELECOMMUNICATIONS  POUCY  OFFICE 

Notices 

Meeting: 

Frequency  Management  Advi¬ 
sory  Cotmcil _  43962 

TRANSPORTATION  DEPARTMENT 

See  also  Federal  Aviation  Admin¬ 
istration. 

Rules 

Organization  and  delegation  of 


powers  and  duties _  43901 

Notices 

Privacy  Act;  extra  systems  of  rec¬ 
ords  . . .  44075 


TREASURY  DEPARTMENT 

See  Customs  Service. 


list  of  efr  ports  effected 


Th*  following  numorical  guMo  is  a  list  of  tho  parts  of  each  Utlo  of  the  Code  of  Federal  Reguiationa  affected  by  documento  published  In  today's 
laaue.  A  cumulative  list  of  parts  affected,  cowerii^  the  current  month  to  date,  follows  boiling  with  the  second  issue  of  the  month. 

A  Gumuiative  List  of  CFR  Sections  Affected  is  published  separately  at  the  end  of  each  month.  The  guide  lists  the  parts  and  s-rrUftns  affected 
by  documents  published  since  the  revision  date  of  each  tKla. 


4  CFR 

400 _ _ _ 

412— 

. -  43873 

_  43«73 

5  CFR 

2411 _ 

.  43880 

2413  _ ' 

— .  43880 

7  CFR 

Proposed  Rules: 

1421 

. —  43919 

9  CFR 

331 _ _ _ 

4301 A 

381 _ 

-  43916 

14  CFR 

71  (2  documents) 

43885 

75 _ 

-  43885 

95_ - - - 

_ _  43885 

228 . . . . . . 

-  43885 

Proposed  Rules: 

Ch.  I _ _ _ 

-  43919 

39 _ 

-  43919 

217  _ 

-  43920 

241  _ 

43020 

16  CFR 

1018- . . 

-  43886 

1609— . . 

.  43886 

17  CFR 

200  (2  documents) _ 

18  CFR 

3 . . . 

154 . . . 

. 44068,  44072 

-  43892 

43AAa 

260 . . 

43Ag2 

19  CFR 

171 _  _  „  . 

43Aa4 

20  CFR 

405 . . .  43895 

24  CFR 


207  _ 

43ROS 

220 . 

_  43898 

227— . . 

43898 

231 

_  43898 

234  _ 

.  43898 

28  CFR 

Proposed  Rules: 

39  CFR 

Proposed  Rules: 


42 — - 43930 

43  - 43930 

44  -  43930 

45  -  43930 

47-__ . 43930 

40  CFR 

Proposed  Rules: 

52- .  43923 

180 . 43924 

45  CFR 

249 . 43901 

46  CFR 

Proposed  Rules: 

502 . 43925 

47  CFR 

Proposed  Rules: 

2— . 43924 

76 .  43925 


49  CFR 


22 _ 

33  CFR 

Proposed  Rules: 
209 _ 


44034  1 . 43901 

1033 . 43914 

50  CFR 

32  (3  documents) _  43914-43916 

43918  285 _  43916 
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CUMULATIVE  LIST  OF  PARTS  AFFECTEI>— SEPTEMBER 


The  following  numerical  guide  is  a  list  of  parts  of  each  title  of  the  Code  of 
Federal  Regotertions  affected  by  documents  published  to  date  during  September. 


X  CPR 
410— 


..42306 


3  CFR 

PsocuuiATzons: 

4313  (See  EO  11878) _  42731 

4385  _ 41989 

4386  _ 41991 

4387  _ 42165 

4388  _ _ _ ^ _ 42167 

4389  _ 42169 

4390  _ : _ 42315 

4391  _  42725 

4392  _  42727 

4393  . . i _  42729 

4394.*. _  42849 

4395 _ _  43713 

Executive  Orders: 

April  18, 1908  (Revoked  in  part  by 

PLO  5528) _  42362 

July  2,  1910  (Revoked  in  part  by 

PLO  5512) _ 40162 

(Revoked  in  part  by  PLO 

5517)  _  40814 

1959  (Revoked  in  part  by  PLO 

5515)  _  40811 

6583  (Revoked  in  part  by  PLO 

5536 _  42553 

7595  (Revoked  in  part  by  PLO 

5515)  _  40811 

8649  (Revoked  in  part  by  PLO 

5534) _ 42552 

8780  (Revoked  in  part  by  PLO 

5534) _ 42552 

10480  (See  EO  11879) _ 43197 

11803  (Amended  by  EO  11878) _  42731 

11804  (See  EO  11878) _  42731 

11861  (Amended  by  EO  11877)  __  40797 
11864  (Superseded  by  EO  11877).  40797 


11878.. 

11877.. 

11878.. 


40501 

40797 

42731 

43197 


11879 _ 

Memorandums: 

Memorandum  of  August  17,  1975„  40139 

4  CFR 

400 _  43873 

412 _ 43873 

Proposed  Rules: 

410 _ 41801 


5  CFR 

151 . 42733 

213 _ 41755,' 

41993,  42427, 42733-42734, 43211 

338 . 42734 

410 _  42734 

752 _  42734 

772 _  42734 

2411 _  43880 

2413 _  43880  9  CFR 


7  CFR — Continued 

210 _  42733 

215.^ _  42735 

220 . 42735 

225 _  42735 

246 _  42735 

250 _ 42735 

270  . . 42736,  43017,  43479 

271  _  43017 

354 _  41513,  43479 

370 _  43223,  43223 

725 _ 41513 

905 _  42317,  42318 

370 . 43223 

908 _ 40505, 

40815, 41855, 4211)^,  43018,  43480 

910 _  41086,  42319,  43224 

915 _ 41993 

919 _ 41994 

926  _  43480,  43715 

927  _ ■ _  42851 

931  _  43480 

932  _ 41994 

944  . 42529 

945  _ 42530 

946  _  42530 

981 _  43018,  43715 

989 _ 40141 

993 _ 42530 

1046 . 43716 

1421 _ 41087,  43225 

1434 _ 41087 

1801 _ 42178 

1822 _ 42178,  42736 

1832 _  42320 

1842  _ 42179 

1843  . 42179 

Proposed  Rules: 

1 _  40849 

51 _  40522 

201 _  40524 

250 _  43738 

906 _ 42886,  42887 

910 _  40528 

924 _  43036 

927 . 42023 

931 _ 40170 

948 _  40528 

966 _  42887 

982 _  40836 

989 . 40842 

1046 _  40843,  42023 

1250 _  42888 

1421 . 43919 

1430 - 42364 

1464 - ^ _ 41530 


8  CFR 

103_... 

341.... 


_  42852 

_  42532 


9  CFR — Continued 

317 _ 42852 

331 _  43916 

381 . .  42337,  43916 

Proposed  Rules: 

113 _ 41139 

317 _ 41139 

319 _ 41139 

10  CFR 

20 _ 42557 

37 _  42558 

50 _  40816 

72 _ 42558 

204  _ 42338 

205  . 40141 

210  _  40818 

211  _ 40821 

212  _  40142,  40818,  40821,  40824 

213  _ 40143 

725 _  43481 

Rulings: 

1975-9 . 40826 

1975-10 _ 40826 

1975-11 _  40827 

1975-12 _ 40828 

1975-13 _  40831 

1975-14 _  40833 

1975-15 _  40832 

1975-16 _  40834 

Proposed  Rules: 

71 _  43517 

206 _ 42448 

213 _ 42578 

11  CFR 

0x1 . . —  40668,  43660 

Proposed  Rules: 

106 _ 43517 

113 _ 41932 

12  CFR 

207 _ 43482 

211 _ 43199 

213 _  40506 

215 _  40506,  43199 

220  _  43482 

221  _  43482 

226 _ 43199,43200 

265 _  43717 

339 _  43482 

523 _  41755, 41996 

544 _  42853 

546 _  41756,  42853 

563 _ 41997 

603 _ 40454 

701 _ 41090 

703 _ 41997 

TOO _ 41998 

Proposed  Rules: 


7  CFR 

2 _ 41085, 41993 

25 _ 42171 

25A _ 42171 

29 _ 42527 

180 _  42851 


73. 


40505,  42739 

9 _ 

202. 

.  42179 

208. 

_ 41516 

226. 

_  40508 

337. 

_  43717 

341. 

_ 41994 

545. 

.41088,  41994 

561. 

Vi 
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12  CFR — Continued 
Pkoposeo  Rules — Continued 


563 _  42371,  42898,  43832 

664 _  42371 

569a _ 42371 

671 . 42371 

13  CFR 

123 . 42180 

313._ . 43483 

14  CFR 

37__ . 42183 

39 . 41090- 

41092,  41519,  42180,  42339,  42739, 
42741, 42854, 43019, 43484 

71 _ 41520, 

41998,  42180,  42340-42342,  42740, 
42741,  43019,  43020,  43485-43487, 
43717,43718,43885 

73 _ _  41092,  43718 

75 . .  43487,  43885 

95 . . . .  42181,  43885 

97 _ 41092,  42342,  43020 

121 . 42183,  42185 

171 _  41093,  43719 

228 _ 43885 

241 . 42855 

298 _ 42855 

312 _ 43211 

372a _ 42741 

373 _  43719 

378 _ 43719 

378a . 41093 

1212 . 43668 

Proposed  Rules: 

Ch.  I . 42754,  43919 

39 _  41143,  41537,  42023,  43919 

67 _ i..  42024 

71 _  42025,  42364-42366 

75 . . 42756, 43036, 43513 

217 . 43920 

231 _  43743 

241 _ 43920 

385 . 40816 

15  CFR  - 

371 .  40507 

377 . 40507 

968 _ 41998 

Proposed  Rules: 

8d-_ . 42209 

16  CFR 

4 -  40780 

13 -  40143- 

40154,  40508,  41071-  41081,  41756- 
41758,  42201-42203,  42742,  43487, 
43719 

259 . — . . . . 42003 

1018 _  43886 

1116 . 42004 

1609 . 43886 

Proposed  Rules: 

445 .  42757 

453  _ 42212,  42371 

454  -  41144 

1014 -  42025,  43231,  43743 

1207 . 42562 

17  CFR 

17  . 41117 

18  - 41117 

146 - 41056 


17  CFR— Continued 


200  _ 40512, 44068, 44072 

201  _ 42186 

240 _  40512,  41520,  42348 

249 _ 40512,41521 

270 . 41759, 42862 

Proposed  Rules: 

210 . 40550 

230  . 40556 

231  . 42212 

239  . 42212 

240  _  40858, 

41808,  42212,  42219,  42905,  43743 

241  _ 42212 

249 _  40858 

259  . 42212 

270 _  40555,  41818,  42757 

IB  CFR 

1_ _ 42005 

2 _  41760, 42005 

3_._ . 43488,  43892 

141__ . 43488 

154. _ 43889 

157._ . 41769 

260 _ 43892 

Proposed  Rules: 

35 _ 42029 

154 _ 41539 

157 _ 41539 

201 _ 41539 

260  . 41639 

19  CFR 

10 _  43021 

112 _ 41084 

148 _ 41084 

171  _ 43488,  43894 

172  _ 43026 

Proposed  Rules: 

12 _ 41118 

153 _  43226 

175 . 43226 

201 _ 40173 

210 _ 40173 

20  CFR 

200 . 41084 

260__ _ 41084 

404  - 42863 

405  _  42006,  43211,  43895 

450 _  42865 

Proposed  Rules: 

405 -  40171,  40537,  40850 

601 _ 43744 

21  CFR 

Ch.  I . .  40520,  43488 

29 - 42866 

121 - 40799, 41085, 42866 

123 -  42343,  43720 

431 _ 41522 

436 - 41522 

449 - 41523 

452 . 41773 

510 . 42007,  43213,  43488 

520 - 43488 

622 . 42007 

540 _ 42007 

556 _ 41085 

661 - 41773,42343 

1010 _ 40»)0 

1040 _ 40800 

1304__ . 42866 


21  CFR — Continued 


Proposed  Rules: 

1  _  40682 

2  _  40682 

5  _  40682 

6  _  40682 

8 _  40682 

10  _  40682 

11  _  40682 

80 _ '40682 

90 _  40682 

100 _  40682 

102 _  40682 

121 _ 40529, 40682,  41797 

202 _  40682 

310 _ 40682,  43513 

312 _  40682 

314 _ 40682 

328 _  40682 

330 _  40682 

429  - 40682 

430  _  40682 

431  .  40682 

433_ _ 40682 

511 -  40682 

514 -  40682 

601 -  40682 

640 -  41799 

701 _ 40682 

1000 . 42749 

1003  _  40682 

1004  _ 40682 

1210 . 40682 

22  CFR 

42 . 42532 

Proposed  Rules: 

6a . 40456 

23  CFR 

450 .  42976, 42979 

470 -  42344 

633 - 42867 

658 - 41774, 42186 

710 _ 41523 

750 -  42842 

24  CFR 

25  -  43026 

207 _  43898 

220 _  43898 

227 -  43898 

231 -  49898 

234 -  43898 

280 - 42061, 42007 

800 -  43027 

570 -  41509,  42347 

888 . 40513 

1914  _  41509,  42009,  42872,  43219,  43720 

1915  _  41510, 42553,  42874,  43220,  43722 

1916._ _ _ 42348, 42349, 43027 

1917 -  41108-41115, 42349 

1920 _  41115,  41116,  42557,  42743 

Proposed  Rules: 

406 . 42560 

805- . 43372 

25  CFR 

Proposed  Rules: 

33 -  40982 

43h .  42020 

221 - 43513 

233 -  42884 

401 - 40982 
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25  CFR — Continued 
Proposed  Boxes — OontliMMd 


«02 -  40982 

«3 -  40982 

404 - 40982 

485 -  40982 

406  -  43560 

407  -  40982 

26  CFR 

1 -  42743*  43034*  43735 

31 _ 42349 

Propo»d  Roles: 

1 - 41118 

31 _  43226 


28  CFR 

0 -  42745 

2 - 41328 

Proposed  Rules: 

22 _ 44034 


29  CFR 


56 - 43170 

67 _ 43170 

58. _ 43170 

670 _ 40800 

1952 _  40155-40167 

2530 _ 41654 

2550 _  43726 

2602  _  42876, 43512 

2603  _  43213 

2604  _ 42533 

2605  _  43509 

2606  _ 42877 


Proposed  Rules: 


33  CFR-Continued  * 
Proposed  Rules — Continued 


188 _ 43226 

209 - 43918 

305 . 41636 

35  CFR 

253 _ 42996 

Proposed  Rules: 

10 . 40485 

38  CFR 

901 . 41524 

1000 . 40802 

Proposed  Rules: 

7 _ 41138,42364 

903 _ 41530 

38  CFR 

4 _ 42535 

21 _ 42878 

36  _ 42190 

Proposed  Rxn.Es: 

3— _ _ 41540, 42578 

39  CFR 

111 _ 42541 

3002 _  43033 

Proposed  Rxn.Es: 

42  _ 43232, 43930 

43  _ 43232,  43930 

44  _ 43232,  43930 

45  _ 43232,  43930 

47 _ 43232, 43930 

111 _ 43232 


603 _  40537 

608  _ * _  40537 

609  _ : _  40537 

687 _  40537 

1910 _  40170,  40849,  41530,  41797 

1916  _ 41530 

1918 _ 41530 

1917  _ 41530 

1918  _ 41530 

1926 _  40170,  41530 

1952 _ 41148 

30  CFR 

77 _ 41775 

Proposed  Rxnjss: 

211 _ 41122 

216 _ 41122 

260 _  42559>  43036 

3Z  CFR 

197 _ 42186 

1808 _  43736 

Proposed  Bxnjtsr 

1481 _ 


1814. _ 

2102 _ 


_  42997 

_ 42444 

_  40792 


32A  CFR 


40  CFR 

52 _ _ _ _  40158- 

40160,  41778,  41779,  41787,  41942, 
42011,  42012,  42190,  42191,  42351- 
42357,  42542,  42895-42896,  43214- 
43216 

00^ _  42194,  43850 

61 _ 42195 

162 _ 41788,  42746 

180 _  40161,  42357*  43727 

230 _ 41292 

435 _ 42543 

Proposed  Rxn.Es: 

16^ _ - . 40792 

35 _  41644,  43231 

52 _  40172, 

40854-40856,  42211,  42368,  42369, 
42757, 43231,  43923 

60 _ 42028 

126 _ 41649 

142 _  40538 

162 _  40538 

172 _  40545 

180 _  41538,  42757,  43924 

246 _  42986 

430 _ 41298 

435 _ 42572 


Ch.  VI- 


43489 


33  CFR 


117 _  41524,42189,43213 

155 _ 42189 

133 _  43856 

2«5 _ 42652 

266 _ 42654 


Proposed  Rxn.Bs: 


1 _ 42210 

117 _ 41637 


41  CFR 

1-30 _  43728 

8-1 _  43217 

8-2 _  40803 

_ 40803 

14-2 _ 40517, 42746 

lOli-26 _ 41093 

101-36 _ 42358 

10148 _ 42358 

101-43 _ 42361 


41  CFR — Continued 

101-44 - ^361 

106-61 - 42881 

114-42 - 40517 

114-00 _ L  42746 

PROPOSED  Rxn»sr 

3-4-_. . 42673 

14H-70 _ 41025 

51-8 - 42444 

60-5 - 41149 

42  CFR 

110 - 41095 

Proposed  Rules: 

36 -  42658 

67 - 42890 


43  CFR 


3300 _  43489 

PxTBLic  Land  Orders: 

2249  (Revoked  In  part  by  PLO 

5515) _  40811 

4089  (Revoked  in  part  by  PLO 

5615) _  40811 

4148  (Revoked  in  purt  by  PLO 

5615) _  40811 

4643  (Revoked  in  part  by  PLO 

5611) . 40162 

4889  (Revoked  In  part  by  PLO 

5515) _  40811 

6175  (Amaided  by  PLO  5519)-—  40814 

5180  (Amended  by  PLO  5519) _  40814 

5191  (Amended  by  PLO  5519) _  40814 

5394  (Amended  by  PLO  5519) _  40814 

5418  (See  PLO  5519) .  40814 

5438  (Amended  by  PLO  5519) _  40814 

5511  _ 40162 

5512  _ 40162 

5613  _ _ 40162 

5614  . . 40811 

5515— . 40811 

5516  . 40814 

5517  . 40814 

5518  _  40814 

5519  _ 40814 

5520- . 40815 

5521 . 40815 

5522— . 41096 

5623 _ 41095,  43028 

5524  _ 41095 

5525  _ •_ . . 41794, 43489 

5626 _ 1 _ 42195 

5527  _ 42362 

5528  _ 42362 

5529  _ ? _ 42551 

5530  _ 42551 

5631  _ 42553,  43732 

5632  _ 42561 

5533 . 42551 

5634 . 42562 

5535  . — . . 42551 

5536  _ 42553 

5637  _  43028 

5638  _  43217 

PaoeasED  Rxilbb: 

4 _ 42020 

23 _ 41122 

2110 _ 43735 

2130 _  43736 

2270 _  43736 

3040 _ 41122 

3820 . -  43736 
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45  CFR 

30 _ 

46  _ 

100 _ 

101._ . . 

169 _ 

212 _ 

220 _ 

224 _ 

233 _ 

249  _ 

250  _ 

1208 _ 

1600 _ 

Proposed  Rules: 

56 _ 

160a _ 

233 _ 

249 _ 

706 _ 

1115 _ 

1602 _ 


46  CFR 

Ch.  I . . 

32 _ 

35 _ 

50 _ 

52  _ 

53  _ 

54  _ 

56 _ 

58 _ _ 

63 _ 

146 _ 

252 _ 

410 _ 

402 _ 

530 _ 

Proposed  Rules: 
3SJ - 

34  _ 

35  _ 

76  _ 

77  _ 

78  _ 

95  _ 

96  _ 

105___. _ 


40162 

40163 
41795 
41795 
40518 
43218 
43182 
43182 
43182 
43901 
42013 
40805 
42362 


41140 
41670 
__  41143 
__  42560 
40783 
42457 
42374 


42195.  42746 

_  40163 

-  40163 

_  40163 

-  40163 

_  40163 

_  40163 

_  40164 

_  40168 

_  40169 

_  41795 

_  43490 

-  41526 

_  41526 

_  43720 


_  42751 

-  43739 

_  42751 

_  43739 

_  42751 

_  42751 

_  43739 

_  42761 

_  43739 


i 


46  CFR — Continued 
Proposed  Rules — Continued 


167 _  42751 

181 _  43739 

184  _ _ ■_ _  42751 

185  _ c _  42751 

193 _ 43739 

195  _  42751 

196  _ 42751 

502 _  43925 

47  CFR 

1  _ 42882 

2  _  40810 

73  _ 42882,  43028,  43506,  43507 

74  _  40810 

91 _ 40169 

Proposed  Rules: 

2-.  42028,  42577,  42897,  43037.  43924 

73 _  40172, 

42028,  42369,  42577,  42578.  43028, 

43514 

76 _ 43925 

89 _ 42577 

91 _ 42028, 42577 


49  CFR 


1 _ J -  43901 

25 _ 41040 

171  _ 41527 

172  _ 41527 

173  _ 41527 

174  _ 41527 

175  _ 41527 

177  _ 41527 

178  - 41527 

325 _ 42432 

385 _  40810 

Ch.  V _ _  41796,  42013 

552  _ 42013 

553  -  42015 

555 _ 42015 

571 - 42746, 42897 

613 - 42984 

1033 _ 40518,  40519,  43914 

1134 - 42343 

1306 _  40518 

1320 _ 41528 

1322 - 41528 


49  CFR — Continued 

Proposed  Rules: 


10 _ 43037 

102 _ 41537 

107 _ 41537 

170  _ - _ 41537 

171  _  40171,  40853,  40854,  41537 

172  _ 41537 

173  _ 41537 

174  _ 41537 

175  _ 41637 

176  _ •_ _ 41537 

177  _ 41537 

178  _ 41537 

179  - 41537 

180  _ 41537 

181  _ 41697 

182  _ 41637 

183  _ 41537 

184  - 41537 

185  - : _ 41537 

186  - 41637 

187  - 41537 

188  - 41537 

189  - 41537 

195 -  43740 

215 - 42895 

671 _ _ 40537, 40853,  42756 

.  573 _  43227 

583 -  42366, 42895 

1007 _ 43689 

1037 _  42221 

1106 - 42578 

1106 _  41153,  40864,  42573 

1201 _ 42899 

1307 _ 42033,  43038 

50  CFR 

2d _ 41096,  42015 

28 _  41105,  42017,  42195,  42748 

32 - 40519, 


40520.  40811,  41105-41108,  42017, 
42018,  42196-42201.  42747,  42748, 
42883,  43029,  43030,  43032,  43218, 
43219,  43732,  43733,  43914-43916 

251 -  43508,  43733,  43734 

285 . 43916 

Proposed  Rules: 

17 - 40521 

216 -  41531,  42210,  43040 

501 . 41066 
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reminders 

(The  Items  In  this  list  were  edltorlsUy  oomplled  w  nn  aid  to  Fb>isai.  Registes  users.  Induslon  or  exclusion  from  this  list  has  no  legal 
figT»ifir^n«w  since  this  list  Is  Intended  as  a  reminder,  U  dow  not  Include  effective  dates  that  occur  within  14  days  of  publication.) 


RulM  Going  Into  Effect  Today 


CAB — Implementing  the  National  En* 

vironmental  Policy  Act .  37182; 

8-25-75 


Next  Week's  Deadlines  for  Comments 
On  Proposed  Rules 


AGRICULTURE  DEPARTMENT 
Agricultural  Marketing  Service — 

Florida  oranges  tangeios,  grapefruits, 
and  tangerines;  comments  by 

9-30-75  .  40522:  9-3-75 

Pears  (fresh)  grown  in  Oreg.  and 
Wash.;  expenses  and  rates  of  as¬ 
sessment;  comments  by  9-30-75. 

40170;  9-2-75 
Tomatoes  grown  in  Florida;  expenses 
and  rate  of  assessment;  comments 

by  10-3-75 .  42887;  9-17-75 

Animal  and  Plant  Health  Inspection 
Service — 

Viruses,  serums,  toxins,  and  analo¬ 
gous  products;  standard  require¬ 
ments;  extension  of  time;  com¬ 
ments  by  10-3-75 . . .  32754; 

8-4-75 

COMMERCE  DEPARTMENT 

Regional  Action  Planning  Commissions; 
administrative  procedures;  comments 

by  9-30-75 .  36135;  8-19-75 

National  Oceanic  and  Atmospheric  Ad¬ 
ministration  Proposed  Key  Largo 
Coral  Reef  Sanctuary;  comments  by 

10^75  .  39538;  8-28-75 

COMMODITY  FUTURES  TRADING 
COMMISSION 

Margin  accounts  and  contracts,  and 
leverage  accounts  and  contracts;  pro¬ 
posal  to  adopt  a  temporary  rule;  com¬ 
ments  by  10-1-75  .  38382;  8-20-75 
DEFENSE  DEPARTMENT 
Engineer  (k}rp8 — 

Shipping  safety  fairways  and  ancho^ 
age  areas;  Gulf  of  Mexico;  com¬ 
ments  by  9-29-75 .  39524; 

8-28-75 

Navy  Department— r 
Midway  Islands  ^e;  proposed  civil 
administrative  proc^ures;  com¬ 
ments  by  9-30-75 .  34352; 

8-15-75 

ENVIRONMENTAL  PROTECTION  AGENCY 
Drinking  water  standards  implementa¬ 
tion  and  state  program  grant  regula¬ 
tions;  comments  by  9-29-75. 

40538;  9-3-75 


Experimental  Use  permits;  comments 

by  10-3-75 .  40545;  9-3-75 

Grants  to  designated  area  wide  waste 
treatment  management  planning 
agencies  and  to  state  agencies;  condi¬ 
tions,  procedures,  plan  content  and 
approval  (2  documents);  comments 

by  10-2-75 .  41644;  9-8-75; 

41649:  9-8-75 
State  registration  of  pesticides  to  meet 
special  local  needs;  comments  by 
10-3-75  .  40538;  9-3-75 

FEDERAL  COMMUNICATIONS 
COMMISSION 

Standard  FM,  and  television  broadcast 
stations;  multiple  ownership;  time  ex¬ 
tension  for  filing  comments;  9-29-75. 

40172:  9-2-75 
TV  broadcast  stations;  definition  for 
“specialty  stations"  and  “specialty 
format  programming";  comments  by 

9-30-75  .  31809;  7-29-75 

Use  of  FM  Microwave  by  TV  Translator 
Relay  Stations;  extending  time  for 
filing  comments  and  reply  comments; 

comments  by  9-29-75 .  36389; 

8-20-75 

FEDERAL  HOME  LOAN  BANK  BOARD 

Checking  accounts  for  savings  and 
loan  Institutions;  comments  by 

9-29-75  .  42371;  9-12-75 

State  banking  institutions;  membership; 

comments  by  9-29-75 .  40857; 

9-4-75 

FEDERAL  RESERVE  SYSTEM 

Credit  by  brokers  and  dealers;  uniform 
margin  requirements  for  writing  op¬ 
tions;  comments  by  9-30-75. 

36390;  8-20-75 

GENERAL  SERVICES  ADMINISTRATION 
Automated  Data  and  Telecommunica¬ 
tions  Service — 

Procurement  documents  for  ADP  sys¬ 
tems;  comments  by  10-3-75. 

32761;  8-4-75 

HEALTH,  EDUCATION.  AND  WELFARE 
DEPARTMENT 

Food  and  Drug  Administration — 
Administrative  Practices  and  proce¬ 
dures;  comments  by  10-3-75. 

40778;  9-3-75 
Tolerances  for  methoprene  in  animal 
feed;  comments  by  9-29-75. 

39896;  8-29-75 
Zirconium;  aerosol  drugs  and  cos¬ 
metics  containing;  comment  period 

extended  to  10-3-75 _  24328, 

6-5-75;  36574,  8-21-75 


INTERIOR  DEPARTMENT 

Indian  Affairs  Bureau — 

Operation  and  maintenance  charges 
for  Flathead,  Mont.  Irrigation  proj¬ 
ect;  comments  by  9-29-75. 

39871;  8-29-75 
National  Park  Service — 

National  Register  of  Historic  Places; 
expansion  of;  comments  by  9- 

29-75 . .  39875;  8-29-75 

INTERNATIONAL  TRADE  COMMISSION 
Rules  of  practice  and  procedure;  pro¬ 
posed  rulemaking;  comments  by 

10-2-75  .  40173;  9-2-75 

INTERSTATE  COMMERCE  COMMISSION 
Wage  statistics  reports;  inquiry  on  re- 
•visions;  comments  by  9-30-75. 

36779;  8-22-75 

LABOR  DEPARTMENT 

Protection  of  privacy  In  record  systems; 

comments  by  9-29-75 .  4(X)39; 

8-29-75 

Occupational  Safety  and  Healtii 
Administration — 

Coke  oven  emissions;  standard  for  ex¬ 
posure;  comments  by  9-30-75. 

40849;  9-4-75 
Standard  for  exposure  to  coke  oven 
'  emissions;  intent  to  prepare  an  en¬ 
vironmental  impart  statement; 

comments,  by  9-30-75 . 41797; 

9-9-75 

Supplements  to  South  Carolina  plan; 

comments  by  9-29-75 .  39896; 

8-29-75 

NATIONAL  LABOR  RELATIONS  BOARD 
Privacy  Art  regulations;  comments  by 

9-29-75 .  39763;  8-28-75 

PENNSYLVANIA  AVENUE  DEVELOPMENT 
CORPORATION 

Privacy  Art  regulations;  comments  by 

9- 30-75 .  39671;  8-28-75 

SECURITIES  AND  EXCHANGE 
COMMISSION 

ANCSA  Corporations;  comments  by 

10- 1-75 . 41818;  9-9-75 

Transfer  agents;  registration;  comments 

by  9-29-75 .  40858;  9-4-75 

SMALL  BUSINESS  ADMINISTRATION 
Privacy  Art  regulations;  comments  by 

9-29-75 .  40063;  8-29-75 

STATE  DEPARTMENT 

Privacy  Art  of  1974;  policies  and  proce¬ 
dures;  comments  by  10-2-75. 

40456;  9-2-75 

TRANSPORTATION  DEPARTMENT 

Coast  Guard — 

Load  line  assignment  and  surveys; 
fees  arid  other  expenses;  proposed 
revision  of  fee  schedule;  comments 
by  9-29-75 . 34407;  8-15-75 
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FEDERAL  ENERGY  ADMINISTRATION 

Environmental  Advisory  Committee;  to 
be  held  in  Washington,  D.C.  (open), 
&-29-75 .  42596;  9-15-75 

Food  Industry  Advisory  Committee;  to 
be  held  in  Washington,  D.C.  (open); 
10-1-75 . . .  42240;  0-11-75 

FEDERAL  PREVAILING  RATE  ADVISORY 
COMMITTEE 

To  be  held  in  Washington,  D.C.;  10-2-75. 

42060;  9-10-75 

HEALTH,  EDUCATION,  AND  WELFARE 
DEPARTMENT 

President’s  Committee  on  Mental  Re¬ 
tardation;  to  be  held  in  Atlanta,  Ga. 
(open),  9^28  thru  9-30-75—.  33698; 

8-11-75 

Education  Office — 

Equality  of  Educational  Opportunity, 
National  Advisory  Committee;  to  be 
held  in  Washington,  D.C.  (open), 
10-3  and  10-4-75 .  36609; 

8-21-75 

Food  and  Drug  Administration — 
Gastrointestinal  Drug  Advisory  Com¬ 
mittee;  to  be  held  In  Rockville, 
Maryland  (open  with  restrictions), 

9-29,  9-30-75....  36408;  8-20-75 
Immunology  Subcommittee  of  the 
diagnostic  Products  Advisory  Com- 
,  mittee;  to  be  held  in  Washington, 
D.C.  (open  with  restrictions),  9-29, 

9-30-75 . . 36409;  8-20-75 

Mutagenesis  Subcommittee  of  the 
Science  Advisory  Board  to  the  Na¬ 
tional  Center  for  Toxicological  Re¬ 
search;  to  be  held  in  Jefferson, 
Arkansas  (open  with  restrictions), 
9r29,  9-30-75....  36410;  8-20-75 
Panel  on  Review  of  Miscellaneous  Ex¬ 
ternal  Drug  Products;  to  be  held  in 
Rockville,  Maryland  (open  with  re¬ 
strictions),  9-28,  9-29-75. 

36408;  8-20-75 
Panel  on  Review  of  Obstetrical-Gyne¬ 
cological  Devices;  to  be  held  in 
Washington,  D.C.  (open  with  restric¬ 
tions),  9-29,  9-30-75 .  36410; 

8-20-75 

Panel  on  Review,  of  Sedative,  Tran¬ 
quilizer,  and  Sleep  Aid  Drugs;  to  be 
held  in  Rockville,  Md.;  9-29  and 

9-30-75  (rescheduled  from  9-18 
and  9-19-75)  ..  8-20-75;  36403; 

9-9-75;  41830 
Panel  on  Review  of  Topical  Analgesics; 
to  be  held  in  Rockville,  Maryland 
(open  with  restrictions)  9-30-75 
and  Oct.  1, 1975..  36410;  8-20-75 
National  Institutes  of  Health — 

Behavioral  Sciences  Research  Con¬ 
tract  Review  Committee;  to  be 
held  in  Bethesda,  Maryland  (open), 
9-29,  9-^0-75..  36411;  8-20-75 


Combined  Modality  Committee  and 
Clinical  Trials  CommitteOr  to  be 
held  in  Bethesda,  Md.  (open  with 
restrictions)  10-3-75... _  42384; 

9-12-75 

Contraceptive  Development  Contract 
Review  Committee;  to  be  held 
In  Bethesda,  Maryland  (open), 

9-29-75  .  36411;  8-20-75 

Contraceptive  Evaluation  Research 
Contract  Review  Committee,  to  be 
held  in  Bethesda,  Md.  (open  with 
restrictions), '^0-1-75 .  34019; 

8- 13-75 

Drug  Development  Committee  and 
Developmental  Therapeutics  Com¬ 
mittee;  to  be  held  in  Bethesda,  Md. 
(open),  9-30-75 .  42384; 

9- 12-75 

Heart  and  Lung  Research  Review 
Committee  A,  to  be  held  in  Be¬ 
thesda,  Md.  (partially  open)  10-3 
and  10-4-75.  ..  42386;  9-12-75 
National  Cancer  Advisory  Board  Sub¬ 
committee  on  Centers;  to  be  held 
in  Bethesda,  Md.  (partially  closed), 

10-5-75  .  42387;  9-12-75 

National  Cancer  Institute;  to  be  held 
in  Bethesda,  Md.  (open  with  re¬ 
strictions),  9-30, 10-1-75. 

36413;  8-20-75 
National  Cancer  Institute;  Cancer  Re¬ 
search  Center  Review  Committee; 
to  be  held  in  Bethesda,  Md.  (open 
with  restrictions)  10-3  and  10- 

4-75  . —  36412;  8-20-75 

Private  Research  Centers  Advisory 
Committee;  to  be  held  in  Bethesda, 
Mdi  (partially  closed).  10-2-75. 

42388;  9-12-75 
Vision  Research  Program  Planning 
Subcommittee;  to  be  held  in  Be¬ 
thesda,  Md.  (open),  10—1  and 

10-2-75  .  42388;  9-12-75 

Office  of  Education — 

National  Advisory  Council  for  Career 
Education;  to  be  held  in  Washing¬ 
ton,  D.C.  (open),  9-30-75. 

36414;  8-20-75 
Office  of  the  Secretary — 

President's  Biomedical  Research 
Panel;  to  be  held  in  Washington, 
D.C.  (open),  9-29  and  9-30-75. 

27505;  6-30-75 

INTERIOR  DEPARTMENT 

Bureau  of  Land  Management — 

Roseburg  District  Multiple  Use  Ad¬ 
visory  Board;  to  be  held  in  Rose¬ 
burg,  Oregon  (open  with  restric¬ 
tions),  10-2-75  ...  41826;  9-9-75 
National  Parks  Service — 

Gateway  National  Recreation  Area;  to 
be  held  in  Brooklyn,  N.Y.;  10-1-75. 

41826;  9-9-75 
Gateway  National  Recreation  Area;  to 
be  held  in  Sandy  Hook,  NJ.; 
10-4-75 . 41826;  9-9-75 


JUSTICE  DEPARTMENT 

Law  Enforcement  Assistance 
Administration — 

National  Advisory  Committee  on 
Criminal  Justice  Standards  and 
Goals,  Juvenile  Delinquency  Task 
Force;  to  be  held  in  San  Diego, 
California  (open),  10-3  and 

10-4-75  .  42582;  9-15-75 

NATIONAL  AERONAUTICS  AND  SPACE 
ADMINISTRATION 

Ad  Hoc  Advisory  Subcommittee  of  the 
Space  Science  Steering  Committee;  to 
be  held  in  Greenbelt,  Md.  (closed), 

10-1  through  10-3-75 . 42613; 

9-15-75 

NASA  Research  and  Technolo^  Advisory 
Council  Panel  on  Research;  to  be  held 
in  Washington,  D.C.  (open  with  re¬ 
strictions),  9-29  and  9-30-75. 

41856;  9-9-75 

NATIONAL  CREDIT  UNION 
ADMINISTRATION 

National  Credit  Union  Board,  to  be  held 
In  Washington,  D.C.  (open),  9-30  and 

10-1-75 .  40878;  9-4-75 

NATIONAL  FOUNDATION  ON  THE  ARTS 
AND  HUMANITIES 

Dance  Advisory  Panel;  to  be  held  in  Salt 
Lake  City,  Utah  (partially  open),  10-3, 

10-4,  10-5-75 . 42798;  9-16-75 

Federal  Graphics  Evaluation  Advisory 
Panel;  to  be  held  in  Washington,  D.C. 

(partially  open),  10-1-75 .  42^98; 

9-16-75 

Planning  Office  Panel  Advisory  Commit¬ 
tee,  to  be  held  in  Washington,  D.C. 
(closed),  10-2  and  10-3-75. 

39563;  8-28-75 
Special  Projects  Advisory  Panel;  to  be 
held  in  Salt  Lake  City,  Utah  (partially 
open),  10-3,  10-4,  10-5-75. 

42798;  9-16-75 

NATIONAL  SCIENCE  FOUNDATION 

Advisory  Panel  for  Metabolic  Biology;  to 
be  held  in  Washington,  D.C.  (closed), 
10-2  and  10-3-75..  42614;  9-15-75 
Astronomy  Advisory  Panel;  to  be  held  in 
Washington,  D.C.;  (open);  10-2  and 

10-3-75 .  42247;  9-11-75 

Atmospheric  Sciences  Advisory  Panel;  to 
be  held  in  Washington,  D.C.;  (open); 

9- 30  and  10-1-75  .  42246;  9-11-75 

NUCLEAR  REGULATORY  COMMISSION 

Advisory  Committee  on  Reactor  Safe¬ 
guards,  Subcommittee  on  inspection 
and  Enforcement  Activities;  to  be  held 
in  Washington,  D.C.  (partially  open), 

10- 1-75 . . . 42803;  9-16-75 

SMALL  BUSINESS  ADMINISTRATION 

Casper  District  Advisory  Council;  to  be 
held  in  Laramie,  Yarning  (open), 

10-3-75 . .  42804;  9-16-75 

Jackson  District  Advisory  CoutKil,  to  be 
held  Olive  Branch,  Miss.,  10-3-75. 

39575;  8-28-75 
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Federal  Aviation  Administration — 
Alteration  of  transition  area  Athens, 
Tex.;  comments  by  9-29-75. 

39897;  8-29-75 
Alteration  of  transition  area  in  Vivian, 
La.;  comments  by  9-29-75. 

39897;  8-29-75 
Aviation  War  Risk  Insurance  Program; 
study  of,  comments  by  9-30-75. 

42234;  9-11-75 
Designation  of  transition  area  and 
control  zone  in  Hayden,  Colo.;  com¬ 
ments  by  9-29-75 . .  39898; 

8-29-75 

Extension  of  area  high  routes;  notice 
of  proposed  rulemaking;  comments 

by  10-1-75 .  42756;  9-16-75 

Processing  Aiiport  Development 
Actions  Affecting  the  Environment; 
references  to  applicable  procedures; 
comments  by  lD-3-75 .  36516; 

8- 20-75 

Transition  area;  proposed  designation; 
comments  by  10-5-75 .  42025; 

9- 10-75 

VOR  Federal  airway;  extension,  Poca- 
telio,  Idaho;  comments  by  9-29-75. 

39529;  9-10-75 
VOR  airway;  proposed  extension; 

comments  by  10-5-75 .  42025; 

9-10-75 

Federal  Highway  Administration — 

Coiled  nylon  brake  tubing;  comments 

by  9-30-75 .  37045;  8-25-75 

Materials  Transportation  Bureau — 
Matter  incorporated  by  reference; 
proposed  rulemaking;  comments 

by  9-30-75 .  40171;  9-2-75 

TREASURY  DEPARTMENT 

Bureau  of  Alcohol,  Tobacco  and 
Firearms — 

Wine  labeling  and  advertising,  bottles 
per  case  requirement;  comments 

by  9-29-75 .  32129;  7-31-75 

Comptroller  of  the  Currency — 

National  banks  and  collective  invest- 
ment  funds;  fiduciary  power;  com¬ 
ments  by  9-29-75 .  40859; 

9-^75 


N«ct  Week’s  Public  Hearings 


COMMERCE  DEPARTMENT 

National  Oceanic  and  Atmospheric  Ad¬ 
ministration  Proposed  Key  Largo 
Coral  Reef  Sanctuary;  to  be  held  in 
Key  Largo,  Florida,  9-30-75. 

39538;  8-28-75 

CIVIL  AERONAUTICS  BOARD 

Domestic  Night  Coach  Fare  Investiga¬ 
tion;  to  be  held  in  Washington,  D.C., 
9-29-75  .  40193;  9-2-75 

FEDERAL  TRADE  COMMISSION 

Warranties;  disclosure  of  terms,  pre-sale 
disclosure,  and  dispute  settlement  <3 
documents);  to  be  held  in  Los  Angeles, 

Calif,  on  9-29-75 .  29892,  29894, 

29895;  7-16-75 


HOUSING  AND  URBAN  DEVELOPMENT 
DEPARTMENT 

Office  of  Interstate  Land  Sales 
Registration — 

American  Capital  Land  Corp.;  to  be 
held  in  Washington,  D.C.;  10-1-75. 

41830;  9-9-75 
Horizon  City  Subdivision;  to  be  held 
in  Washington,  D.C.;  10-2-75. 

41831;  9-9-75 

INTERNATIONAL  TRADE  COMMISSION 

Certain  non-powered  hand  tools  from 
Japan;  to  be  held  in  Washington,  D.C., 

on  10-2-75 .  42608;  9-15-75 

TRANSPORTATION  DEPARTMENT 
Materials  Transportation  Bureau — 
Flammable,  combustible,  and  pyro¬ 
phoric  liquids  aboard  vessels;  to  be 
held  in  Washington,  D.C.,  on 
10-1-75  .  41537;  9-8-75 


Next  Week’s  Meetings 


ACTION 

National  Voluntary  Service  Advisory 
Council;  to  be  held  in  Washington, 
D.C.  (open  with  restrictions);  10-1 

and  10-2-75 .  42235;  9-11-75 

AGRICULTURE  DEPARTMENT 
Agricultural  Marketing  Service — 

Raisin  Advisory  Board;  to  be  held  in 
Fresno,  California  (open);  10-3-75. 

42763;  9-16-75 

Commodity  Credit  Corporation — 

Commodity  Credit  Corporation  Ad¬ 
visory  ^ard;  to  be  held  in  Wash-' 
ington,  D.C.  (open);  9-30-75. 

42227;  9-11-75 

Forest  Service — 

Timpas  Unit  Grazing  Advisory  Board; 
to  be  held  at  Timpas,  Colorado 

(open),  10-2-75 .  37243; 

8-26-75 

Soil  Conservation  Service — 

Public  Advisory  Committee  on  Soil 
and  Water  Conservation;  to  be 
held  in  Washington,  D.C.  (open, 
with  limitations)  10-1  through 

10-3-75  .  30514;  7-21-75 

CITIZENS  ADVISORY  COMMITTEE  ON 
ENVIRONMENTAL  QUALITY 
To  be  held  in  Washington,  D.C.  (open), 

9- 29-75 .  39921;  8-29-75 

CIVIL  AERONAUTICS  BOARD 

Airline  Operational  Control  Society;  to 
be  held  in  Washington,  D.C.,  10-2-75. 

40572;  9-3-75 

CIVIL  RIGHTS  COMMISSION 

Indiana  State  Advisory  Committee;  to 
be  held  in  Indianapolis,  Ind.  (open), 

10- 4-75  .  42390;  9-12-75 

Maryland  State  Advisory  Committee;  to 

be  held  in  Baltimore,  Md.  (open), 

9- 29  and  9-30-75..  42390;  9-12-75 
Maryland  State  Advisory  Committee;  to 

be  held  in  Baltimore,  Md.  (open), 

10- 1  and  10-2-75....  41833;  9-9-75 


Massachusetts  State  Advisory  Commit" 
tee;  to  be  held  in  Boston,  Mass, 
(open),  10-2-75  ..  42390;  9-12-75 
CIVIL  SERVICE  COMMISSION 

Federal  Employees  Pay  Council;  to  be 
held  in  Washington,  D.C.  (closed), 

10-1-75  .  42391;  9-12-75 

COMMERCE  DEPARTMENT 
Census  Bureau — 

American  Economic  Association  Cen¬ 
sus  Advisory  Committee;  to  be  held 
in  Suitland,  Maryland  (open),  10- 

3-75 .  32861;  8-5-75 

Domestic  and  International  Business 
Administration — 

Industry  Sector  Advisory  Committee 
on  Retailing  for  Multilateral  Trade 
Negotiations;  to  be  held  in  Wash¬ 
ington,  D.C.  (open  with  restric¬ 
tions),  9-29-75....  37243;  8-26-75 
COMMISSION  OF  FINE  ARTS 

Public  projects  in  Washington,  D.C.;  to 
be  held  at  Washington,  D.C.  9-17-75. 

39922;  8-29-75 

DEFENSE  DEPARTMENT 
Air  Force  Department — 

Scientific  Advisory  Board,  USAF;  Aero¬ 
space  Vehicles  Panel  Committee;  to 
be  held  in  Cleveland,  Ohio  (closed), 

10-2-75.„ . 42762;  9-16-75 

Defense  Science  Board  Task  Force  on 
Net  Technical  Assessment;  to  be 
held  in  Arlington,  Virginia  (closed); 
10-1  and  10-2-75..  41543;  9-8-75 
Defense  Science  Board  Task  Force  on 
“Systems  Vulnerability”;  to  be  held 
at  Lawrence  Livermore  Laboratory, 
Livermore,  Calif,  (closed),  9-29 
through  9-30-75....  41156;  9-5-75 
Defense  Science  Board  Task  Force  on 
Theater  Nuclear  Forces  R&D  Re¬ 
quirements;  to  be  held  in  Washing¬ 
ton,  D.C.  (closed);  9-29  and  9- 

30-75 .  41543;  9-8-75 

Office  of  the  Secretary — 

Wage  Committee;  to  be  held  in  Wash¬ 
ington,  D.C.  (closed),  9-30-75. 

33845;  8-12-75 
FEDERAL  COMMUNICATIONS 
COMMISSION 

Common  Carrier  Bureau;  to  be  held  at 
2025  M  Street  NW,  Room  8210,  Wash¬ 
ington,  D.C.  9-30-75 .  41182; 

9-5-75 

Common  Carrier  Bureau;  to  be  held  at 
2025  M  Street  NW,  Washington  D.C., 

10-1-75 . 41182;  9-5-75 

Fixed  Satellite  Advisory  Committee;  to  be 
held  in  Washington,  D.C.  (open) 

10-3-75 . 42915;  9-17-75 

Industry  Advisory  Committee;  to  be  held 
in  Washington,  D.C.  (open),  9-29-75. 

42596;  9-15-75 
PBX  Technical  Standards  Subcommittee; 
to  be  held  in  Washington,  D.C.  on 

10-2-75 . 42050;  9-10-75 

PBX  Technical  Standards  Subcommittee; 
to  be  held  at  Room  752, 1919  M  Street 
NW,  Washington,  D.C.  (open);  10-1 
and  10-2-75 .  41179;  9-5-75 
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New  York  District  Advisory  Council;  to  be 
held  in  New  York,  N.Y.  (open),  9- 
30-75 . .  41862;  9-9-75 

STATE  DEPARTMENT 
Agency  for  International 
Development — 

Advisory  Committee  to  United  States 
Section,  International  North  Pacific 
Fisheries  Commission;  to  be  held  in 
Seattle,  Washington  (open),  9- 
29-75 _ 33842;  8-12-75 

TRANSPORTATION  DEPARTMENT 

Federal  Aviation  Admihistration — 
Aviation  war  risk  insurance;  study  of; 
to  be  held  in  Washin^on,  D.C. 
(open),  9-30-75..  42234;  9-11-75 


REMINDERS— Continued 

Terminal  Instrument  Procedures 
(TERPS  Advisory  Committee,  Work¬ 
ing  Group  on  Visibility  Credits  for 
Lights;  to  be  held  in  Washington, 
D.C.  (open  with  restrictions),  10-1 
and  10-2-75 .  42593;  9-15-75 

VETERANS  ADMINISTRATION 

Basic  Sciences  Merit  Review  Board;  to  be 
held  in  Washington,  D.C.  (open  with 
restrictions),  10-2  through  10-4-75. 

41862;  9-0-75 
Oncology  Merit  Review  Board;  to  be  held 
in  Washington,  D.C.  (open  with  restric¬ 
tions),  10-1-75 .  41862;  9-9-75 


Daily  List  of  Public  Laws 


S  J.  Res.  34 .  Public  Law  94-96 

Joint  Resolution  asking  the  President  of 
the  United  States  to  declare  the  fourth 
Saturday  of  September  1975  as  "Na¬ 
tional  Hunting  and  Fishing  Day” 

(Sept.  18, 1975;  89  Stat.  478) 

S.  907 .  Public  Uw  94-98 

An  act  to  authorize  the  Smithsonian  to 
plan  museum  support  facilities 
(Sept  19, 1975;  89  Stat  480) 

S.  331 .  Public  Law  94-97 

An  act  to  redesignate  November  11  of 
each  year  as  Veterans  Day  and  to  make 
such  day  a  legal  public  holiday 
(Sept  18, 1975;  89  Stat  478) 
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Titie  4 — Accounts 

CHAPTER  III— COST  ACCOUNTING 
STANDARDS  BOARD 

SUBCHAPTER  G— COST  ACCOUNTING 
STANDARDS 

PART  400— DEFINITIONS 

PART  412— COST  ACCOUNTING  STAND¬ 
ARDS  FOR  COMPOSITION  AND  MEAS¬ 
UREMENT  OF  PENSION  COST 

Miscellaneous  Amendments 

Section  400.1(a)  Is  amended  by  insert¬ 
ing  the  following  definitions  alphabeti¬ 
cally. 

§  400.1  Definitions. 

(a)  •  •  • 

Accrued  Benefit  Cost  Method.  An  actu¬ 
arial  cost  method  under  which  units  of 
benefit  are  assigned  to  each  cost  account¬ 
ing  period  and  are  valued  as  they  ac¬ 
crue — that  is,  based  on  the  services  per¬ 
formed  by  each  employee  in  the  period 
involved.  The  measure  of  normal  cost  un¬ 
der  this  method  for  each  cost  account¬ 
ing  period  is  the  present  value  of  the 
units  of  benefit  deemed  to  be  credited  to 
employees  for  service  in  that  period.  The 
measure  of  the  actuarial  liability  at  a 
plan’s  inception  date  is  the  present  value 
of  the  units  of  benefit  credited  to  employ¬ 
ees  for  service  prior  to  that  date.  (This 
method  is  also  known  as  the  Unit  Credit 
cost  method.) 

*  •  «  *  * 

Actuarial  Assumption.  A  prediction  of 
future  conditiems  affecting  pension  cost: 
for  example,  mortality  rate,  employee 
turnover,  compensation  levels,  pen^n 
fund  earnings,  changes  in  values  of  pen¬ 
sion  fund  assets. 

•  «  •  *  * 

Actuarial  Cost  Method.  A  technique 
which  uses  actuarial  assvimptions  to 
measure  the  present  value  of  future  pen¬ 
sion  ben^ts  and  pension  fund  adminis¬ 
trative  expenses,  and  vdilch  assigns  the 
cost  of  such  benefits  and  expenses  to  cost 
accounting  periods. 

G  *  *  G  *« 

Actuarial  Crain  and  Loss.  The  effect  on 
pension  cost  resulting  from  differences 
between  actuarial  assumptions  and  actu¬ 
al  experience. 

*  «  *  G  G 

Actuarial  Liability.  Pension  cost  attrib¬ 
utable,  under  the  actuarial  cost  method 
in  use,  to  years  prior  to  the  date  of  a  par¬ 
ticular  actuarial  valuation.  As  of  such 
date,  the  actuarial  liability  represents  the 
^cess  of  the  present  value  of  the  future 
benefits  and  administrative  expenses  over 
the  present  value  of  future  contributions 
for  the  normal  cost  for  all  plan  partici¬ 


pants  and  beneficiaries.  The  excess  of 
the  actuarial  liability  over  the  value  of 
the  assets  of  a  pension  plan  is  the  Un¬ 
funded  Actuarial  Liability. 

•  •  *  •  * 

Defined-Benefit  Pension  Plan.  A  pai- 
sion  plan  in  which  the  benefits  to  be  paid 
or  the  basis  for  determining  such  benefits 
are  established  in  advance  and  the  con¬ 
tributions  are  intended  to  provide  the 
stated  benefits. 

•  *  •  •  • 

Defined-Contribution  Pension  Plan.  A 
pension  plan  in  which  the  contributions 
to  be  made  are  established  in  advance 
and  the  benefits  are  determined  thereby. 

G  G  G  G  G 

Funding  Agency.  An  organization  or 
pension  costs  for  a  current  or  prior  cost 
accounting  period  that  has  been  paid  to 
a  funding  agency  or,  under  a  pay-as- 
you-go  plan,  to  plan  participants  or 
beneficiaries. 

G  G  G  G  G 

Funding  Agency.  An  organization  or 
individual  which  provides  facilities  to  re¬ 
ceive  and  accumulate  assets  to  be  used 
either  for  the  payment  of  benefits  imder 
a  pension  plan,  or  for  the  purchase  of 
such  benefits. 

•  •  •  «  • 

Mtatiemjfioyer  Pension  Plan.  A  plan  to 
which  more  than  one  employer  contrib¬ 
utes  and  which  is  maintained  pursuant  to 
one  or  more  collective  bargaining  agree¬ 
ments  between  an  employee  organization 
and  more  than  one  emplcqier. 

Normal  Cost.  The  annual  cost  attrib¬ 
utable,  under  the  actuarial  cost  method 
in  use,  to  years  subsequent  to  a  particular 
valuation  date. 

•  •  •  •  • 

Pay-As-You-Cro  Cost  Method.  A  meth¬ 
od  recognizing  pension  cost  only  when 
benefits  are  paid  to  retired  employees  or 
their  beneficiaries. 

G  G  G  G  G 

Pension  Plan.  A  deferred  compensation 
plan  established  and  maintained  by  one 
or  more  employers  to  provide  systemati¬ 
cally  for  the  payment  of  benefits  to  plan 
participants  after  their  retirement:  Pro¬ 
vided,  That  the  benefits  are  paid  for  life 
or  are  payable  for  life  at  the  option  of 
the  employees.  Additional  benefits  such 
as  permanent  and  total  disability  and 
d«ith  payments,  and  survivorship  pay¬ 
ments  to  beneficiaries  of  deceased  em¬ 
ployees  may  be  an  integral  part  of  a 
pension  plan. 

•  •  •  .  •  • 

Projected  Benefit  Cost  Method.  Any  of 
the  several  actuarial  cost  methods  which 
distribute  the  estimated  total  cost  of  all 


of  the  employees'  prospective  benefits 
over  a  period  of  years,  usually  their 
working  careers. 

•  •  •  •  • 

(84  Stat.  796,  Sec.  103  (50  n.S.C.  App.  2168) ) 

The  Cost  Accoimting  Standard  on 
Composition  and  Measurement  of  Pen¬ 
sion  Cost  is  one  of  a  series  being  promul¬ 
gated  by  the  Cost  Accounting  Standards 
Board  pursuant  to  section  715  of  the  De¬ 
fense  Production  Act  of  1950,  as  amend¬ 
ed.  Pub.  L.  91-379,  50  U.S.C.  app.  2168, 
which  provides  for  the  development  of 
Cost  Accounting  Standards  to  be  used 
in  connection  with  negotiated  national 
defense  contracts.  This  Standard  estab¬ 
lishes  the  components  of  pension  cost, 
the  bases  for  measuring  such  cost,  and 
the  criteria  for  assigning  pension  costs 
to  cost  accounting  periods. 

As  part  of  the  Board’s  early  research 
relating  to  the  subject  of  pension  costs, 
it  devdoped  an  Issues  Paper  in  August 
1973,  and  a  preliminary  draft  Standard 
in  September  1974.  Both  the  Issues  Pmier 
and  preliminary  Standard  were  sent  to  a 
large  cross-section  of  companies.  Gov¬ 
ernment  agencies,  industry  and  profes¬ 
sional  associations,  actuaries,  and  other 
Interested  individuals.  The  Board  re¬ 
ceived  responses  to  these  research  papers 
which  were  useful  in  identifying  the  key 
Issues  involved  in  pension  cost  account¬ 
ing  and  in  developing  a  proposed  Stand¬ 
ard  which  was  published  in  the  Pebhul 
Rbczster  of  May  5. 1975,  with  an  invita¬ 
tion  to  interested  parties  to  submit  writ¬ 
ten  views  and  conunents  to  the  Board. 
The  Board  also  supplemented  the  invita¬ 
tion  in  the  Fsoeral  RseisTEa  by  sending 
copies  of  the  proposed  Standard  to  sev¬ 
eral  hundred  orgmiizations  and  indi¬ 
viduals  who  had  provided  the  Board  with 
comments  on  the  preliminary  proposal 
or  who  had  otherwise  expressed  interest 
in  the  subject  of  the  Standard. 

The  Board  received  80  sets  of  written 
comments  from  companies,  Government 
agencies,  professional  associations,  in¬ 
dustry  associations,  public  accounting 
firms,  universities,  actuaries  and  others 
in  response  to  the  Federal  Register  pro¬ 
posal.  All  of  these  comments  have  been 
carefully  considered  by  the  Board.  The 
Board’s  views  on  each  of  the  major  issues 
discussed  by  commentators  are  outlined 
below,  together  with  explanations  of  the 
changes  made  in  the  Cost  Accoimting 
Standard  being  promulgated. 

'The  Board  wishes  to  take  tiffs  oppor¬ 
tunity  to  express  its  appreciation  for  the 
helpful  suggestions  and  cimstructlve 
criticisms  it  has  received,  and  for  the 
time  devoted  to  amistlng  the  Board  in 
this  endeavor  by  the  many  organizations 
and  individuals  involved. 
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RULES  AND  REGULATIONS 


(1)  Relationship  to  the  Employes 
Retirement  Income  Security  Act  ®r 
1974  AND  TO  Generally  Accepted  Ac¬ 
counting  Principles 

Hae  Board  received  a  varietr  of  caoi- 
raents  relative  to  the  relatioofilai^ 
betwe^  the  proposed  Standard,  the  Em¬ 
ployee  Retirement  Income  Security  Act 
of  1974  (ERISA),  and  generally  accepted 
accoimting  principles  set  forth  in  “Ac¬ 
counting  for  the  Cost  of  Pension  Phuss,'* 
Opinion  No.  8  by  the  Accounting 
Principles  Board  ( APB-8  >.  Some  stated 
that,  with  the  enactment  of  ERISA,  Con¬ 
gress  has  expressed  its  will  relative 
to  pensions  and  a  Cost  Accounting 
Standard  on  pensioti  costs  which  is  dif¬ 
ferent  than  ERISA  is  UMaceesaary. 
Others  stated  that  APB-8  is  a  viakde  and 
proven  docuBsent  which  prosMes  suf¬ 
ficient  fUidaDce  for  both  fiaajnckd  ae- 
cofuntiag  and  cost  aecauntilag  purpaaea. 
Others  stated  that  the  eocabiaattoB  of 
ERISA  and  APB^  prosddea  all  the 
guidance  needed  for  cost  aeeouBting  pur¬ 
poses.  Still  athess  stated  that  a  Standard 
should  be  d^rred  until  the  Federal 
regulations  lequired  by  ERISA  have  beoi 
promulcated.  and/er  the  Fiuanciid  Ae- 
coujithig  Standards  Baard  (FASBl  eoae- 
pletes  its  reevaluattan  of  Ara-8. 

The  purpose  of  tthe  Board  ki  pcomul- 
gathag  this  Standard  is  to  establish  the 
accounting  bases  for  ZBcesuriag  the 
proper  asuesat  of  pension  cost  to  be  as- 
signad  be  cost  aceotaxting  periods  for  sab- 
sequeint  allncation.  to  ai^otiafced  Goeem- 
mcDt  coDbroctB. 

ERISA  estoMiwhss,  sraong  other 
tUagB,  irdnittitn  funding  stanriarcte  tor 
pesKion  piana  and  provistens  aficeting 
ckirtiictihiiity  of  pensiou  costs  for  tax 
puepoaes.  Althoogh  there  is  some  con- 
meDaUty  between  the  fusading  preristons 
of  and  foe  provisions  of  foe 

StaaAaid,  ESUSA  docs  not  provide  lor 
the  aHasaraseent  aC  pcBstoii  cewts  for 
aadgnaseat  among  coot  oceounting 
perfosh  or  for  the  aahssqnmt  ahoestion 
of  Mgh  costs  to  controets.  Aceordhudy, 
the  atoBUlard  rcqxdrcments.  n^ 

coadabsed  fo  ERKA,  to  accomplish  these 
purposes.  Kevcrtbcless.  on  fow  basis  of 
its  Boseaeeh,  foe  Board  h  confident  that 
ttao  Standard  being  psoouilgated  h  cecn- 
psfobie  wffo  foe  reqafrements  of  ERBSA 
l.e.,  compUsBMe  with  foe  provlstons  of 
foe  Standard  docs  not  violate  the  pro- 
vtotons  of  ERISA,  alfoough  certain  pro- 
tMoub  of  foe  Standard  are  more  restric- 
ttn  than  Is  permitted  by  ERISA 

APB-8  pcovides  criteria  for  accounting 
for  foe  coat  of  pension  plans  for  flnan- 
ctat  accounting  purpoees.  The  Board 
bdieves  font  certain  of  foese  criteria 
are  not  appeoFriate  for  Government  ocm- 
oontraet  costing  purposes.  For  example, 
a  fondamental  concept  of  APB-8  is  that 
foe  annual  pension  cost  to  be  charged 
to  expense  for  financial  accouniiag  pwr- 
jg  net  npc°*f^«»*^Y  determlaed  by 
foe  fiiT>ri(rty  of  a  pension  plan.  The  Baard 
believes  a  requicement  ef  law  for 
— Iwitiinn,  ftiTV^ing  of  pSPSion 

costs  on  an.  irsevocablo  basis,  is  strong 
evidence  that  an  nhMgattnn.  for  at  least 
such  period. 


that  amonnt  has  been  Irroirred  for  each 
The  Board  is  aware  of  the  PASB^ 
projects  to  establish  financial  accounting 
and  reporting  Standards  for  employee 
benefit  plans  and  to  reevaluate  APB-8,  as 
weH  as  foe  need  for  foe  cognizant  Gov¬ 
ernment  agencies  to  devlop  regitfatlons 
relative  to  ERESA.  It  is  our  understand¬ 
ing  that  the  FASB  reevaluation  of  APB-8 
b  not  likely  to  restdt  in  a  Standard 
that  would  be  applicable  before  the  end 
of  calendar  year  1978.  The  Board 
believes,  however,  that  foe  issuance  of  a 
CJost  Accounting  Stantterd  b  needed 
promptly  for  contract  costing  purposes. 

For  example,  there  does  not  now  exist 
any  authoritative  gutdaince  which  sets 
forth  foe  components  of  pension  cost  that 
axe  properly  includable  and  excludable 
for  eontaract  costing  purposes.  In  addi¬ 
tion,  foere  are  no  exbting  criteria  to 
resolve  how  the  components  of  pension 
cost,  once  determined,  shall  be  measured 
and  assigned  to  cost  accounting  periods. 
The  need  for  such  measurement  and  as- 
sigTunent  criteria  for  contracts  te  partic- 
idarly  critical  because  of  the  long-range 
projections  used  in  computing  pension 
cost  and  because  the  many  techniques 
avallaUe  fmr  measuring  and  assigning 
such  cost  have  significant  Impacts  there¬ 
on.  The  significant  amounts  involved  in 
annual  pension  cost  calculations,  foe 
changes  in  the  mix  of  contraiciors’  Gov¬ 
ernment  and  commercial  businem,  and 
foe  settlement  of  individual  contracts 
long  before  actual  pension  costs  can  be 
determined  create  a  special  need  to  pro- 
vl(ie  criteria  relative  to  foe  assignment 
of  pension  costs  among  cost  accounting 
periods  and  foe  allocation  of  such  costs 
to  foe  cost  objectives  of  the  periods. 

In  developing  the  accompanying  Cost 
Accoimting  Standard,  the  Board  has  at¬ 
tempted  to  stay  wifoin  the  general  con- 
strabuhs  ef  AE^-8  and  the  fundhog  prtwl- 
sioDS  of  PiRKA.  The  Board  recogniaes 
that  la  the  FASB’s  reeonrideratiop  of 
APB-8,  foe  FASB  could  make  significant 
changes  in  the  manner  in  which  pension 
costs  are  to  be  treated  for  financial  ac- 
couatfog  purposes  and  that  the  FASB’s 
prejeet  on  financial  accounting  and  re¬ 
porting  for  employee  benefit  plans,  may 
influence  the  conclusions  reached  in  the 
reevaluation  of  APB-8.  However,  any 
such  changes  would  be  directed  to  ex¬ 
ternal  financial  reporting  and  would  not 
necessarily  Impact  contract  costing.  The 
Board  is  also  aware  that  Federal  regula¬ 
tions  which  may  be  issued  could  conflict 
with  a  provision  of  fois  Standard.  The 
Board  maintains  constant  haison  with 
the  FASB  wlfo  re^rd  to  foe  two  Boards' 
reqwetive  responsibilities  for  developing 
Standards.  It  also  maintains  liaison  with 
foe  legblafore  and  regulatory  bodies  re¬ 
sponsible  for  developing  and  admlnbter- 
ing  ERISA  The  Board  will  review  what¬ 
ever  pronouncements  foese  bodies  muiv 
issue  and  will  make  whatover  revbiaDB 
to  foe  Standard  it  deeim  appropriate  for 
contract  costing  purposes. 

(2)  Need  for  Two  Standards  Relative 
TO  Pension  Cost 

Several  ceaiaiexitatcMw  suggested  that 
fob  Standard  should  deal  not  only  with 


ttie  composition  and  measurement  of 
penaian  cost,  but  also  with  actuarial  gains 
and  losses  ^  and  the  allocation  of  pension 
costs.  The  Board  believes  that  the  devel¬ 
opment  of  a  separate  Standard  covering 
foe  latter  two  areas  b  advisable.  First, 
the  development  of  a  single  Standard 
would  result  in  an  extremely  large  and 
complex  Standard  that  couM  create 
many  problems  in  implementation  and  • 
administration.  For  example,  the  Issues 
Paper  developed  by  foe  Board  set  forth 
a  total  of  58  dtotinet  accounting  issues 
requiring  resokukiDn;  foe  Standard  being 
promulgated  covers  only  24  of  these  b- 
sues.  In  addition,  foe  Board  believes  that 
the  subjects  covered  by  foe  two  Stand¬ 
ards  are  separable;  a  Standard  can  be  b- 
sued  relative  to  foe  composition  and 
measTirement  of  penston  cost  without 
creating  a  concurrent  need  for  a  Stand¬ 
ard  relative  to  the  swljustmetit  and  al¬ 
location  of  such  costs.  Moreover.  In 
computing  actuarial  gains  and  losses,  it 
b  necessary  to  determine  how  fund  assets 
should  be  valued.  APB-8  does  not  cover 
fob  aspect  of  pension  cost  accounting.  In 
its  project  on  accounting  for  pension 
funds,  the  FASB  b  endeavoring  to  specify 
foe  manner  in  which  assets  should  be 
valued.  The  Board  int«ids.  as  part  of  its 
continuing  liabon  with  the  FASB  on  thb 
matter,  to  exchange  research  so  that  any 
possible  differences  in  concept  or  Sip- 
proach  could  be  mJnimiged  or  eliminated 
enfor^. 

(8)  Treatment  of  Actuarial  Gains  and 
Loom 

The  Federal  Register  proposal  noted 
that  an  adjustment  for  actuarial  gains 
or  losses  b  a  component  of  pension  cost. 
Several  commentators  expressed  concern 
over  the  Board’s  intent.  Some  commen¬ 
tators  interpreted  the  proposed  Standard 
as  requiring  that  actuarial  gains  and 
losses  be  spread  over  a  number  of  years. 
Other  commentators  believed  that  foe 
proposed  Standard  required  the  immedi¬ 
ate  recognition  of  actuarial  gains  and 
losses. 

The  Board  emphasizes  that  the  Stand¬ 
ard  does  not  delineate  how  actuarial 
gains  and  losses  shall  be  accounted  for 
at  thb  time.  The  Standard  being  pro¬ 
mulgated  neither  requires  nor  prohibits 
immediate  recognition  of  gains  and  losses 
or  tbe  spreading  of  such  gains  and  losses 
to  future  years.  Therefore,  actuarial 
gains  and  losses  should  be  accounted  for 
in  accordance  with  pertinent  laws  and 
regulations,  and  should  be  consistently 
applied.  Section  412.50(a)'C5)  has  been 
amended  to  clarify  thb  concept. 

(4)  Actuarial  Cost  Methods* 

Many  commentators  expressed  their 
concern  over  the  section  of  the  Federal 
Rbuister  proposal  which  limited  accept- 

^  “Th*  effect  on  pension  cost  resulting  from 
differences  between  actuarial  assumptions 
and  actual  eKperience.** 

tedml^e  vdUdi  vaes  aetuazlal  ■»- 
sumptions  to  measure  the  present  value  of 
future  pension  benefits  and  pension  fund 
adBUnletrattve  racepnees,  and  which  aaelgM 
the  cost  of  such  benefits  axMl  etptu— i  to 
cost  accounting  periods.” 
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able  actiiarial  cost  methods  to  the  ac¬ 
crued  benefit  cost  method*  m:  to  a 
projected  benefit  cost  method*  which 
separately  identifies  unfunded  actuarial 
liabilities  *  and  actuarial  gains  and 
losses.  This  section,  in  effect,  ruled  out 
the  use  of  an  aggregate  *  cost  method  for 
measuring  pension  costs  for  negotiated 
Government  contracts.  Most  of  th^ 
commentators  noted  that  ERISA  and 
APB-8  permit  these  methods  to  be  used. 

The  Board’s  primary  reasmi  for  pro¬ 
hibiting  the  use  of  an  aggregate  cost 
method  in  the  proposed  Standard  was 
because  such  a  method  does  not  disclose 
actuarial  gains  and  losses.  Any  method 
that  does  not  disclose  actuarial  gains 
and  losses  impairs  the  ability  to  deter¬ 
mine  whether  actuarial  assmnptions ' 
are  reasonable.  Actuarial  assumptions 
are  significant  underlying  factors  for 
determining  the  amount  of  pension  costs 
to  be  assigned  among  cost  accounting 
periods.  It  is  only  when  such  assmnp- 
tions  are  visible  that  a  determination 
can  be  made  that  they  are  reasonable. 
The  most  appropriate  means  for  deter¬ 
mining  such  reasonableness  is  to  cmn- 
pare  assumed  events  with  actual  events. 

Also,  because  most  aggregate  cost 
methods  do  not  develop  unfimded 
actuarial  liabilities,  the  Government 
cannot  ascertain  the  funding  status  of  a 
plan,  l.e.,  whether  it  is  excessively  fimded 
at  any  point  in  time.  Consequently,  the 
Government  could  be  making  larger  re¬ 
imbursements  than  is  required  to  defray 
its  fair  share  of  pension  costs  incurred  by 


*'‘An  actuarial  cost  method  under  which 
units  of  benefit  are  assigned  to  each  cost 
accounting  period  and  are  valued  as  they 
accrue — that  is,  based  on  the  services  per¬ 
formed  by  Sftch  employee  In  the  period 
Involved.  The  measure  of  normal  cost  under 
this  method  for  each  cost  accounting  period 
Is  the  present  value  of  the  units  of  benefit 
deemed  to  be  credited  to  employees  for 
service  In  that  period.  The  meastire  of  the 
actuarial  liability  at  a  plan’s  inception  date 
is  the  present  value  of  the  units  of  bene¬ 
fit  credited  to  employees  for  service  pVior 
to  that  date.  (This  method  la  also  known  as 
the  Unit  Credit  cost  method.)” 

*  “Any  of  the  several  actuarial  cost  meth¬ 
ods  which  distribute  the  estimated  total 
cost  of  all  of  the  employees*  prospective 
benefits  over  a  period  of  years,  usually  their 
working  careers.” 

•  “Pension  cost  attributable,  under  the 
actuarial  cost  method  In  use,  to  years  prior 
to  the  date  of  a  particular  actuarial  valua¬ 
tion.  As  of  such  date,  the  actuarial  liability 
represents  the  excess  of  the  present  value 
of  the  futtire  benefits  and  administrative  ex¬ 
penses  over  the  present  value  of  future  con¬ 
tributions  for  the  normal  cost  for  all  plan 
participants  and  beneficiaries.  The  excess  of 
the  actuarial  liability  over  the  val\ie  of  the 
assets  of  a  pension  plan  is  the  Unfunded 
Actuarial  Liability.” 

•As  used  herein,  an  aggregate  host  meth¬ 
od  is  any  actuarial  coat  method  which 
spreads  the  entire  cost  of  future  pension 
benefits  over  the  average  future  service  lives 
of  the  current  work  force  and  which  does 
not  develop  actuarial  gains  or  losses. 

^“A  prediction  of  future  conditions  af¬ 
fecting  pension  cost;  for  example,  mortality 
rate,  employee  turnover,  oompeneatloa  levels, 
pen^n  fund  earnings,  ohangee  Iw  vahies 
of  pension  fund  assets.” 


contractors.  Many  of  the  comments  re¬ 
ceived  acknowledge  that  most  aggregate 
cost  methods  do  not  disclose  overfunded 
situations. 

Nevertheless,  the  Board  is  impressed  by 
certain  of  the  views  of  commentators  who 
advocate  the  use  of  an  aggregate  method. 
The  Board  recognizes  that  aggregate 
methods  are  widely  used  and  that  they 
generally  spread  pension  costs  evenly  and 
within  the  periods  established  in  the 
Standard  for  amortizing  unfunded  ac¬ 
tuarial  liabilities.  The  Board  also  notes 
that  commentators  stated  that  a  required 
change  in  actuarial  cost  methods  may  re¬ 
sult  in  substantial  actuarial  fees  and,  in 
some  cases,  could  result  in  contractors 
violating  current  labor  commitments. 

The  Board’s  solution  to  this  problem 
was  provided  generally  in  several  of  the 
comments  received.  First,  several  com¬ 
mentators  who  recognized  that  an  ag¬ 
gregate  cost  method  does  not  disclose  the 
funding  status  of  a  plan,  suggested  that 
contractors  using  such  a  cost  method 
develop  an  alternative  computation  to 
determine  such  status.  They  pointed  out 
that  such  a  computation  is  required  un¬ 
der  the  full  funding  limitation  of  ERISA 
and  is  often  required  by  the  IRS  when  it 
believes  a  plan  may  be  overfimded. 

Other  commentators  suggested  that 
contractors  who  use  an  aggregate  cost 
method  provide  supplemental  informa¬ 
tion  identifying  actuarial  gains  and 
losses  that  have  occurred  and  the  extent 
to  which  such  gains  and  losses  have  been 
amortized  through  subsequent  pension 
contributions  or  offset  by  gains  and  losses 
in  subsequent  accounting  periods.  These 
commentators  informed  us  that  the  in¬ 
cremental  costs  of  providing  such  addi¬ 
tional  information  would  be  relatively 
minor. 

Accordingly,  the  Board  has  added  a 
section  (412.50(b)  (2) )  which  permits  a 
contractor  to  use  any  projected  benefit 
cost  method  if  the  contractor  (1)  makes 
an  alternative  computation  (imder  a 
projected  benefit  cost  method  which 
separately  discloses  unfunded  actuarial 
liabilities  and  actuarial  gains  and  losses) 
to  disclose  the  funding  status  of  the  plan 
and  reduce  pension  cost  as  indicated  by 
such  computation,  (2)  provides  supple¬ 
mental  information  relative  to  actuarial 
gains  and  losses  and  gains  or  losses  re¬ 
sulting  from  changed  actuarial  assump¬ 
tions,  and  (3)  uses  that  method  in 
developing  costs  for  financial  account¬ 
ing  purposes. 

The  third  requirement  was  added  be¬ 
cause  the  Board  has  tried  unsuccessfully 
to  ascertain  criteria  for  determining  the 
circumstances  imder  which  an  aggregate 
cost  method  is  a  preferable  method  tor 
assigning  costs  to  cost  accounting  periods 
for  Government  contracting  purposes. 

Finally,  to  assure  that  the  aggregate 
cost  method  used  spreads  pension  costs 
within  the  time  frames  set  forth  in  this 


such  aggregate  cost  methods  spread  the 
cost  of  future  pension  benefits  over  the 
average  remaining  working  lives  of  the 
woik  force. 


(5)  Actumoal  AssvKPnaia 

A  large  number  of  commentators  were 
conconed  with  the  manner  in  wMch  the 
Fedekal  Reoisteb  proposal  dealt  with  ac¬ 
tuarial  assumptions.  They  were  particu¬ 
larly  concerned  with  that  provision  of 
the  proposed  Standard  which  stated  that 
vHien  an  actuarial  assumption  differs 
significantly  from  historical  experience, 
the  contractor  shall  provide  evidence 
supporting  Its  conclusion  that  such  ex¬ 
perience  is  no  longer  appropriate.  Most 
commentators  who  objected  to  this  pro¬ 
vision  In  the  Standard  Interpreted  It  as 
requiring  separate  gain  and  loss  analy¬ 
ses  for  each  assumption  each  time  an 
actuarial  valuation  Is  performed.  They 
cited  the  large  cost  of  performing  such 
analyses  and  noted  that  ERISA  merely 
requires  that  actuarial  assumptions  be 
reasonable  ‘in  the  aggregate.” 

Although  the  Board  believes  that  the 
basis  and  rationale  for  each  assumption 
should  be  made  visible  by  contractors.  It 
believes  that  the  test  of  reasonableness 
of  such  assumptions  should  be  applied 
to  the  end  result.  It  is  not  the  intent  of 
the  Board  to  require  a  separate  gain  or 
loss  analysis  for  each  assumption  each 
time  an  actuarial  valuation  is  made. 
Rather,  the  intent  is  that  contractors 
not  use  an  undocumented  composite  fac¬ 
tor  to  represent  all  assumptions  used  In 
measuring  pension  costs,  as  this  practice 
would  inhibit  any  evaluation  of  the  rea¬ 
sonableness  of  Individual  assumptions  as 
applied  to  future  periods.  Such  evalua¬ 
tions  may  be  necessary  when  assump¬ 
tions,  taken  in  the  aggregate,  are  found 
to  be  unreasonable,  as  discussed  below. 

Once  individual  actuarial  assumptions 
have  been  set  forth  by  contractors,  the 
Board  believes  that  the  validity  of  these 
assumptions  can  be  evaluated  by  ^e 
overall  results  obtained.  Therefore,  the 
Standard  provides  that  the  valldi^  of 
the  assumptions  used  may  be  evaluated 
in  the  aggregate.  However,  if  an  actuarial 
valuation  discloses  that  the  assumptions 
were  not  reasonable  in  the  aggregate,  the 
Standard  requires  that  the  contractor 
shall  identify  the  major  causes  for  the 
resultant  actuarial  gains  and  losses  and 
set  forth  the  bases  and  rationale  used  fmr 
either  retaining  or  revising  each  such  as¬ 
sumption. 

In  order  to  recognize  the  long-term 
nature  of  pension  plans,  the  Standard 
pirovldes  in  S  412.50(b)  (5)  that  actuarial 
assumptions  should  reflect  long-term 
trends,  rather  than  short-term  fluctua¬ 
tions.  Also,  the  Standard  does  not  specify 
how  often  determinations  of  actuarial 
gains  and  losses  should  be  made.  ERISA 
provisions  require  that  such  determina¬ 
tions  be  made  not  less  frequently  than 
coice  every  three  years  except  that  more 
frequent  determinations  may  be  pre¬ 
scribed  by  regulation  in  particular  cases. 
Le.,  for  plans  which  have  sustained  sub¬ 
stantial  gains  or  losses  for  several  peri¬ 
ods  in  succession.  The  Board  believes 


spect  to  the  frequency  qf  determinatioBs 
for  gains  and  losses  Is  equally  appropri¬ 
ate  for  compliance  with  the  pxoviBioaB  af 
the  Standard  at  this  time. 


Standard  for  other  projected  benefit  cost 
methods,  §  412.50(b)  (2)  requires  that  that  the  ERISA  requirements  with  re- 
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la  addition  to  the  foregoing,  several 
commentators  stated  that  the  Standard 
should  provide  that  the  Judgment  of  en¬ 
rolled  actuaries,  as  set  forth  in  ERI^ 
should  be  determinate  with.respect  to  as¬ 
sumptions  as  well  as  other  actuarial 
determinations.  Hie  Board  recognizes 
the  importance  of  the  functions  per¬ 
formed  by  enrolled  actuaries  with  respect 
to  actuarial  determinations.  However, 
contract  terms  are  not  imposed  on 
actuaries;  rather,  it  Is  the  contractors 
who  are  parties  to  contracts  wltli  the 
Government  and  must  bear  the' responsi¬ 
bility  for  compliance  with  the  terms 
thereof. 

(6)  CALCmATIONS  OF  NORMAL  COST* 

The  Federal  Register  proposal  pro¬ 
vided  that  the  calculations  of  normal  cost 
should  be  ttie  sum  of  the  calculations  for 
the  individual  employees  in  the  plan,  ex¬ 
cept  that  homogeneous  groupings  and 
averages  could  be  used  if  the  results  sub- 
stantisdly  agree  with  the  results  based  on 
individual  employee  calculations.  A  num¬ 
ber  of  commentators  objected  to  this 
provision.  They  said  that  it  would  appear 
to  require  that  two  calculations  be  made 
in  order  to  show  that  the  use  of  groupings 
and  averages  gives  results  that  agree  with 
the  results  based  on  individual  employee 
calcvilatlons.  Some  commentators  stated 
that  this  requirement  is  unrealistic  be¬ 
cause  actuaries  frequently  use  aggregate 
calculations  and  that  such  aggregations 
can  be  tested  against  individual  company 
or  industry-wide  experience.  Other  com¬ 
mentators  stated  that  this  provision 
would  result  in  a  single  calculation  for 
determining  the  assumed  entry  age  of 
planned  participants. 

The  comments  received  Indicate  that 
there  are  divergent  opinions  as  to  how 
normal  costs  shall  be  calculated  under 
projected  benefit  cost  methods.  Never¬ 
theless,  the  Board  concludes  that  the 
methods  commonly  used  would  not  ma- 
t«rially  affect  the  results  of  normal  cost 
calculations.  Accordingly,  the  require¬ 
ment  to  compute  normal  costs  on  an 
individual  basts  for  projected  benefit  cost 
methods  has  been  deleted  from  the 
Btandard. 

The  proposed  Standard  provided  also 
that  the  calculation  ef  normal  cost  shall 
be  based  on  a  percentage  of  payroll. 
Many  commentators  stated  that  this  re¬ 
quirement  does  not  recognize  the  fact 
that  many  pension  benefits  are  not  re¬ 
lated  to  salaries.  In  order  to  accom¬ 
modate  these  views,  the  Board  has  revised 
the  Standard  (S  412.50(b)(3))  to  pro¬ 
vide  that  the  calculation  of  normal  cost 
shall  be  based  on  a  percentage  of  payroll 
for  plans  where  the  pension  benefit  is  a 
function  of  salaries  and  wages  and  be 
based  on  employee  service  for  plans 
where  the  pension  b^efit  is  not  related 
to  salaries  and  wages. 


•  “The  *nnii«i  cost  attributable,  tinder  the 
actuarial  cost  method  In  use.  to  years  sub¬ 
sequent  to  a  particular  valuation  date.” 


RULES  AND  REGULATIONS 

(7)  Pay-As-You-Qo  Pension  Methods  * 

Several  commentators  apparently  as¬ 
sumed  that  the  Federal  Register  pro¬ 
posal  prohibited  the  recognition  of  pen¬ 
sion  costs  of  plans  that  provide  benefits 
on  a  pay-as-you-go  basis.  One  commen¬ 
tator  stated  that  the  Standard  prohibited 
the  recognition  of  the  costs  of  pay-as- 
you-go  plans  which  are  not  qualified  for 
Federal  income  tax  purposes. 

The  Board’s  view,  as  expressed  in  the 
Federal  Register  proposal,  is  not  to  pro¬ 
hibit  recognizing  the  cost  of  pension 
benefits  provided  on  a  pay-as-you-go 
basis.  Rather,  the  Board’s  intent  is  to 
specify  how  the  cost  of  such  benefits 
shall  be  measured  and  assigned  among 
cost  accoimting  periods.  Moreover,  the 
accoimting  treatment  to  be  afforded  to 
the  costs  of  pay-as-you-go  plans  Is  not 
dependent  on  the  Federal  income  tax 
status  of  the  plan. 

Accordingly,  the  Board  has  revised  the 
provisions  of  the  Standard  relative  to 
pay-as-you-go  methods  (§  412.50(b)  (4) 
and  has  added  an  illustration  (S  412.60 
(b)  (2) )  to  clarify  its  intent. 

(8)  Unallowable  Pension  Costs 

The  Federal  Register  proposal  pro¬ 
vided  that  pension  costs  applicable  to 
prior  years  that  were  disallowed  in  ac¬ 
cordance  with  then-existing  Government 
contractual  provisions  should  be  sep¬ 
arately  identified  and  eliminated  from 
any  unfimded  actuarial  liability  being 
amortized  pursuant  to  the  provisions  of 
the  Standard.  Several  commentators 
stated  that  this  provision  is  not  equitable 
because  ERISA  requires  that  such 
amounts  be  fimded. 

The  Board  recognizes  that  all  elements 
comprising  an  unfunded  actuarial  lia¬ 
bility,  including  unallowable  costs  in¬ 
cluded  therein,  are  required  to  be  amor¬ 
tized  pursuant  to  the  funding  provisions 
of  ERISA.  However.  ERISA  does  not  deal 
with  contract  costing  and  therefore  does 
not  deal  with  unallowable  contract  costs. 
The  Board  believe  that  for  contract 
costing  purposes,  pension  costs  which 
were  assignable  to  prior  periods  and 
which  were  specifically  determined  to  be 
unallowable  under  then-existing  con¬ 
tractual  provisions  should  net  be  as¬ 
signable  to  periods  subsequent  to  the 
effective  date  of  this  Standard.  It  should 
be  noted  that  the  treatment  of  amounts 
funded  in  excess  of  the  pension  cost  for 
a  cost  accounting  period  is  separately 
covered  in  S  412.50(c)  (1) . 

(9)  Amortization  of  Unfunded 
Actuarial  Liabilities 

The  Federal  Register  proposal  in¬ 
cluded  a  provision  requiring  contractors 
to  establish  and  consistently  follow  a 
policy  for  selecting  specific  amortization 
periods  for  any  unfimded  actuarial  lia¬ 
bilities.  The  proposed  Standard  stated 
that  such  policy  should  give  considera¬ 
tion  to  the  size  and  nature  of  unfunded 


•“A  method  of  recognizing  pension  cost 
only  when  benefits  are  paid  to  retired  em¬ 
ployees  or  their  beneficiaries.’* 


actuarial  liabilities.  Several  commenta¬ 
tors  stated  that  they  did  not  believe  that 
the  size  and  nature  of  such  liabilities 
should  govern  the  choice  of  amortization 
periods.  The  Board’s,  intent  was  to  per¬ 
mit  contractors  to  establish  different 
amortization  periods  for  different  types 
and  sizes  of  unfunded  actuarial  liabili¬ 
ties.  The  Board  still  believes  that  con¬ 
tractors  should  be  permitted  to  estebllsh 
such  different  amortization  period.  Ac¬ 
cordingly,  the  Standard  has  been  revised 
(§  412.50(a)  (3) )  to  clarify  that  such  de¬ 
terminations  are  permissive  rather  than 
mandatory. 

(10)  Interest  Resulting  From  Delayed 
Funding  op  Pension  Plans 

The  Federal  Register  proposal  pro¬ 
vided  that  if  any  portion  of  pension 
cost  computed  for  a  cost  accounting 
period  is  not  funded  by  the  time  es¬ 
tablished  by  the  funding  provisions  of 
the  plan,  an  Interest  equivalent  on  the 
amount  not  funded  shall  not  be  a  com¬ 
ponent  of  pension  cost  of  any  other  cost 
accounting  period.  Several  commentators 
stated  that  this  provision  is  inequitable 
because,  in  order  for  a  pension  plan  to  be 
viable,  an  amount  equivalent  to  interest 
should  be  added  to  piension  costs  to  com¬ 
pensate  the  fimd  for  interest  that  would 
have  been  earned  if  the  cost  had  been 
funded  in  a  timely  manner.  Some  com¬ 
mentators  added  that  APB-8  requires 
that  interest  equivalents  be  added  to  pen¬ 
sion  accruals  under  such  circumstances. 
Still  others  imderstood  the  proposed 
Standard  to  say  that  such  Interest  equiv¬ 
alent  is  not  a  cost;  they  therefore  dis¬ 
agreed  with  the  pri^osed  Standard. 

The  Board  agrees  that  an  interest 
equivalent  should  be  recognized  In  order 
to  determine  whether  the  plan  Is  prop¬ 
erly  fimded.  However,  the  Board  believes 
that  interest  cost  resulting  from  the  de¬ 
layed  funding  of  a  pension  plan  is  a  con¬ 
sequence  of  an  investment  decision  and 
is,  therefore,  an  Investment  cost  rather 
than  a  component  of  pension  cost.  The 
interest  was  caused  by  a  decision  of  man¬ 
agement  to  use  its  funds  for  ottber  pur¬ 
poses;  in  effect,  management  borrowed 
from  the  pension  trust  fund. 

Several  commentators  stated  that  they 
compute  pension  cost  at  the  beginning  of 
a  cost  accounting  period  and  add  Interest 
at  the  valuation  rate  to  the  normal  cost 
to  the  date  of  funding.  They  questioned 
whether  the  Standard  would  prohibit  this 
practice.  The  Standard  being  promul¬ 
gated  does  not  prohibit  this  practice: 
Provided,  That  funding  is  made  by  the 
end  of  the  cost  accounting  period.  Ac¬ 
cordingly,  the  Board  has  amended 
§  412.50(a)  (7)  to  state  that  if  any  por¬ 
tion  of  the  cost  computed  for  a  cost  ac¬ 
counting  period  is  not  funded  in  that  pe¬ 
riod  an  amount  equivalent  to  Interest 
computed  on  that  portion  beyond  the  end 
of  that  period  shall  not  be  a  component 
of  pension  cost  of  the  current  or  any 
future  cost  accounting  period. 

(11)  Assignment  or  Pension  Cost 

Certain  commentators  expressed  their 
disagreement  with  the  sections  of  the 
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Federal  Register  proposal  dealing  with 
the  assignment  of  pension  costs  among 
cost  accounting  periods.  The  concept  set 
forth  in  the  proposal  related  the  assign¬ 
ment  of  costs  to  the  validity  of  the  liabil¬ 
ity  for  such  costs.  Commentators  referred 
to  the  concept  set  forth  in  APB-8  that 
the  accrual  of  pension  expenses  and  the 
funding  of  pensions  are  not  necessarily 
related.  They  stated  that  cost  should  be 
assigned  to  cost  accounting  periods  ir¬ 
respective  of  whether  or  when  fxmded. 

The  Board  believes  that  assigning  p>en- 
sion  costs  to  cost  accounting  c>erk>ds  on 
a  cash  basis  is  inappropriate  from  an  ac¬ 
counting  viewpoint  and  could  lead  to  the 
improper  assignment  of  pension  costs 
among  periods.  The  Board  believes  also 
that  Jbhe  concept  which  states  that  fimd- 
ing  is  unrelated  to  pension  accruals  is 
not  appropriate  for  contract  costing  be¬ 
cause,  under  such  a  concept,  pension 
costs  could  be  assigned  to  cost  accounting 
periods  and  never  be  funded;  yet  such 
costs  would  be  reimbursed  by  the 
Government. 

The  xmderlylng  concept  of  the  Stand¬ 
ard  is  that  when  a  valid  liability  exists, 
the  corresponding  costs  may  be  accrued 
irrespective  of  when  the  liability  is  liqui¬ 
dated.  If  the  liability  (to  the  pension 
fund  or,  for  pay-as-you-go  plans,  to  re¬ 
tirees)  is  not  valid,  it  cannot  be  accrued; 
in  order  for  it  to  be  allocated  to  cost 
objectives  of  the  current  period,  it  must 
be  liquidated  (funded)  in  that  period  or 
within  a  reasonable  period  of  time  there¬ 
after.  In  order  to  clarify  its  intent  with 
regard  to  the  allocation  of  pension  costs 
to  cost  objectives  of  individual  cost  ac- 
coimting  periods,  the  Board  has  revised 
the  wording  of  §  412.40(c)  of  the 
Standard. 

In  the  Federal  Register  proposal,  the 
Board  noted  that  the  requirement  to 
fund  a  pension  cost  pursuant  to  ERISA 
made  the  liability  valid  and  therefore 
made  the  cost  assignable  to  the  current 
period.  Several  commentators  stated 
that  ERISA  permits  such  costs  to  be 
waived  and  funded  over  a  15-year  period. 
They  reasoned  that  under  such  circum¬ 
stances  it  is  no  longer  appropriate  to 
assign  such  pension  cost  in  the  year  for 
which  such  costs  were  computed.  The 
Board  believes  that  if  the  financial  posi¬ 
tion  of  a  contractor  is  such  that  it  re¬ 
quests  and  obtains  such  a  waiver  there  is 
doubt  as  to  validity  of  the  liability  and 
therefore  of  the  cost  incurred.  Accord¬ 
ingly.  it  has  amended  the  Standard  to 
provide,  in  §  412.50(c)  (3) .  that  if  a  con¬ 
tractor  receives  such  a  waiver  the  pen¬ 
sion  costs  shall  be  assigned  to  the  cost 
accounting  periods  in  which  the  funding 
of  such  cost  takes  place. 

(12)  Insxtred  Plahs 

Several  commentators  stated  that  the 
section  of  the  Federal  Register  proposal 
dealing  with  insured  plans  was  confusing. 
They  stated  that  the  definition  of  a 
“separate  Insurance  accoimt”  set  forth 
in  the  proposed  Standard  conflicted  with 
this  section.  Commentators  -stated  that 
this  section  would  seelb  to  eliminate  from 
the  major  requirements  of  this  Standard 
various  forms  of  insured  plans  such  as 


deposit  administration  and  inunediate 
participation  guarantee  contracts. 

The  Board’s  intent  with  regard  to  in¬ 
sured  plans  is  to  treat  defined-benefits 
plans'"  funded  exclusively  by  the  pur¬ 
chase  of  individual  or  group  permanent 
insurance  contracts  as  defined-contribu- 
tion  plans.”  The  Board’s  view  relative  to 
such  plans  is  consistent  with  ERISA 
whose  minimiun  fimding  requirements 
are  not  applicable  to  these  plans.  All 
other  insured  pension  plans  are  subject 
to  the  provisions  of  this  Standard.  The 
Board  has  revised  §  412.50(a)  (8)  accord¬ 
ingly  and  has  eliminated  the  definition  of 
separate  insurance  accoimt. 

(13)  Definitions 

The  Board  has  received  a  significant 
number  of  comments  relative  to  the  defi¬ 
nitions  used  in  the  Standard.  Some  com¬ 
mentators  stated  that  the  Board  should 
use  the  definitions  contained  in  ERISA. 
Others  stated  that  the  Board  should  use 
the  APB-8  definitions.  Still  others  recom¬ 
mended  that  the  Board  should  establish 
a  single  glossary  of  actuarial  terms. 

’The  Board  recognizes  that  a  major 
problem  in  the  field  of  pension  account¬ 
ing  has  been  the  use  of  various  terms 
which  have  the  same  meaning.  For  ex¬ 
ample,  the  term  “prior  service  costs’’ 
used  in  APB-8,  “past  service  costs’’  used 
in  ASPR,  “accrued  liability’’  used  in 
ERISA,  and  “supplemental  liability’’ 
used  by  many  actuaries  have  virtually 
hte  same  meaning.  In  researching  the 
definitions  currently  in  use,  the  Board 
noted  that  one  factor  seemed  to  prevail; 
The  glossaries  in  use  were  tafior-made 
for  the  particular  documents  which  ap¬ 
plied  to  the  terms.  For  example,  the 
definitions  in  APB-8  were  written  in  the 
context  of  the  way  in  which  the  words 
were  intended  for  use  in  that  Opinion. 
Similarly,  the  definitions  used  in  ERISA 
were  fashioned  to  be  in  consonance  with 
the  specific  provision  of  the  Act.  ’The 
Board’s  primary  objective  in  developing 
the  definitions  in  this  Standard  is  simi¬ 
lar;  the  definitions  should  help  provide 
a  clear  understanding  of  the  concept 
used  therein,  while  at  the  same  time 
maintaining  consistency  with  the  thrust 
of  the  definitions  used  in  APB-8  a-nd 
ERISA. 

’The  Board  received  some  additional 
comments  with  regard  to  specific  defini¬ 
tions  set  forth  in  the  federal  Register 
proposal.  One  commentator  expressed 
confusion  at  the  terms  “accrued  iiension 
liability’’  and  “unfunded  accrued  pension 
liability’*  because  the  word  “accrued”  has 
a  specific  meaning  in  an  accoimting  sense 
which  is  different  than  that  intended  in 
the  Standard.  The  Board  believes  that 
this  comment  has  merit  and,  accordingly, 
the  Standard  has  been  revised  to  use  the 
terms  “actuarial  liability”  and  “un¬ 
funded  actuarial  liability.” 


pension  plan  In  whieh  the  benefits 
to  be  paid  or  the  basis  tor  determining  su<^ 
benefits  are  established  In  advance  and  the 
attributions  are  Intended  to  provide  the 
stated  benefits.** 

»**A  pension  plan  In  which  the  conhrlbu- 
tlone  to  be  made  are  established  in  advanee 
and  the  benefits  are  determined  thereby.** 


Other  commentators  requested  elabo¬ 
ration  of  the  deflnitlcHi  of  a  pension  i^an. 
Specifically,  they  questioned  whether  the 
definition  is  applicable  to  execute  com¬ 
pensation  plans,  excess  benefit  plans,  and 
other  plans  that  may  not  be  “quailed” 
for  Federal  income  tax  purposes.  ’Die 
Standard  provides  the  accounting  treat¬ 
ment  for  the  cost  of  all  pension  plans 
which  fall  within  the  definition  of  a  pen¬ 
sion  plan.  Such  accounting  treatment  is 
not  contingent  on  the  manner  in  which 
IRS  may  categorize  plans  for  income  tax 
purposes. 

Several  additional  commentators  ques¬ 
tioned  that  portion  of  the  definition  of  a 
pension  plan  which  states  that  benefits 
shall  be  paid  for  life  or  be  payable  for 
life  at  the  option  of  the  employee.  They 
questioned  whether  a  life  income  settle¬ 
ment  for  an  employee  would  fall  within 
the  meaning  of  this  definition.  *1110  Board 
believes  that  such  a  settlement  is,  in  ef¬ 
fect,  equivalent  to  a  payment  for  life 
and  thus  falls  within  the  intent  of  the 
definition. 

(14)  Costs  AND  Benefits 

*1116  anticipated  benefits  of  this  Stand¬ 
ard  are  improved  cost  measurement  and 
increased  consistency  and  uniformity  in 
accoimting  for  pension  costs  and  assign¬ 
ing  such  costs  to  cost  accounting  pieriods, 
leading  ot  increased  assurance  that  the 
measured  and  assigned  costs  will  be  al¬ 
located  to  the  proper  cost  objectives,  in¬ 
cluding  Government  contracts. 

When  the  preliminary  draft  Standard 
on  pension  cost  was  submitted  to  a  wide 
cross-section  of  companies  and  individ¬ 
uals,  the  recipients  were  specifically 
asked  to  comment  on  the  costs  of  im¬ 
plementing  the  Standard.  The  over¬ 
whelming  majority  of  the  respondents 
stated  that  the  incremental  costs  of  im¬ 
plementation  should  be  small.  In  com¬ 
menting  on  the  proposed  Standard  pub¬ 
lished  in  the  Federal  Register,  several 
respondents  stated  that  the  prohibition 
against  use  of  an  aggregate  projected 
benefit  cost  method  and  the  requirement 
to  make  annual  gain  or  loss  analyses  of 
each  actuarial  assumption  would  Involve 
additional  administration  costs  of  any 
significance.  Since  the  Board  has  essen¬ 
tially  tiiminated  these  problem  areas  in 
the  Standard,  it  believes  that  increased 
administoative  costs  occasioned  by  this 
Standard  will  be  minlmaL  In  summary, 
the  Board  believes  that  the  benefits  to 
be  derived  from  this  Standard  clearly 
outweigh  the  costs  of  implmentation. 

'The  Board  expects  that  this  Standard 
win  become  effective  on  January  1. 197$. 

There  is  also  being  published  today  an 
Amendment  to  Part  400,  Definitions,  to 
incorporate  in  that  part  terms  defined  in 
L  412.30(a)  this  Cost  Accounting 
^andard. 

Part  412— Cost  Aeoounting  Standard 
for  Compositkm  and  lieamiement  at 
Pension  Cost  is  added  to  read  aa  follows: 
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Atjthoxitt:  84  Stat.  796.  sec.  108  (60  n.S.C. 
App.  2168) 

§  412.10  General  applicability. 

General  applicability  of  this  Cost  Ac¬ 
counting  Standard  Is  established  by 
§  331.30  of  the  Board’s  regulations  on 
applicability,  exemption,  and  waiver  of 
the  requirement  to  include  the  Cost  Ac¬ 
counting  Standards  contract  clause  in 
negotiated  defense  prime  contracts  and 
subcontracts  (§331.30  of  this  chapter). 

6  412.20  Purpose. 

The  purpose  of  this  Standard  is  to  pro¬ 
vide  guidance  for  determining  and  meas¬ 
uring  the  components  of  pension  cost. 
The  Standard  establishes  the  basis  on 
which  pension  costs  shall  be  assigned  to 
cost  accounting  p^ods.  The  provisions 
•f  this  Cost  Accounting  Standard  shoidd 
mhance  uniformity  and  consistency  in 
accounting  for  pension  eoets  and  thereby 
increase  the  probability  that  those  costs 
are  properly  allocated  to  cost  objectives. 

§  412.30  Definitions. 

(a)  The  following  definitions  el 
terms  which  are  prominent  in  this 
Standard  are  reprinted  from  Part  400 
of  this  ehsmter  for  convenience.  Other 
terms  which  are  used  in  this  Standard 
and  are  defined  in  Part  400  of  this  chap¬ 
ter  have  the  meaning  ascribed  to  them 
in  that  part  unless  the  text  demands  a 
different  definition  or  the  definition  is 
modified  in  paragraph  (b)  of  this  sec¬ 
tion: 

(1>  Accrued  benefit  cost  method.  An 
actuarial  cost  method  under  which  units 
of  benefit  are  assigned  to  each  cost  ac¬ 
counting  period  and  are  valued  as  th^ 
accrue — ^that  is.  based  on  the  services 
performed  each  employee  in  the  pe¬ 
riod  Involved.  The  measure  of  normal 
cost  under  this  method  for  each  cost  ac¬ 
counting  period  is  the  present  value  of 
the  units  of  benefit  deemed  to  be  credited 
to  employees  for  service  in  that  period. 
The  measure  the  actuarial  liability  at 
a  plan’s  Inception  date  is  the  present 
value  of  the  units  of  ben^t  credited  to 
employees  for  service  prior  to  that  date. 
(This  method  is  also  known  as  the  Unit 
Credit  cost  method.) 

(2)  Actuarial  assumption.  A  prediction 
of  future  conditions  affecting  pension 
cost;  for  example,  mortality  rate,  em¬ 
ployee  turnover,  compensation  levels, 
pension  fund  earnings,  changes  in  values 
of  pension  fund  assets. 

(3)  Actuarial  cost  method.  A  technique 
which  uses  actuarial  assumptions  to 
measure  the  present  value  of  future  pen¬ 
sion  benefits  and  pension  fund  admin¬ 
istrative  expenses,  and  which  assigns  the 
cost  of  such  benefits  and  expenses  to  cost 
accounting  periods. 


(4)  Actuarial  gain  and  loss.  The  effect 
on  pension  cost  resulting  from  differences 
between  actuarial  assumptions  and  actu¬ 
al  experience. 

(5)  Actuarial  liability.  Pension  cost  at¬ 
tributable,  under  the  actuarial  cost 
method  in  use,  to  years  prior  to  the  date 
of  a  particular  actuarial  valuation.  As  of 
such  date,  the  actuarial  liability  repre¬ 
sents  the  excess  of  the  present  value  of 
the  future  benefits  and  administrative 
expenses  over  the  present  value  of  fu¬ 
ture  contributions  for  the  normal  cost 
for  all  plan  participants  and  benefici¬ 
aries.  The  excess  of  the  actuarial  lia¬ 
bility  over  the  value  of  the  assets  of  a 
pension  plan  is  the  Unfimded  Actuarial 
Liability. 

(6)  Defined-benefit  pension  plan.  A 
pension  plan  in  which  the  benefits  to  be 
paid  or  the  basis  for  determining  such 
benefits  are  established  in  advance  and 
the  contributions  are  intended  to  pro¬ 
vide  the  stated  benefits. 

(7)  Defined-contribution  pension  plan. 

A  pension  plan  in  which  the  contribu¬ 
tions  to  be  made  are  established  in  ad¬ 
vance  and  the  benefits  are  determined 
thereby. 

(8)  Funded  pension  cost.  The  portion 
of  pension  costs  for  a  current  or  prior 
cost  acsounting  period  that  has  been  iMdd 
to  a  funding  agency  or,  under  a  pay-as- 
you-go  plan,  to  plan  participants  or  bene¬ 
ficiaries. 

(9)  Funding  agency.  An  organization 
or  individual  which  provides  facilities  to 
receive  and  accumulate  assets  to  be  used 
either  for  the  pa3unent  of  benefits  uqder 
a  pension  plan,  or  for  the  purchase  of 
such  benefits. 

(10)  Multiemployer  pension  plan.  A 
plan  to  which  more  than  one  employer 
contributes  and  which  is  maintained  pur- 
siiant  to  one  or  more  collective  bargain¬ 
ing  agreements  between  an  employee  or¬ 
ganization  and  more  than  one  employer. 

(11)  Normal  cost.  The  annual  cost  at¬ 
tributable,  under  the  actuarial  cost 
method  in  use,  to  years  subsequent  to  a 
particular  valuation  date. 

(12)  Pay-as-you-go  cost  method.  A 
method  of  recognizing  pension  cost  cmly 
when  benefits  are  paid  to  retired  employ¬ 
ees  or  their  beneficiaries. 

(13)  Pension  plan.  A  deferred  compen¬ 
sation  plan  established  and  maintained 
by  one  or  more  employers  to  provide  sys¬ 
tematically  for  the  payment  of  benefits 
to  plan  participants  after  their  retire¬ 
ment.  provided  that  the  benefits  are  paid 
for  life  or  are  payable  for  life  at  the  op¬ 
tion  of  the  emi^oyees.  Additional  benefits 
such  as  permanent  and  total  disability 
and  death  payments,  and  survivorship 
payments  to  beneficiaries  of  deceased 
employees  may  be  an  int^al  part  of  a 
pension  plan. 

(14)  Projected  benefit  cost  method. 
Any  of  the  several  actuarial  cost  meth¬ 
ods  which  distribute  the  estimated  total 
cost  of  all  of  the  employees’  prospective 
benefits  over  a  period  of  years,  usually 
their  working  careers. 

(b)  The  following  modifications  of 
d^nitions  set  forth  In  Part  400  of  this 
chapter  are  applicable  to  this  Standard: 
None. 


§  412.40  Fundamental  requirement. 

(a)  Components  of  pension  cost.  (1) 

For  defined-benefit  pension  plans,  the 
components  of  pension  cost  for  a  cost  ac- 
coimting  period  are  (i)  the  normal  cost 
of  the  period,  (ii)  a  part  of  any  un¬ 
funded  actuarial  liability,  (iil)  an  in¬ 
terest  equivalent  on  the  unamortized  por¬ 
tion  of  any  unfunded  actuarial  liability, 
and  (iv)  an  adjustment  for  any  actuarial 
gains  and  losses. 

(2)  For  defined-contribution  pension 
plans,  the  pension  cost  for  a  cost  accoimt- 
ing  period  is  the  net  contribution  re¬ 
quired  to  be  made  for  that  period,  after 
taking  into  account  diWdends  and  other 
credits,  where  applicable. 

(b)  Measurement  of  pension  cost.  (1) 
For  defined-benefit  pension  plans,  the 
amount  of  pension  cost  of  a  cost  ac- 
coimting  period  shall  be  determined  by 
use  of  an  actuarial  cost  method  which 
measures  separately  each  of  the  com¬ 
ponents  of  pension  cost  set  forth  in  para¬ 
graph  (a)(1)  of  this  section,  or  which 
meets  the  requirements  set  forth  in 
§  412.50(b)  (2). 

(2)  Each  actuarial  assxunption  used  to 
measure  pension  cost  shall  bt  separately 
identified  and  shall  represent  i^e  con¬ 
tractor’s  best  estimates  of  anticipated  ex¬ 
perience  (mder  the  pltm.  taking  into  ac¬ 
count  past  experienee  and  reasonable  ex¬ 
pectations.  ’Ihe  validity  of  the  assump¬ 
tions  used  Bsay  be  evaluated  on  an  ag¬ 
gregate,  rather  than  on  an  assumptlon- 
by-assumption,  basis. 

(c)  Assignment  of  pension  cost.  The 
amount  of  pension  cost  computed  for  a 
cost  accounting  period  is  assignable  only 
to  that  period.  Except  for  pay-as-you-go 
plans,  the  cost  assignable  to  a  period  is 
allocable  to  cost  objectives  of  that  period 
to  the  extent  that  liquidation  of  the  li¬ 
ability  for  such  cost  can  be  compeDed  or 
liquidation  is  actually  effected  in  that 
period.  For  pay-as-you-go  plans,  the  en¬ 
tire  cost  assignable  to  a  period  is  alloca¬ 
ble  to  cost  objectives  of  that  period  only 
if  the  payment  of  benefits  earned  by  plan 
participemts  can  be  compelled.  If  such 
payment  is  optional  with  the  company, 
the  amoimt  of  assignable  costs  allocable 
to  cost  objectives  of  that  period  is  lim¬ 
ited  to  the  amount  of  benefits  actually 
paid  to  retirees  or  beneficiaries  in  that 
period. 

§  412.50  Techniques  for  application. 

(a)  Components  of  pension  cost.  (1) 
Any  portion  of  an  unfunded  actuarial 
liability  included  as  a  separately  identi¬ 
fied  part  of  the  pension  cost  of  a  cost  ac¬ 
counting  period  shall  be  included  in  equal 
annual  installments.  Each  Installment 
shall  consist  of  an  amortized  portion  of 
the  imfimded  actuarial  liability  plus  an 
interest  equivalent  on  the  tmamortized 
portion  of  such  liability.  ’The  period  of 
amortization  shall  be  established  as 
follows: 

(i)  If  amortization  of  an  unfunded  ac¬ 
tuarial  liability  has  begun  prior  to  the 
date  that  Standard  first  becomes  a]»>li- 
cable  to  a  contractor,  no  change  in  the 
amortization  period  is  required  by  this 
Standard. 
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(ii)  If  amortization  of  an  unfunded  based  on  the  valuation  rate  of  return,  of  nwmal  cost  shall  be  based  on  a  p«^ 

actuarial  liability  has  not  begun  iwlor  to  maybe  excluded  from  future  years'  com-  centage  of  payroll  for  plans  where  ma 
the  date  this  Standard  first  becomes  putations  of  pension  oosi  made  pursuant  pension  benefit  is  a  functkm  of  salaries 
applicable  to  a  contractor,  the  amortize-  to  this  Standard.  and  wages  and  on  emirioyoe  serrice  for 

tion  period  begin  with  the  period  (8)  For  pturposes  of  this  Standard,  de-  plans  where  the  pension  benefit  is  not  a 
in  which  the  Standard  becomes  appli-  fined-benefit  pension  plans  funded  ex-  function  of  salaries  and  wages. 

cable  and  be  no  more  than  30  years  clusively  Inr  the  pundiase  of  individual  (4)  Hie  cost  ot  benefits  under  a  pay- 
nor  less  than  lo  years.  However,  if  the  or  group  permanent  Insurance  or  annuity  as-you-go  pension  plan  shall  be  meas- 
pian  was  in  existence  as  of  January  1,  contracts  shall  be  treated  as  defined-  ured  in  the  same  manner  as  are  the  costs 
1974,  the  amortization  period  be  contribution  pension  plans.  However,  all  of  deflned-benefit  plans  whose  benefits 
no  more  than  40  years  nor  less  than  10  other  deflned-benefit  pmision  plans  ad-  are  provided  through  a  funding  agency, 
years. .  ministered  wholly  or  in  part  through  in-  (5)  Actuarial*  assumptions  should  re- 

(iii) *  Each  unfunded  actuarial  liability  surance  company  contracts  shall  be  sub-  fleet  l(«g-term  trends  so  as  to  avoid  dls- 
resultlng  from  the  institution  of  new  Ject  to  the  provisions  of  this  Standard  tortions  caused  by  short-term  fluctua- 
pension  plans  or  from  adoption  of  im-  relative  to  deflned-benefit  pension  plans,  tiems. 

provements  to  pension  plans  subseQuent  (9)  If  a  pmision  plan  is  supplemented  (6)  Pensl<m  cost  shall  be  based  on  pro¬ 
to  the  date  this  Standard  first  becomes  by  a  s^)arately-fimded  plan  which  pro-  visions  of  existing  pension  plans.  This 
applicable  to  a  contractor  shall  be  amor-  vldes  retirement  benefits  to  all  of  the  shall  not  preclude  contractors  from 
tized  over  no  mwre  than  30  years  nor  less  participants  in  the  basic  plan,  the  two  making  salary  projections  for  plans 
thnr»  10  years.  idans  shall  be  cmisldered  as  a  single  plan  whose  benefits  are  based  on  salaries  and 

(2)  Pension  costs  ai^licable  to  prior  for  purposes  of  this  Standard.  If  the  ef-  wages,  or  from  considering  improved 

years  that  were  specifically  unallowable  feet  of  the  cmnblned  plans  is  to  provide  benefits  for  plans  which  mrovlde  that 
in  accordance  with  then  Mi-sting  Govern-  deflned-beneflts  for  the  plan  parfici-  such  improved  benefits  must  be  made, 
ment  contractual  provisions  shall  be  sep-  pants,  the  emnbined  plan  shall  be  treated  (7)  If  the  evaluation  of  the  validity  of 
arately  identified  and  eliminated  from  as  a  defined-beneflft  plan  for  pmposes  of  actuarial  assiunptions  shows  that,  in  the 
any  unfunded  actuarial  liability  being  this  Standard.  aggregate,  the  assumptions  were  not 

amortized  pursuant  to  the  provision  of  (10)  A  multiemidoy^  pension  plan  es-  reasonable,  the  contractor  shall  (H  idwi- 
paragraph  (a)  (1)  of  this  section,  or  from  tablished  pursuant  to  the  terms  of  a  col-  tify  the  major  causes  for  the  resultant 
future  normal  costs  if  the  actuarial  cost  lectlve  bargaining  agreement  shall  be  actuarial  gains  or  losses  and  (ii>  provide 
method  in  use  does  not  separately  de-  considered  to  be  a  deflned-contribution  information  as  to  the  basis  and  rationale 
velop  an  unfunded  actuarial  liability.  In-  pension  plan  for  purposes  of  this  Stand-  used  for  retaining  or  revising  such  as- 
terest  earned  on  fnnd^  unallowable  pen-  ard.  sumptions  tor  use  in  the  ensuing  cost  ao- 

slon  costs,'  based  on  the  valuation  rate  (ID  A  pension  plan  applicable  to  col-  counting  period(s>. 

of  return,  need  not  be  included  by  con-  leges  and  universities  th^  is  part  of  a  (c)  Assignment  of  pension  cost.  (D 
tractors  as  a  reductioa  of  future  years’  State  pension  plan  shall  be  considered  Amounts  fvmded  in  excess  of  the  pen- 
computations  of  pension  costs  made  pur-  to  be  a  deflned-contribution  pension  sion  cost  computed  for  a  cost  account- 
suant  to  this  Standard.  plan  for  purposes  of  ttiis  Standard.  Ing  period  pursuant  to  the  provlslaos  of 

(3)  A  contractor  shall  establish  and  (b)  Measurement  of  pension  cost,  (1)  this  Standard  shall  be  applied  to  pen- 
oonsistently  follow  a  policy  for  select-  The  amount  of  pension  cost  assignable  to  sion  costs  of  future  cost  accounting 
ing  specific  amortization  periods  for  un-  cost  accotmting  periods  shall  be  meas-  periods. 

funded  actuarial  liabilities,  if  any,  that  ured  by  the  accrued  benefit  cost  method  (2)  Evidence  that  the  liquidation  of 
are  dev^ped  tmder  the  actuarial  cost  or  by  a  projected  benefit  cost  method  a  liability  for  pension  eost  can  be  oom- 
method  in  use.  Such  policy  may  give  vdil(^  identifies  separately  normal  costs,  pelled  includes  (i>  provisions  of  law  su^ 
consideration  to  factors  such  as  the  size  ^7  unfunded  actuarial  liabili^,  and  as  the  funding  provisions  of  the  Em- 

and  natuure  of  unfunded  actuarial  liabil-  periodic  determinations  of  actuarial  ployee  Retirement  Income  Security  Act 

Ities.  gains  and  losses,  except  as  provided  in  of  1974,  except  as  provided  in  paragraph 

(4)  Actuarial  assumptions  used  in  cal-  paragraph  (b)  (2)  of  this  section.  (c)  (3)  of  this  section,  (&>  a  contractual 

culating  the  amount  of  an  unfunded  ac-  (2)  Any  other  projected  benefit  cost  agreement  which  requires  liquidation  of 
tuarlal  liability  shall  be  the  same  as  those  method  may  be  used,  provided  that:  the  liability,  or  (ill)  the  existence  of 

used  for  other  components  of  pension  (i>  The  method  is  used  by  the  con-  rights  by  a  third  party  to  require  liqui- 

cost.  If  any  assumptions  sue  changed  trsustor  in  mesMuring  pension  costs  for  datlon  of  the  liability. 

during  sui  amortizatiem  period,  the  re-  finsmcial  accoimting  purposes;  (3)  Any  portion  of  pension  cost  corn- 

suiting  increase  or  decrease  in  an  un-  (ID  The  amount  of  pension  cost  as-  puted  for  a  cost  accounting  period  that 
funded  actuarial  liability  shall  be  sep-  signed  te  a  eost  accounting  period  com-  is  deferred  to  future  periods  pursuant 
arately  amortized  over  no  more  than  30  puted  under  such  method  is  reduced  by  to  a  waiver  granted  under  provisions  of 
years  nor  less  than  10  years.  the  excess,  if  any,  ot  the  value  of  the  the  Employee  Retirement  Income  Secu- 

(5)  Actuarial  gains  and  losses  shall  be  assets  of  the  pension  fund  over  the  actu-  rity  Act  of  1974,  shall  not  be  assigned 

identified  separately  frmn  unfunded  ac-  arial  liability  of  the  plan  as  determined  to  the  current  period.  Rather,  such  costs 
tuarlal  liabilities  that  are  being  amor-  by  a  projected  benefit  cost  method  set  dtiall  be  assigned  to  the  cost  accountiiv 
tized  pursuant  to  the  provisions  of  this  forth  in  peuragraph  (b)  (1)  of  this  period(s)  in  which  the  funding  takes 
Standard.  The  accounting  treatment  to  section;  place. 

be  afforded  to  such  gains  and  losses  shall  (ill)  The  contractor  accumulates  sup-  (4)  a  liability  for  pensl(m  cost  for  a 
be  consistently  applied  for  each  pension  plementary  information  identifying  the  cost  accotmting  period  (or,  for  pay-as- 
plan.  -  actuarial  gains  and  losses  (and,  sep-  you-go  plans,  for  payments  to  retirees 

(6)  An  excise  tax  assessed  pursuant  to  arately,  gains  or  losses  resulting  from  or  botefleiaries  for  a  period)  be 

a  law  or  regulation  because  of  inadequate  changed  actuarial  assumptions)  that  considered  to  be  liquidated  in  the  period 
or  delayed  funding  of  a  pension  plan  is  have  occurred  since  the  last  determlna-  if  funding  is  effected  by  the  date  estab- 
not  a  component  of  pension  cost.  tion  of  gains  and  losses  and  the  extent  lished  for  filing  a  Federal  Income  tax 

(7)  If  any  portion  of  the  pension  cost  to  ^riilch  such  gains  and  losses  have  been  return  (including  authorized  exten- 

computed  for  a  cost  accounting  period  is  amortized  through  subsequ^t  pension  sions) .  For  contractors  not  required  te 
not  funded  in  that  period,  no  amount  contributions  or  offset  by  gains  and  losses  file  I^eral  tax  returns,  the  date 

for  Interest  on  the  portion  not  funded  in  in  subsequent  cost  accounting  periods,  be  that  established  for  fl*n«g  Fed- 

that  period  shall  be  a  component  of  p«i-  and  eral  corporation  income  tax  returns, 

sion  cost  of  any  future  cost  accounting  (Iv)  The  cost  of  future  pension  bene-  >  m 

period,  conversely,  if  a  cmitractor  pre-  fits  is  spread  over  the  remaining  average  ®  4iz.wj  lUostratioiw. 
maturely  funds  pension  costs  in  a  cur-  working  lives  of  the  work  force.  (a)  Components  of  pension  cost.  (1) 

rent  cost  accounting  period,  the  interest  (3)  Irrespective  of  the  projected  ben-  Contractor  A  has  a  deflned-benefit  pen- 
earned  on  such  iMwmature  funding,  eflt  cost  method  used,  the  calculation  sion  plan  for  its  employees.  The  con- 
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tractor’s  policy  has  been  to  compute  and 
fimd  as  annual  pension  cost  normal  cost 
plus  only  interest  on  the  unfunded  actu¬ 
arial  liability.  Pursuant  to  S  412.40(a) 

(1).  the  components  of  pension  cost  for 
a  cost  accoimting  period  must  now  in¬ 
clude  not  only  the  normal  cost  for  the 
period  and  interest  on  the  unfimded 
actuarial  liability,  but  also  an  amortized 
portion  of  the  unfunded  actuarial  lia¬ 
bility.  The  amortization  of  the  liability 
and  the  interest  equivalent  on  the  un¬ 
amortized  portion  of  the  liability  must 
be  computed  in  equal  annual  install¬ 
ments. 

(2)  Contractor  B  has  insured  pen¬ 
sion  plans  for  each  of  two  small  groups 
of  employees.  One  plan  is  funded 
through  a  group  permanent  insursmce 
contract;  the  other  plan  is  funded 
through  a  group  deferred  annuity  con¬ 
tract.  Both  plans  provide  for  defined 
benefits.  Pursuant  to  $  413.50(a)  (8),  for 
purposes  of  this  Standard  the  plan  fi¬ 
nanced  through  a  group  permanent  in¬ 
surance  contract  shall  be  considered  to 
be  a  defined-contribution  pension  plan; 
the  net  premliun  required  to  be  paid 
for  a  cost  accoimting  period  (after  de¬ 
ducting  dividends  and  any  credits)  shall 
be  the  pension  cost  for  that  period. 
However,  the  groim  deferred  annuity 
plan  is  subject  to  the  provisions  of  this 
Standard  that  are  £q)plicable  to  defined- 
baiefit  plans. 

(3)  Contractor  C  provides  pension 
benefits  fm:  certain  hourly  employees 
Uirouidi  a  multiemployer  defined-benefit 
plan.  Under  the  coUeetive  bargaining 
agreement,  the  contractor  pays  six  cents 
Into  the  fund  for  ecu^  hour  worked  by 
the  covered  employees.  Pursuant  to 
S  412.50(a)  (10),  the  plan  shall  be  con¬ 
sidered  to  be  a  defined-contribution  pen¬ 
sion  plan.  The  payments  required  to  be 
made  for  a  cost  accounting  period  shall 
constitute  the  assignable  pension  cost 
for  that  period. 

(4)  Contractor  D  provides  pension 
benefits  for  certain  employees  thrcmgh 
a  defined-contribution  pension  plan. 
However,  the  contractor  has  a  separate 
fund  which  is  used  to  simplement  pen¬ 
sion  benefits  provided  for  all  of  the  par¬ 
ticipants  in  the  basic  plan  in  order  to 
provide  a  minimum  monthly  retirement 
income  to  each  participant.  Pursuant  to 
1412.50(a)(9),  the  two  plans  shall  be 
considered  as  a  single  plan  for  purposes 
of  this  Standard.  Because  the  effect  of 
the  supplemental  fund  is  to  provide 
defined-benefits  for  the  plan’s  partici¬ 
pants,  the  provisions  of  this  Standard 
relative  to  defined-benefit  pension  plans 
shall  be  applicable  to  the  combined  plan. 

(b)  Measurement  of  pension  cost.  (1) 
Contractor  E  has  a  pension  plan  whose 
costs  are  assigned  to  cost  accounting  pe¬ 
riods  by  use  of  an  actuarial  cost  method 
which  does  not  separately  identify  ac¬ 
tuarial  gains  and  losses  or  the  effect  on 
pension  cost  resulting  from  changed  ac¬ 
tuarial  assumptions.  If  this  cost  method 
is  used  to  measure  costs  for  financial 
accounting  purposes,  it  may  be  used  for 
purposes  of  this  Standard,  provided  that 
the  contractor  devel(^  the  suiH>lemen- 
tary  informati<m  set  forth  in  §  412.50(b) 


(2)  (ill)  regarding  such  gains  and  losses  ' 
and  changed  actuarial  assumptions.  In 
addition,  the  contractor  must  develop  an 
actuarial  liability  determined  by  a  pro¬ 
jected  benefit  cost  method  set  forth  in 
§  412.50(b)  (1) .  If  the  resultant  actuarial 
liability  is  less  than  the  value  of  the 
pension  fund,  the  pension  cost  computed 
for  the  cost  accoimting  period  must  be 
reduced  by  that  amount  (§  412.50(b)  (2) 
(ii)). 

(2)  For  a  number  of  years  Contractor 
P  has  had  a  pay-as-you-go  pension  plan 
which  provides  for  payments  of  $200  a 
mrnith  to  employees  after  retiranent. 
The  contractor  is  currently  making  such 
payments  to  several  retired  anployees 
and  charges  such  payments  against  cur¬ 
rent  income  as  its  pension  cost.  For  the 
current  cost  accounting  period,  the  con¬ 
tractor  paid  benefits  totaling  $24,000. 
Contractor  P’s  method  of  accounting  for 
pension  cost  does  not  comply  with  the 
provisions  of  this  Standard  relative  to 
pay-as-you-go  plans  as  set  forth  in 
§§  412.40(c)  and  412.50(b)  (4).  ’The  con¬ 
tractor  should: 

(i)  Compute,  by  use  of  an  actuarial 
cost  method,  its  actuarial  liability  for 
benefits  earned  by  plan  participants. 
This  entire  liability  is  always  unfunded 
for  a  pay-as-you-go  plan. 

(ii)  Compute  a  level  amount  which, 
including  an  interest  equivalent,  would 
amortize  the  unfunded  actuarial  liability 
over  a  period  of  no  less  than  10  or  more 
than  40  years. 

(hi)  Compute,  by  use  of  the  actuarial 
cost  method  select^,  a  normal  cost  for 
the  period. 

The  sum  of  paragraphs  (b)  (2)  (11)  and 
(iil)  of  this  section  represents  the 
amount  of  pension  cost  assignable  to  the 
period.  If  payment  of  benefits  earned  by 
plan  participants  can  be  compelled,  the 
entire  amount  of  cost  assignable  to  the 
period  is  allocable  to  cost  objectives  of 
that  period.'  If  such  payments  cannot  be 
compelled,  the  amount  of  assignable  cost 
allo(^le  to  cost  objectives  of  that  period 
is  limited  to  the  amount  of  benefits  ac¬ 
tually  paid  in  that  period  ($24,000) . 

(3)  Contractor  G  has  two  defined- 
benefit  pension  plans  which  provide  for 
fixed  dollar  payments  to  hourly  em¬ 
ployees.  Under  one  plan,  the  cOTxtractor’s 
actuary  believes  that  the  contractor  will 
be  required  to  increase  the  level  of  bene¬ 
fits  by  specified  percentages  over  the  next 
several  years.  In  calculating  pension 
costs,  the  contractor  may  not  assume 
future  benefits  greater  than  that  cur¬ 
rently  required  by  the  plan.  With  regard 
to  the  second  plan,  a  collective  bargain¬ 
ing  agreement  negotiated  with  the  em¬ 
ployee’s  labor  union  provided  that  pen¬ 
sion  benefits  will  increase  by  specified 
percentages  over  the  next  several  years. 
Because  the  improved  benefits  are  re¬ 
quired  to  be  made,  the  contractor  can 
consider  such  increased  benefits  in  com¬ 
puting  pension  costs  for  the  current  cost 
accounting  period  (§  412.50(b)  (6) ) . 

(c)  Assignment  of  pension  cost.  Con- 
traetor  H  has  a  trusteed  pension  plan  for 
its  salaried  employees.  It  computes  $1 
million  of  pension  cost  for  a  cost  ac¬ 
counting  period.  Pursuant  to  the  fund¬ 


ing  provisions  of  the  Employee  Retire¬ 
ment  Income  Security  Act  of  1974,  the 
company  must  fund  at  least  $800,000. 
Because  liquidation  of  the  liability  for 
the  portion  of  pension  cost  required  by 
law  to  be  fimded  ($800,000)  can  be  com¬ 
pelled,  such  cost  is  allocable  to  cost  ob¬ 
jectives  of  the  period,  in  accordance 
with  S  412.40(c) .  If  Contractor  H  can  be 
compelled  by  the  trustee  or  the  plan 
participants  to  fund  the  remaining 
$200,000,  the  liability  therefor  is  also 
allocable  to  cost  objectives  of  that  period. 

§  412.70  Exemptions. 

None  for  this  Standard. 

§  412.80  Effective  date. 

(a)  The  effective  date  of  this  Standard 
is  [reserved]. 

(b)  ’This  Standard  shall  be  followed 
by  each  contractor  on  or  after  the  start 
of  his  next  cost  accounting  period  be¬ 
ginning  after  the  receipt  of  a  contract  to 
which  this  Cost  Accounting  Standard  is 
applicable. 

Arthur  Schoenhaut, 
Executive  Secretary. 

[PR  1)00.75-25464  PUed  9-23-75; 8: 45  am] 


Title  5 — ^Administrative  Personnel 

CHAPTER  XIV-— FEDERAL  LABOR  RELA¬ 
TIONS  COUNCIL  AND  FEDERAL  SERV¬ 
ICE  IMPASSES  PANEL 

SUBCHAPTER  B — FEDERAL  LABOR  RELATIONS 
COUNUL 

PART  2411— REVIEW  FUNCTIONS  OF 
THE  COUNCIL 

PART  2413— CRITERIA  FOR  DETERMIN- 
'  ING  COMPELLING  NEED  FOR  AGENCY 
POLICIES  AND  REGULATIONS 

On  May  16, 1975,  there  was  published  in 
the  Federal  Register  (40  FR  21488)  a 
notice  of  proposed  adoption  of  amend¬ 
ments  of  Part  2411  and  prc^osed  adop¬ 
tion  of  a  new  Part  2413  of  the  Council’s 
rules. 

Interested  persons  were  invited  to  sub¬ 
mit  their  views  and  suggestions  in  writ¬ 
ing  on  or  before  June  6, 1975.  All  relevant 
matter  which  was  submitted  has  been 
carefully  considered,  and  the  Couilbil  has 
decided  to  adopt  the  proposed  rules,  with 
changes,  as  set  forth  below. 

Accordingly,  thq  Council  amends  Title 
5  of  the  Code  of  Federal  Regulations, 
Chapter  XIV,  Subchapter  B,  Part  2411, 
and  adds  a  new  Part  2413  to  read  as 
follows: 

1.  Part  2411  is  revised  to  read  as 
follows: 


PART  2411— REVIEW  FUNCTIONS  OF 
THE  COUNCIL 
Subpart  A — General  Provisions 

Sec. 

2411.1  Scope. 

2411.2  Coverage. 

2411.3  Definitions. 

2411.4  Policy  questions. 

Subpart  B — Review  of  Decisions  of  the  Assistant 
Secretary 

2411.11  Purpose. 

2411.12  Considerations  governing  review. 

2411.13  Who  may  file  a  petition;  time  limits 

for  filing;  opposition;  servloe. 

2411.14  Content  of  petition. 
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Sec. 

2411.15  Ck>uncll  action  on  acceptance. 

2411.16  Filing  of  briefs;  Assistant  Secretary 

as  a  party. 

2411.17  Determinations  of  negotiabUity. 

2411.18  Council  decision:  compUaaoe  ae« 

tloas. 

Subpart  C — Review  of  NegottabHKy  issues 

2411.21  Purpose. 

2411.22  Conditions  governing  review. 

241  US  Who  may  die  a  petition. 

2411.24  Time  limits  for  filing. 

2411.25  Content  of  petition;  service. 

2411.26  Position  of  the  agency;  time  limits 
.  for  filing. 

241127  ^ferral  by  the  Federal 'Service  Im¬ 
passes  Panel. 

241128  Council  decision. 

Subpart  D — Review  of  Arbitration  Awards 

2411.31  PiUT)Ose. 

2411.32  Considerations  governing  review. 
241123  Who  may  file  a  petition;  time  limits 

for  filing;  opposition;  service. 

2411.34  Content  of  petition. 

2411.35  Council  action  on  acceptance. 

2411.36  Filing  of  briefs. 

241127  Council  decision. 

Subpart  E — General  Requirements 

2411.41  Interlocutory  appeals. 

3411.42  Approval  of  submission. 

2411.48  Place  and  method  of  filing; 

acknowledgement. 

3411.44  Niunber  of  copies. 

2411.46  Time  limits;  computation;  exten¬ 
sion;  waiver. 

2411.46  Service;  statement  of  service. 

2411.47  Stay  of  decision  or  award;  requests; 

criteria. 

2411.48  Oral  argument. 

2411.49  Amicus  curiae. 

2411.60  Transfer  of  record. 

2411.61  Matters  not  previously  presented; 

Judicial  notice. 

2411.62  Other  doctunents. 

2411.63  Advisory  opinions. 

2411.54  Distribution  of  Couneli  decisions. 

Authoritt:  6  U.S.C.3301,  7301;  E.O.  11491, 
8  CFR  1969  Comp.,  p.  191,  34  FR  17008;  as 
amended  by  E.O.  11616,  3  CFR  1071  Comp., 
p.  202,  36  FR  17319;  E.O.  11636,  3  CFR  1971 
Comp.,  p.  232,  36  FR  24901;  and  by  E.O.  1-1838. 
40  FR  8743  and  7391. 

Subpart  A — General  Provisions 

§  2411.1  Scope. 

This  part  sets  forth  the  procedures 
under  which  the  Council,  as  provided  in 
section  4(c)  of  the  order,  will  review 
decisions  of  the  Assistant  Secretary  is¬ 
sued  pursuant  to  section  6  of  the  order, 
negotiability  issues  as  provided  in  section 
11(0)  of  the  order,  and  arbitration 
awards  under  the  order. 

§  2411.2  Coverage. 

This  pcurt  applies  to  employees,  agen¬ 
cies,  and  labor  organizations  covered  by 
the  order  and  for  purposes  of  §  2411.49  to 
other  Interested  persons. 

§  241  l.S  Definitions. 

In  this  part — 

(a)  “Order”  means  Executive  Order 
11491  of  October  29.  1969,  entitled 
“Labor-Management  Relations  in  t^ 
Federal  Service,”  as  amended  by  Execu¬ 
tive  Order  11616  of  August  26,  1971,  by 
Executive  Order  11636  of  Decemb«:  17, 
1971,  and  by  Executive  Order  11838  of 
February  6, 1975. 

(b)  ‘^Executive  Director”  means  the 
Executive  Director  of  the  Council. 


(c)  ‘TE*arty”  means  any  person,  em¬ 
ployee,  labor  m-ganization,  or  agency  that 
participated  as  a  party — 

(1)  In  a  matter  that  was  decided  by 
ttie  Assistant  Secretary  imder  section  6 
^  the  order;  or 

(2)  In  a  matter  that  was  decided  by 
an  agency  head  imder  section  11(c)  of 
the  order;  or 

(3)  In  a  matter  where  the  award  of 
an  arbitrator  was  Issued  under  the 
order. 

(d)  “Assistant  Secretary”  means  ttie 
Assistant  Secretary  of  Labor  for  Labor- 
Management  Relations,  except  that  in 
matters  arising  under  section  6(a)  of  the 
order  involving  the  Department  of  Labor, 
it  means  the  Vice  Chairman  of  the  Civil 
Service  Commission. 

(e)  “Primary  national  subdivision”  of 
an  agency  means  a  first-level  organiza¬ 
tional  segment  which  has  functions  na¬ 
tional  in  scope  that  are  implemented  in 
field  activities. 

(f)  Terms  defined  in  the  order  are 
used  in  this  part  with  the  meaning  at¬ 
tached  to  them  in  the  order. 

§  2411.4  Policy  questions. 

Notwithstanding  the  procedures  set 
forth  in  this  part,  the  Assistant  Secre¬ 
tary  or  the  Panel  may  refer  for  review 
and  decision  or  general  ruling  by  the 
Council  any  case  involving  a  major  policy 
issue  that  arises  in  a  proceeding  before 
either  of  them.  Any  such  referral  shall 
be  in  writing  and  a  copy  of  such  referral 
shall  be  served  on  all  parties  to  the  pro¬ 
ceeding.  Before  decision  or  general  rul¬ 
ing.  the  Council  shall  obtain  the  views  of 
the  parties  and  other  interested  persons, 
orally  or  in  writing,  as  it  deems  necessary 
and  appropriate. 

Subpart  B — Review  of  Decisions  of  the 
Assistant  Secretary 

§  2411.11-  Purpose. 

This  subpart,  together  with  Subpart  E, 
sets  forth  the  procedures  under  which 
the  Council  will  review  decisicms  of  the 
Assistant  Secretary  issued  pursuant  to 
section  6  of  the  order. 

§  2411.12  Considerations  governing  re¬ 
view. 

A  petition  for  review  of  a  decision  of 
the  Assistant  Secretary  is  not  a  matter 
of  right,  but  of  discretion,  and,  subject  to 
the  requirements  of  this  part,  will  be 
granted  only  where  there  are  major 
P(dicy  issues  present  or  where  H  appears 
that  the  decision  was  arbitrary  and  ca¬ 
pricious. 

§  2411.13  \9ho  may  file  a  petition; 
time  limit  for  filing;  opposition; 
service. 

(a)  Any  party  aggrieved  by  a  final  de¬ 
cision  of  the  Assistant  Secretary  may  pe¬ 
tition  the  Council  for  review. 

(b)  The  time  limit  for  filing  is  30  days 
from  the  date  the  decision  was  served  on 
the  party  seating  review. 

(c)  An  opposition  to  Council  accept¬ 
ance  of  a  petition  for  review  may  be  fil^ 
by  any  party  within  30  days  from  the 
date  of  service  of  the  petition. 

(d)  A  copy  of  the  petition  for  review 
and  of  any  om)06ltion  to  acceptance  shall 


be  served  by  the  filing  party  slmultane-  ■ 
ously  on  the  other  parties  and  on  the  As¬ 
sistant  Secretary. 

§  2411.14  Content  of  petition. 

^A  petition  must  be  a  dated,  self-con- 
taineid  document  enabling  the  Council  to 
rule  on  acceptance  for  review  on  the 
basis  of  its  content  without  the  necessity 
of  recourse  to  the  record.  The  petition 
must  contain: 

(a)  A  concise  statement  of  the  grounds 
on  which  review  is  requested; 

(b)  A  summary  of  the  evidence  or  rul¬ 
ings  bearing  on  the  issues,  together  with 
a  summary  of  the  arguments;  and 

(c)  A  copy  of  the  decision  of  the  As¬ 
sistant  Secretary  which  is  being  ap¬ 
pealed  including  a  copy  of  any  decision, 
determination,  report,  or  recommenda¬ 
tion  issued  at  an  earlier  stage  in  the  pro¬ 
ceeding  and  considered  in  his  decision. 

§  2411.15  Council  action  on  acceptance. 

The  Council  shall  review  the  petition 
and.  if  50  percent  or  more  of  its  members 
determine  that  the  matter  should  be 
considered,  the  petition  will  be  accepted. 
The  Council  shall  promptly  notify  the 
parties  whether  the  petition  has  been 
accepted  or  rejected. 

§2411.16  Filing  of  brief*;  Amiatant 
Secretary  as  a  party. 

(a)  Within  30  days  from  the  date  of 
service  by  the  Council  of  notice  to  the 
parties  that  the  petition  is  accepted  for 
review,  the  parties  may  file  briefs  with 
the  Council  (with  specific  references  to 
the  pertinent  documents  and,  where 
applicable,  with  citations  of  authorities) 
which  shall  be  served  on  the  other 
parties. 

(b)  Where  the  Council  grants  review, 
the  Assistant  Secretary  may,  at  his  dis¬ 
cretion,  intervene  and  become  a  party  to 
the  proceeding. 

§  2411.17  Determinations  of  negotiabil¬ 
ity. 

(a)  Notwithstanding  the  procedures 
of  this  subpart,  the  Council,  as  provided 
in  this  section,  will,  upon  an  appeal  by 
a  party,  review  a  decision  of  the  Assist¬ 
ant  S^retary  wherein  it  was  necessary 
for  him  to  make  a  negotiability  determi¬ 
nation  in  order  to  resolve  the  merits  of 
an  unfair  labor  practice  complaint  re¬ 
sulting  from  an  alleged  unilateral 
change  in  established  personnel  policies 
or  practices  or  matters  affecting  work¬ 
ing  conditions. 

(b)  A  petition  for  review  of  a  decision 
wherein  such  a  negotiability  determiiui- 
tion  is  made  by  the  Assistant  Secretary 
may  be  filed  by  the  party  subject  to  an 
adverse  ruling  imder  section  11(d)  of  the 
order. 

(c)  The  time  limit  for  filing  is  30  days 
from  the  date  of  service  of  the  Asdstant 
Secretary’s  decision. 

(d)  A  copy  of  the  petition  shall  be 
served  simultaneously  on  the  other  party 
and  on  the  Assistant  Secretary. 

(e)  A  petition  for  review  shall  be  dat¬ 
ed  and  shall  contain  the  following: 

(1)  A  fuU  and  detailed  statement  of 
the  aggrieved  party’s  position  including 
reasons  for  disagreeing  with  the  Asslst- 
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ant  Secretary^  decision  as  to  whether  a 
matter  is  negotiable  nnder  the  order, 
without  regard  to  the  limitations  In 
§  2411.51. 

(2)  A  copy  of  pertinent  docxunentary 
material  ii^udlng  a  copy  of  the  Assist¬ 
ant  SecretaJ7*8  decision  and  a  copy  of 
any  decision,  determination,  report,  or 
rec<MniiM9idati(m  Issued  at  an  earlier 
stage  in  the  proceeding  and  considered 
in  his  decision. 

(f)  Within  30  days  from  the  date  of 
service  of  a  petition  for  review  of  a  deci¬ 
sion  wherein  a  negotiability  determina¬ 
tion  is  made  by  the  Assistant  Secretary, 
the  other  party  shall  file  a  full  statement 
of  its  position  on  any  matters  relevant 
to  the  petition  which  it  wishes  the  Coun¬ 
cil  to  consider  hr'reachlng  its  decision. 

(g)  The  Assistant  Secretary  may,  at 
his  discretion.  Intervene  and  become  a 
party  to  the  proceeding. 

(h)  The  Council  diall  give  petitions 
filed  under  this  section  priority  consid¬ 
eration. 

(1)  Subject  to  the  requirements  of 
this  section,  the  Council  diall  issue  its 
decision  sustaining,  setting  aside  in 
whole  or  in  part,  or  remanding  that  por¬ 
tion  of  the  decisicm  of  the  Assistant 
Secretary  wherein  it  was  necessary  for 
him  to  make  a  negotiability  determi¬ 
nation. 

{2411.18  Council  decision;  compliance 
actions. 

<a)  A  decision  of  the  Assistant  Secre¬ 
tary  shall  be  sustained  unless  it  is  arbi¬ 
trary  and  capricious  or  inconsistent  with 
the  purposes  of  the  order. 

(b)  The  Council  shall  Issue  its  deci¬ 
sion  on  the  case  sustaining,  enforcing, 
modifying,  and  enforcing  as  so  modified, 
setting  aside  in  sdrole  or  in  part,  or  re¬ 
manding  the  decision  of  the  Assistant 
Secretary. 

(e)  The  Council  has  the  overall  re¬ 
sponsibility  to  assure  compliance  with 
the  Executive  order  and  decisions  ren¬ 
dered  thereunder.  However,  the  Council 
shall  first  remand  the  action  to  the  As¬ 
sistant  Secretary  for  purposes  of  com¬ 
pliance  consistent  with  its  decision, 
without  limitation  on  the  power  of  the 
Council.  If  the  Assistant  Secretary  finds 
the  necessary  action  for  compliance  has 
not  been  taken,  the  matter  shall  revert 
to  the  Council  for  appropriate  action. 

Subpart  C— Review  of  Negotiability  Issues 
§  2411.21  Purpose. 

This  subpart.  together  with  Subpart  E, 
sets  forth  the  procedures  under  which 
the  Council  will  review  negotiability  is¬ 
sues  as  provided  in  section  11(c)  of  the 
order. 

§  2411.22  Conditions  governing  review. 

(a)  The  Council  will  consider  a  nego¬ 
tiability  issue  under  the  conditions  pre¬ 
scribed  by  section  11(c)  (4)  of  the  order, 
namely:  If,  in  connection  with  negotia¬ 
tions,  the  head  of  an  agency  (or  his 
designee)  has  determined  that  a  pro¬ 
posal  is  contrary  to  law,  regulation,  or 
ttie  order  and  therefore  not  negotiable, 
a  labor  organisation  may  appeal  to  the 
Council  for  a  decision  when— 


(1)  It  disagrees  with  the  agency  head’s 
determination  that  the  proposal  would 
violate  applicable  law.  regulation  of  ap¬ 
propriate  authority  outside  the  agency, 
or  the  order;  or 

(2)  It  believes  that  the  agency’s  regu¬ 
lations.  as  interpreted  by  the  agency 
head,  violate  applicable  law.  regulation  of 
appropriate  authority  outside  the  agency, 
or  the  order,  or  are  not  otherwise  sppli- 
cable  to  bar  negotiations  under  section  11 
(a)  of  the  order  because  they  do  not  meet 
the  criteria  established  in  Part  2413  of 
this  Chapter  or  because  they  were  not 
Issued  at  the  agency  headquarters  level  or 
at  the  level  of  a  primary  national  sub¬ 
division. 

(b)  The  Council  will  review  a  labm: 
organization’s  appeal  challenging  an 
agoicy  heeul’s  determination  that  an  in¬ 
ternal  agency  regulation  bars  negotiation 
only  if  the  labor  organization  has  first 
r^uested  an  exception  to  the  regulation 
from  the  agency  head  and  that  request 
has  been  dehied  or  has  not  been  acted 
upon  within  the  time  limits  prescribed  by 
S  2411.24. 

§  2411.23  Who  may  file  a  petition. 

(a)  A  petition  for  review  of  a  nego¬ 
tiability  issue  may  be  filed  by  a  labor 
organization  which  is  a  party  to  the 
negotiations. 

(b)  An  appeal  challenging  an  agency 
regulation  on  grounds  of  failure  to  meet 
criteria  established  in  Part  2413  or  issu¬ 
ance  b^w  the  agency  headquarters  or 
primary  national  subdivision  level  may 
be  filed  only  by  the  national  president  ot 
a  labor  organization  (or  his  designee)  or 
the  president  of  a  labor  organization  not 
affiliated  with  a  national  organization  (or 
bis  designee) . 

§  2411.24  Time  limits  for  filing. 

(a)  The  time  limit  for  filing  an  appeal 
tmder  S  2411.22(a)  (1)  is  30  days  from  the 
date  the  agency  head’s  determination  was 
served  upon  the  labor  organization. 

(b)  The  time  limit  for  filing  an  appeal 
under  S  2411.22(a)  (2)  Is  30  days  from  the 
date  the  agency  head’s  determination 
was  served  upon  the  labor  organization, 
provided,  however,  that  if  a  request  for 
an  exception  to  an  agency  regulation  un¬ 
der  S  3411.22(b)  was  not  served  upon  the 
agency  head  at  least  15  days  prior  to 
the  service  of  the  agoicy  head’s  deter¬ 
mination  on  the  labor  organization,  and 
was  not  acted  upon  in  the  agency  head’s 
determination,  the  time  limit  shall  be 
extended  a  maximum  of  15  days  for  re¬ 
questing  an  exception  to  an  agency  regu¬ 
lation,  and  15  days  for  the  agency  head  to 
act  upon  such  request  for  an  exception. 

(c)  Review  of  a  negotiability  issue  may 
be  requested  by  a  labor  organization  un¬ 
der  this  subpart  without  a  prior  deter¬ 
mination  by  the  agency  head,  if  the 
agency  head  has  not  made  a  decision — 

(1)  Within  45  days  after  a  party  to  the 
negotiations  initiates  referral  of  the  is¬ 
sue  for  determination,  in  writing, 
through  prescribed  agency  channels;  or 

(2)  Within  15  days  after  receipt  by  the 
agency  head  of  a  written  request  for  such 
determination  following  referral  through 
prescribed  agency  channels,  or  following 


direct  submission  if  no  agency  channels 
are  prescribed. 

§  2411.25  Content  of  petition;  service. 

A  petition  for  review  shall  be  dated 
and  shall  contain  the  following: 

(a)  A  statement  setting  forth  the  mat¬ 
ter  proposed  to  be  negotiated  as  submit¬ 
ted  to  the  agency  head  for  determination. 

(b)  A  copy  of  an  pertinent  material  in¬ 
cluding  the  agency  head’s  determiimtion 
on  the  proposal,  the  labor  organization’s 
request  for  an  exception  if  required  by 
S  2411.22(b) ,  the  agency  head’s  denial  of 
an  exception,  and  other  relev&nt  docu¬ 
mentary  mateiiaL 

(c)  A  fvill  and  detailed  statement  of 
the  labor  organization’s  position  and  rea¬ 
sons  for: 

(1)  Disagreeing  with  the  agency  head’s 
determination  that  the  proposal  would 
violate  applicable  law.  regulation  of  ap¬ 
propriate  authority  outside  the  agmey, 
or  the  order;  or 

(2)  Believing  that  the  agency's  regula¬ 
tions.  as  Interpreted  by  the  agency  head, 
violate  applicable  law,  regulaticm  of  ap¬ 
propriate  authority  outside  the  agency, 
or  the  order,  or  are  not  otherwise  apidi- 
caUe  to  bar  negotiations  under  section 
11(a)  of  the  order.  The  statement  shall 
cite  the  particular  section  of  any  law, 
regulation,  or  the  order  believed  to  be 
violated  by  the  agency’s  regulations  or 
shall  explain  the  grounds  for  contending 
the  ^ency  regulations  fail  to  meet  the 
criteria  established  in  Part  2413  of  this 
chapter  or  the  required  level  of  issuance 
of  such  regulations  under  section  11(a) 
of  the  order. 

(d)  A  copy  of  the  petition  shall  be 
served  simultaneously  on  the  other  party. 

§  2411.26  Position  of  the  agency;  time' 
limits  for  filing. 

Within  30  days  from  the  date  of  serv¬ 
ice  of  a  copy  of  a  petition  for  review  of  a 
negotiability  issue  the  agency  shall  file 
a  full  statement  of  its  position  on  any 
matters  relevant  to  the  petition  which  it 
wishes  the  Coimcll  to  consider  in  reach¬ 
ing  its  decision. 

§  2411.27  Referral  by  die  Federal  Serv¬ 
ice  Impasses  Panel. 

(a)  Notwithstanding  the  procedures  of 
this  subpart,  except  i  2411.22,  when  the 
Panel  finds  that  a  negotiability  issue  is 
Inuiedlng  the  resolution  of  a  negotiation 
impasse  or  that  a  negotiability  issue 
which  arose  subsequent  to  the  filhig  of  a 
request  to  the  Panel  is  the  only  issue  at 
impasse,  the  Panel  may  refer  the  nego¬ 
tiability  issue  to  the  Council  for  decision. 

(b)  A  referral  by  the  Panel  shall  con¬ 
tain: 

(1)  The  matter  proposed  to  be  nego¬ 
tiated  as  submitted  to  the  agency  head 
for  determhiation; 

(2)  The  agency  head’s  determination 
thereon,  the  labor  organization’s  request 
for  an  exception  If  required  by  §  2411.22 
(b) .  and  the  agency  head’s  denial  of  an 
exception; 

(3)  Statements  of  position  from  each 
party  with  supporting  evidence  and  argu¬ 
ment:  and 

(4)  Any  other  appropriate  documents 
of  record. 
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(c)  The  Panel  ma^  refer  a  negotiabil¬ 
ity  issue  for  decision  by  the  Counell  at 
any  time  during  its  consideration  of  a 
negotiation  impasse. 

(dX  The  Council  will  glre  such  refer¬ 
rals  priority  consideration. 

§  2411.28  Council  decision. 

Subject  to  the  requirements  of  this 
part,  the  Council  shall  issue  its  decision 
sustaining  or  setting  aside  In  whole  or  in 
part,  or  remanding  the  agency  head’s  de¬ 
termination. 

Subpart  D — Review  of  Arbitration  Awards 
§  2411.31  Purpose. 

This  subpart,  together  with  Subpart  E, 
sets  forth  the  procedures  under  which  the 
Coimcil  will  review  arbitration  awards 
under  the  order. 

§  2411.32  Considerations  (governing  re¬ 
view. 

The  Council  will  grant  a  petition  for 
review  of  an  arbitration  award  only 
where  it  appears,  based  upon  the  facts 
and  circmnstances  described  in  the  peti¬ 
tion,  that  the  exceptions  to  the  award 
present  grounds  that  the  award  violates 
applicable  law,  appropriate  regulation,  or 
the  order,  or  other  grounds  similar  to 
those  upon  which  challenges  to  arbitra¬ 
tion  awards  are  sustained  by  courts  In 
private  sector  labor-management  rela¬ 
tions.  The  Council  will  not  consider  ex¬ 
ceptions  to  an  advisory  arbitration 
award. 

§  2411.33  Who  may  file  a  p^ition;  time 
limits  for  filing;  opposition;  service. 

(a)  Any  party  aggrieved  by  an  arbitra¬ 
tion  award  may  petition  the  Council  for 
review. 

(b)  The  time  limit  for  filing  is  30  days 
from  the  date  the  award  was  served  on 
the  party  seeking  review. 

<c)  An  opposition  to  Council  accept¬ 
ance  of  a  petition  for  review  may  be  filed 
by  any  party  within  30  days  from  the  date 
of  service  of  the  petition. 

(d)  A  copy  of  the  petition  shall  be 
served  simultaneously  on  the  other  par^. 

§  2411.34  Content  of  petition. 

A  petition  must  be  a  dated,  self-con¬ 
tained  document  enabling  the  Council  to 
rule  on  acceptance  for  review  on  the  basis 
of  its  content  without  necessity  of  re¬ 
course  to  the  record.  The  petition  must 
contain: 

(a)  A  concise  statement  of  the 
groimds  on  which  review  is  requested; 

(b)  A  summary  of  the  evidence  or  rul¬ 
ings  bearing  on  the  issues,  together  with 
a  summary  of  the  arguments;  and 

(c)  A  copy  of  the  award  of  the  arbitra¬ 
tor  and  other  pertinent  docmnents. 

§  2411.35  Council  action  on  acceptance. 

The  Council  shall  review  the  petition 
and,  if  50  percent  or  more  of  its  members 
determine  that  the  matter  should  be  con¬ 
sidered.  the  petition  will  be  accepted.  The 
Coxmcil  shall  promptly  notify  the  parties 
whether  the  petition  has  been  accepted  or 
rejected. 

§2411.36  Filing  of  briefs. 

Within.  30  days  from  the  date  of  service 
by  the  Council  of  notice  to  the  parties 


that  the  petition  is  accepted  for  review, 
the  parties  may  file  briefs  with  the  Coun¬ 
cil  (with  specific  reference  to  ttie  perti¬ 
nent  documents  and,  vdiere  applicable, 
with  citations  of  authorities)  which  shall 
be  served  on  the  other  parties. 

§  2411.37  Council  dedskm. 

(a)  An  award  of  an  arbitrator  shall  be 
modified,  set  aside  in  whole  or  in  part, 
or  remanded  only  on  groimds  that  the 
award  violates  applicable  law,  appropri¬ 
ate  regulation,  or  the  order,  or  other 
grounds  similar  to  those  applied  by  the 
courts  in  private  sector  labor-manage¬ 
ment  relations. 

(b)  The  Council  shall  issue  its  decision 
sustaining,  modifying,  setting  aside  in 
whole  or  in  part,  or  remanding  the 
award. 

Subpart  E — General  Requirements 
§2411.41  Interlocutory  appeals. 

There  diall  be  no  interlocutory  ap¬ 
peals.  The  Council  will  not  consider  a 
petition  for  review  tmtil  a  final  decision 
or  award  has  been  rendered. 

§  2411.42  Approval  of  submission. 

Except  as  pl^vided  in  S  2411.23(b) ,  the 
Council  shall  consider  a  petition  from  an 
agency  or  labor  organization  only  when 
the  head  of  the  agency  (or  his  designee) , 
or  the  national  president  of  the  labor  or¬ 
ganization  (or  his  designee) ,  or  the  pres¬ 
ident  of  a  labor  organization  not  affiliated 
with  a  national  organizati<m  (or  his 
designee),  as  appropriate,  has  approved 
submission  of  the  petition. 

§  2411.43  Place  and  method  of  filing; 
acknowledgment. 

(a)  A  document  submitted  to  the 
Coxmcil  pursuant  to  this  part  shall  be 
filed  with  the  Executive  Director,  Fed¬ 
eral  Labor  Relatiotis  Council,  1900  E 
Street  NW..  Washington.  D  C.  20415. 

(b)  Documents  shall  be  filed  with  the 
Coxmcil  by  registered  mail,  by  certified 
mail,  or  in  person. 

(c)  A  return  postal  receipt  may  serve 
as  acknowledgement  of  receipt  by  the 
CoxmciL  The  Coxmcil  will  otherwise  ac¬ 
knowledge  receipt  of  docximents  filed 
only  when  the  filing  party  so  requests 
and  includes  an  extra  copy  of  the  docu¬ 
ment  or  its  transmittal  letter  which  the 
Coxmcil  will  date  stamp  upon  receipt  and 
return.  If  retxim  is  to  be  made  by  mall, 
the  filing  party  shall  include  a  self-ad¬ 
dressed,  stamped  envelope  for  the  pxir- 
pose. 

§  2411.44  Number  of  copies. 

Unless  otherwise  provided  by  the  Ex¬ 
ecutive  Director,  any  docximent  filed  with 
the  Council  xuider  this  part,  U^ether 
with  any  enclosxire  filed  therewith,  shall 
be  submitted  in  an  original  and  three 
cx^ilea. 

§  2411.45  'Time  limits;  computation;  ex- 
tennon;  waiver. 

(a)  When  a  time  limit  for  filing  is  es¬ 
tablished  under  this  part,  the  docximent 
mxist  be  received  in  the  office  of  the 
Coxmcil  before  the  close  of  business  of 
the  last  day  of  the  time  limit. 

(b)  In  computing  any  period  of  time 
prescribed  or  allowed  by  this  part,  the  day 


of  the  act,  event,  or  default  from  or  after 
which  the  designated  period  of  time  be¬ 
gins  to  rxm  shall  not  be  included;  but  the 
last  day  of  the  period  so  computed  shall 
be  included,  xinless  it  is  a  Saturday,  Sxm- 
day,  or  Fe^ral  legal  holiday,  in  which 
event  the  period  shall  rxm  xmtil  the  end 
of  the  next  day  which  is  not  a  Satxirday, 
Sxmday,  or  Federal  legal  holiday.  Also, 
when  a  period  of  time  prescribed  or  al¬ 
lowed  is  7  days  or  less,  intermediate  Sat- 
xirdays,  Sxmdays,  and  Federal  legal  holi¬ 
days  shall  be  exclxided  in  the  cxxnputa- 
tion. 

(c)  Whenever  a  party  has  the  right  or 
is  reqxiired  to  do  some  act  pxirsuant  to 
this  part  within  a  prescribed  period  after 
service  of  a  notice  or  other  paper  xipon 
him  and  the  notice  or  paper  is  served  on 
him  by  mail.  5  days  shall  be  added  to  the 
prescribed  p>eriod:  Provided,  however. 
That  5  days  shall  not  be  added  if  any  ex- 
tensixHX  of  time  may  have  been  granted. 

(d)  Any  request  for  the  reconsidera¬ 
tion  of  a  decision  of  the  Assistamt  Secre¬ 
tary,  the  award  of  an  arbitrator,  or  the 
determination  of  an  agency  head  shall 
not  operate  to  extend  the  time  limits  es¬ 
tablished  in  this  part. 

(e)  The  Executive  Director  may  ex¬ 
tend  any  time  limit  provided  in  this  pcu4 
for  good  cause  shown,  and  shall  notify 
the  parties  of  any  such  extension.  Re¬ 
quests  for  extensions  of  time  shaU  be  filed 
in  writing  no  later  than  3  days  before 
the  established  time  limit  for  filing,  shall 
state  the  position  of  other  parties  on  the 
request  for  extension,  and  shall  be  served 
simultaneoxisly  on  the  other  parties. 

(f)  The  Executive  Director  may  waive 
any  expired  time  limit  in  this  part  in  ex¬ 
traordinary  circxunstances.  R^uests  for 
waiver  of  time  limits  shall  state  the  posi¬ 
tion  of  other  parties  on  the  request  for 
waiver  and  shall  be  served  simxiltaneously 
on  the  other  parties. 

§  2411.46  Service;  statement  of  service. 

(a)  Any  party  filing  a  document  as 
provided  in  this  part  is  responsible  for 
simultaneoxisly  serving  a  copy  on  the 
other  parties  including  all  representatlTes 
of  other  parties  who  entered  appearances 
in  the  subject  proceeding  before  the  As¬ 
sistant  Secretary,  the  agency  head,  or  the 
arbitrator,  as  the  case  may  be,  and  on 
any  interested  person  who  has  been 
granted  permission  by  the  Executive  Di¬ 
rector  to  present  written  and/or  oral  ar¬ 
gument  as  an  amicus  cxuiae. 

(b)  In  any  matter  involving  review  of 
a  decision  of  the  Assistant  Secretary,  the 
Assistant  Secretary  shall  be  served  with  a 
cc^y  of  all  docximents  filed  with  the 
Council. 

(c)  Service  shall  be  made  by  registered 
or  certified  mall  or  in  person.  A  return 
post  office  receipt  or  other  written  re¬ 
ceipt  executed  by  the  party  or  person 
served  shall  be  proof  of  service. 

(d)  A  signed  and  dated  statonent  of 
service  shall  be  submitted  at  the  time  ctf 
filing.  Statement  of  service  shall  Include 
the  names  of  the  parties  and  persons 
served,  their  addresses,  the  date  of  serv¬ 
ice,  the  nature  of  the  docximent  served, 
and  the  manner  in  which  service* was 
made. 
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(e)  The  date  of  service  or  date  served 
shall  be  the  day  when  the  matter  served 
is  deposited  in  the  U.S.  mail  or  is  deliv¬ 
ered  in  person,  as  the  case  may  be. 

§2411.47  Stay  of  decision  OT  award ;  re- 
cpiests ;  criteria.  , 

(a)  A  request  for  a  stay  shall  be  en¬ 
tertained  only  in  conjunction  with  and 
as  a  part  of  a  petition  for  review  of  a 
decision  of  the  Assistant  Secretary  or  an 
award  of  an  arbitrator.  The  filing  of  a 
petition  for  review  shall  not  Itself  oper¬ 
ate  as  a  stay  of  the  decision  or  award 
involved  in  the  proceedings. 

(b)  Consistent  with  §  2411.41,  the 
Council  will  not  consider  a  request  for 
stay  luiless  a  final  decision  or  award  has 
been  rendered. 

(c)  A  request  for  a  stay  of  a  decision  of 
the  Assistant  Secretary  or  of  an  award  of 
an  arbitrator  shall  contain  a  full  state¬ 
ment  of  the  groimds  on  which  the  stay  is 
requested  and  shall  be  subject  to  the 
same  time  limits  for  filing  as  those  estab¬ 
lished  with  respect  to  the  filing  of  a  peti¬ 
tion  for  review  of  such  decision  or  award. 

(d)  A  timely  request  for  a  stay  of  a 
final  decision  or  award  shall  operate  as  a 
temporary  stay  pending  a  decision  by  the 
Council  on  the  request  and  such  tempo¬ 
rary  stay  shall  be  deemed  effective  from 
the  date  of  the  decision  or  award  whidi 
is  stayed. 

(e)  A  request  for  stay  (ff  an  Assistant 
Secretary’s  decision  will  be  granted  only 
adiere  it  appears,  based  upon  the  facts 
and  circxunstances  present^: 

(1)  In  a  representation  case,  that — 

(1)  There  is  a  strong  likelihood  of  suc¬ 
cess  on  the  merits  of  the  ai^ieal; 

(M)  In  the  absence  of  a  stay  the  a{^- 
eant  will  suffer  Irreparable  injury ; 

<iii)  The  Issuance  of  a  stay  will  not 
have  a  serious  adverse  effect  on  other 
parties  to  the  case;  and 

(iv)  The  Fmblic  Interest  wUl  not  be 
harmed  by  the  grant  of  a  stay. 

(2)  In  an  unfair  labor  practice  case, 
that— 

(i)  There  is  a  reasonable  Ukdlhood 
that  the  appeal  wifi  be  accepted  for  re¬ 
view;  and 

(il)  A  careful  balancing  of  all  the  equi¬ 
ties,  including  the  public  interest,  war¬ 
rants  issuance  of  a  stay. 

(f)  A  request  tor  stay  of  an  arbitra¬ 
tor’s  award  will  be  granted  only  where  it 
appears,  based  upon  the  facts  and  cir¬ 
cumstances  presented  that: 

(1)  There  is  a  reasonable  likelihood 
that  the  petition  will  be  accepted  for  re¬ 
view;  and 

(2)  A  careful  balancing  of  all  the  equi¬ 
ties.  Including  the  public  interest,  war¬ 
rants  issuance  of  a  stay. 

(g)  A  request  for  a  stay  in  other  types 
of  cases  will  be  granted  only  where  it 
appears,  based  upon  the  facts  and  cir¬ 
cumstances  presented,  that: 

(1)  There  is  a  reasonable  Ukelihood 
the  appeal  will  be  accepted  for  review; 
and 


(2)  A  careful  balancing  of  all  the  equi¬ 
ties.  including  the  public  interest,  war¬ 
rants  issuance  of  a  stay. 

§  2411.48  Oral  argument. 

The  Council,  in  its  discretion,  may  per¬ 
mit  oral  argument  under  such  circum¬ 
stances  and  conditions  as  it  deems  ap¬ 
propriate.  Unless  otherwise  ordered,  a 
hearing  of  oral  argument  shall  be  open 
to  the  public. 

§  2411.49  Amicus  curiae. 

Upon  petition  of  an  interested  person, 
a  copy  of  which  petition  shall  be  served 
on  the  parties,  and  as  the  Executive  Di¬ 
rector  deems  appropriate,  the  Ebcecutive 
Director  may  grant  permission  for  the 
presentation  of  written  and/or  oral  argu¬ 
ment  at  any  stage  of  the  proceedings  by 
an  amicus  curiae  and  the  parties  shall  be 
notified  of  such  action  by  the  Council. 

§  2411.50  Transfer  of  record. 

Upon  request  by  the  Council,  the  As¬ 
sistant  Secretary  or  the  appropriate 
agency  shall  transfer  the  record  in  the 
c£U5e  to  the  Council. 

§  2411.51  Matters  not  previously  pre¬ 
sented  ;  judicial  notice. 

Consistent  with  the  ^pe  of  review  set 
forth  in  this  part,  the  Council  will  not 
consider  evidence  offered  by  a  party,  or 
any  issue,  which  was  not  presented  in  the 
proceedings  before  the  Assistant  Secre¬ 
tary,  an  agency  head,  or  an  arbitrator. 
The  Cotmcil  may,  however,  take  judicial 
notice  of  such  matters  as  would  be 
proper. 

§  2411.52  Other  documents. 

(a)  The  Executive  Director,  in  his  dis¬ 
cretion,  may  grant  .leave  to  file  other 
documents  as  he  deems  appropriate. 

(b)  A  copy  of  such  other  documents 
shall  be  served  simultaneously  on  the 
other  parties  or  persons. 

§  2411.53  Advisory  opinimis. 

The  Council  shall  not  Issue  advisory 
opinions. 

§  2411.54  Distribution  of  Council  deci¬ 
sions. 

Copies  of  decisions  by  the  Council  shall 
be  furnished  to  the  parties  and  other  in¬ 
terested  persons  and  made  available  at 
the  office  of  the  Cotmcil. 

2.  Part  2413  Is  added  to  read  as  fol¬ 
lows: 

PART  2413— CRITERIA  FOR  DETERMIN¬ 
ING  COMPELLING  NEED  FOR  AGENCY 
POLICIES  AND  REGULATIONS 

Sec. 

2413.1  Purpose. 

2413.2  lUustrative  criteria. 

Attthorxtt:  6  U.8.0.  3301,  7301;  E.O. 
11491,  3  CFR  1969  Comp.,  p.  191,  34  FR  17606; 
as  amended  by  E.0. 11616, 3  CFR  1971  Comp., 
p.  202,  36  FR  17319;  E.O.  11636,  8  CFR  1971 
Comp.,  p.  232, 36  FR  24901;  and  by  E.a  11888, 
40  FR  5743  and  7391. 


§  2413.1  Purpose. 

Section  11(a)  of  Executive  Order  11491 
of  October  29, 1969,  as  amended,  requires, 
among  other  things,  that  an  agency  and 
a  labor  organization  that  has  been  ac¬ 
corded  exclusive  recognition,  trough 
appropriate  representatives,  shall  meet 
at  reasonable  times  and  confer  in  good 
faith  with  respect  to  personnel  policies 
and  practices  and  matters  affecting 
working  conditions,  so  far  as  may  be 
appropriate  under  applicable  published 
agency  policies  and  relations  for  which 
a  compelling  need  exists  under  criteria 
established  by  the  Federal  Labor  Rela¬ 
tions  Council  and  which  are  issued  at  the 
agency  headquarters  level  or  at  the  level 
of  a  primary  national  subdivision.  The 
purpose  of  this  part  is  to  establish  il¬ 
lustrative  criteria  for  determining  when 
a  compelling  need  exists  for  an  agency 
policy  or  regulation  concerning  person¬ 
nel  policies  and  practices  and  matters 
affecting  working  conditions,  within  the 
meaning  of  section  11(a)  of  the  order. 

§  2413.2  lUustrative  criteria. 

A  compelling  need  exists  for  an  ap¬ 
plicable  agency  policy  or  regulation  con¬ 
cerning  personnel  poUcies  and  practices 
and  matters  affecting  working  conditions 
when  the  poUcy  or  regulation  meets  one 
or  more  of  the  foUowlng  illustrative 
criteria:  * 

(a)  The  policy  or  regulation  Is  essen¬ 
tial.  as  distinguished  from  helpful  or 
desirable,  to  the  management  of  the 
mission  of  the  agency  or  the  primary  na¬ 
tional  subdivision; 

(b)  The  poUcy  or  regulation  is  essen¬ 
tial,  as  distinguished  from  helpful  or 
desirable,  to  the  management  of  the 
agency  or  the  primary  national  subdivi¬ 
sion; 

(c)  The  policy  or  regulation  is  neces¬ 
sary  to  insure  the  maintenance  of  basic 
merit  principles ; 

(d)  The  policy  or  regulation  imple¬ 
ments  a  mandate  to  the  agency  or 
primary  national  subdivision  under  law 
or  other  outside  authority,  which  imple¬ 
mentation  is  essentially  nondiscretionary 
in  nature;  or 

(e)  The  policy  or  regulation  establishes 
uniformity  for  all  or  a  substantial  seg¬ 
ment  of  the  employees  of  the  agency  or 
primary  national  subdivision  where  this 
is  essential  to  the  effectuation  of  the 
public  Interest. 

Effective  date.  Part  2411  and  Part  2413 
shall  be  effective  September  24,  1975, 
except  that  the  rules  which  derive  frcHn 
the  February  6. 1975,  amendments  to  sec¬ 
tions  11(a)  and  11(c)  of  the  order  (that 
is,  the  amendments  pertaining  to  in¬ 
ternal  agency  policies  and  regulations 
which  may  bar  negotiations)  shall  be¬ 
come  effective  December  23,  1975. 

For  the  Council. 

Robert  E.  Hahpton, 
Cftairman. 

[FR  Doc.75-25231  FUed  9-28-76:8:46  am] 


FEDERAL  REGISTER,  VOL  40.  NO.  186— WB)NESDAY.  SEFTlMBa  24.  197S 


RULES  AND  REGULATIONS 


43885 


Title  14 — ^Aeronautics  and  Space 

CHAPTER  I — FEDERAL  AVIATION  ADMIN¬ 
ISTRATION.  DEPARTMENT  OF  TRANS¬ 
PORTATION 

[Alr^ace  Dctcket  No.  75-SO-751 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON¬ 
TROLLED  AIRSPACE.  AND  REPORTING 
POINTS 

Extension  of  VOR  Federal  Airway 

On  August  4, 1975,  a  notice  of  proposed 
rulemaking  (NPRM)  was  published  in 
the  Federal  Register  (40  FR  32758)  stat¬ 
ing  that  the  Federal  Aviation  Adminis¬ 
tration  (FAA)  was  considering  an 
amendment  to  Part  71  of  the  Federal 
Aviation  Regulations  that  would  extend 
V-139  from  Wilmington,  N.C.,  direct  to 
Florence,  S.C. 

Interested  persons  were  afforded  an 
opportvinity  to  participate  in  the  pro¬ 
posed  rulemaking  through  the  submis¬ 
sion  of  comments.  The  only  comment 
received  was  favorable. 

In  consideration  of  the  foregoing.  Part 
71  of  the  Federal  Aviation  Regulations  is 
amended,  effective  0901  G.m.t.,  December 
4,  1975,  as  hereinafter  set  forth. 

Section  71.123  (40  FR  307,  6203, 17549) 
is  amended  as  follows: 

In  V-139  “From  Wilmington,  N.C.,”  Is 
deleted  and  “From  Florence,  S.C.,  via 
Wilmington,  N.C.;”  is  substituted  there¬ 
for. 

(Sec.  307(a),  Federal  Aviation  Act  of  1058 
(49  UA.C.  1348(a));  sec.  6(c),  Department 
of  Transportation  Act  (49  U.S.C.  1656(c))) 

Issued  in  Washington,  D.C.,  on  Sep¬ 
tember  17. 1975. 

William  E.  Broadwater, 

Chief,  Airspace  and  Air 
Traffic  Rules  Division. 
[FR  Doc.75-25399  Filed  0-23-75;8:45  am] 


[Airspace  Docket  No.  73-AIj-22A] 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON¬ 
TROLLED  AIRSPACE,  AND  REPORTING 
POINTS 

PART  75— ESTABLISHMENT  OF  JET 
ROUTES  AND  AREA  HIGH  ROUTES 

North  Slope  Airways  and  Jet  Routes 

On  January  4,  1974,  a  notice  of  pro¬ 
posed  rulemaking  (NPRM)  was  published 
in  the  Federal  Register  (39  FR  1059) 
stating  that  the  Federal  Aviation  Ad¬ 
ministration  (FAA)  was  considering 
amendments  to  Parts  71  and  75  of  the 
Federal  Aviation  Regulations  that  would 
alter  several  VOR  Federal  airways,  jet 
routes,  and  reporting  points  in  Alaska. 

Interested  persons  were  afforded  an 
opportunity  to  participate  in  the  pro- 
pokid  rulemaking  through  the  submis¬ 
sion  of  comments.  All  comments  received 
were  favorable. 

On  October  8,  1974,  a  rule  was  pub¬ 
lished  in  the  Federal  Register  (39  FR 
36111),  amending  Parts  71  and  75,  as 
proposed,  with  the  exception  of  that  air¬ 
space  predicated  on  the  Barrow,  Alaska. 
VORTAC.  At  that  time  it  was  explainecl 
that  technical  difficulty  caused  an  indefi¬ 


nite  delay  in  the  installation  of  the  VOR¬ 
TAC.  This  installation  has  been  com¬ 
pleted  and  the  pertinent  amendments 
can  now  be  made.  The  FAA  believes  that 
in  the  time  intervening  between  the  is¬ 
suance  of  the  notice  and  this  rule  no 
factual  circumstances  have  occurred  that 
would  alter  the  need  or  effect  of  these 
amendments.  Additionally,  the  fioor  of 
a  segment  of  A-2  airway  from  Evans¬ 
ville  to  BrowervlUe  is  amended  to  coin¬ 
cide  with  the  same  segment  of  V-444. 

In  consideration  of  the  foregoing. 
Parts  71  and  75  of  the  Federal  Aviation 
Regulations  are  amended,  effective  0901 
G.m.t,  December  4,  1975,  as  hereinafter 
set  forth. 

Section  71.105  (40  FR  305,  17007)  is 
amended  as  follows: 

In  A-2  “Ebransville,  Alaska,  NDB;  69 
miles,  166  miles  95  MSL,"  is  deleted  and 
"Evansville,  Alaska,  NDB;  69  miles  12 
AGL,  102  miles  95  MSL,  117  miles  12 
AGL,  to”  is  substituted  therefor. 

Section  71.125  (40  FR  339,  39  PR 
36111)  is  amended  as  follows: 

a.  In  V-438  “to  Deadhorse,  Alaska.”  Is 
deleted  and  “Deadhorse,  Alaska;  to  Bar- 
row,  Alaska.”  is  substituted  therefor. 

b.  In  V-444  “Prwn  Betties,  Alaska,”  is 
deleted  and  “From  Barrow,  Alaska,  117 
miles  12  AGL.  102  miles  95  MSL,  69  miles 
12  AGL,  Evansville,  Alaska,  NDB;”  Is 
substituted  therefor. 

c.  In  V-506  all  after  “Nome,  Alaska,” 
is  deleted  and  “;  35  miles  12  AGL.  90 
miles  55  MSL,  35  miles  12  AGL,  Hotham, 
Alaska,  NDB,  including  a  west  alternate; 
69  miles  12  AGL,  129  miles  95  MSL,  98 
miles  12  AGL,  Barrow,  Alaska.”  is  sub¬ 
stituted  therefor. 

Section  71.211  (40  PR  634)  is  amended 
by  adding:  “Barrow,  Alaska.” 

Section  71.213  (40  FR  637)  is  amended 
by  adding:  “Barrow,  Alaska.” 

Section  75.100  (40  PR  705,  39  PR 
36111)  is  amended  as  follows: 

a.  In  J-123  “to  BrowervlUe,  Alaska, 
RBN.”  Is  deleted  and  “to  Barrow,  Alas¬ 
ka.”  is  substituted  therefor. 

b.  In  J-507  “Prom  BrowervlUe,  Alaska. 
NDB,”  is  deleted  and  “Prom  Barrow, 
Alaska,”  is  substituted  therefor. 

(Sec.  307(a).  Federal  Aviation  Act  of  1958, 
(49  U.S.C.  1348(a));  sec.  6(c),  Department 
of  Transportation  Act,  (49  U.S.C.  16SS(c))) 

Issued  in  Washington,  D.C.,  on  Sep¬ 
tember  18,  1975. 

William  E.  Broadwater, 

Chief,  Airspace  and  Air 
Traffic  Rules  Division. 
(FR  Doc.75-25400  FUed  0-83-76;8:46  am] 


SUBCHAPTER  F— AIR  TRAFFIC  AND  GENERAL 
OPERATING  RULES 

[Docket  No.  14970;  Arndt.  No.  95-261] 

PART  95— IFR  ALTITUDES 
Miscellaneous  Changes 

Correction 

In  FR  Doc.  75-23962  s^pearlng  at  page 
42183  in  the  issue  of  Thursday,  S^tem- 
ber  11,  1975,  in  the  third  column,  the 
seventh  paragrttoh,  the  paragraph  start¬ 
ing  with  the  line  reading, 


“In  consideraticMi  of  the  foregoing  and” 
should  be  inserted  on  page  42181,  In  the 
first  column  between  the  second  and 
third  paragraphs,  following  the  Une, 

“8 1655  (c)))” 
and  before  the  line, 

“SectUxi  95.47  Green  Federal  Airway 
7” 


CHAPTER  II— CIVIL  AERONAUTICS 
BOARD 

SUBCHAPTER  A— ECONOMIC  REGULATIONS 
[Beg.  EB-031.  Arndt.  8] 

PART  228— EMBARGOES  ON  PROPERTY 
Interpretative  Amendment 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C., 
September  18, 1975. 

The  purpose  of  this  amendment  is  to 
clarify  the  relationship  between  Parts 
205  and  228  of  the  Board’s  Economic 
Regulations  (14  CFR  Parts  205  and  228) . 

Under  Section  401  of  the  Federal  Avi¬ 
ation  Act  of  1958,  as  amended,  and  Part 
205  of  the  Board’s  Economic  Regula¬ 
tions,  air  carriers  must  generally  obtain 
Board  authorization  to  dday  inaugura¬ 
tion  of  or  temporarUy  suspend  certifi¬ 
cated  service  to  or  from  a  points  How¬ 
ever,  no  prior  Board  approval  is  neces¬ 
sary  under  Part  205  where  the  carrier’s 
delay  or  Interruption  of  service  is  “in¬ 
voluntary”  as  set  forth  in  S  205.8;  •  in 
such  cases,  special  procedures  are  pre¬ 
scribed,  including  prompt  notice  to  the 
Board.* 

On  the  other  hand.  Part  228  governs 
situations  which  are  described  as  “em¬ 
bargoes;”  in  these  cases,  air  carriers  are 
required  to  give  public  notice  of  the  em¬ 
bargo*  and  to  obtain  Board  authoriza¬ 
tion  to  extend  the  embargo  beyond  30 
days.*  The  definition  of  an  embargo* 
covers,  in  essence,  refusals  to  accept  any 


'  Section  205.2  ( 14  CFR  208.2) . 

■Section  205.8(a)  provides  that  a  certifi¬ 
cate  holder  need  not  obtain  Board  approval 
of  an  Interruption  In  service  "caused  by  con¬ 
ditions  or  events  which  the  holder  cannot 
reasonably  be  expected  to  foresee  or  control, 
such  as  rules,  standards,  or  other  action  or 
Inaction  of  the  Administrator  of  the  Federal 
Aviation  [Administration]  or  of  a  foreign 
government,  emergency  measures,  strikes, 
weather  conditions,  construction  work  on 
airports,  or  disasters  •  • 

*E.g.,  S  20S.8  (b)  and  (c). 

*  Section  228.3. 

■SectKm  228.2. 

•"Embargo”  Is  defined  In  i  228.1  as  "•  •  • 
the  temporary  refusal  by  an  air  carrier  to 
accept  for  transportation  over  any  route  or 
segment  thereof,  or  to  or  from  any  area  or 
point  of  a  connecting  canim’,  any  commodity, 
type  or  class  of  property  (other  than  passen¬ 
ger  baggage)  duly  tendered,  where,  because 
of  lack  of  facilities  or  personnel,  or  because 
It  Is  required  to  give  -preference  or  prece¬ 
dence  to  other,  traffic  entitled  to  priority, 
or  because  of  (rther  compelling  reasons  not 
within  the  ecmtrol  of  the  carrier.  It  la  tem¬ 
porarily  unable  to  perform  all  of  the  author¬ 
ized  transportation  service  requested  of  It. 
Refusal  to  accept  property  for  transporta¬ 
tion  In  accordance  with  restrictions  and 
limitations  in  the  tariff  or  the  certificate  of 
an  air  carrier  shall  not  be  deemed  an  em¬ 
bargo.” 
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commodity  or  class  of  property  for  air 
shipment  due  to  compelling  reasons  be¬ 
yond  the  air  carrier’s  control.  While  the 
definition  is  necessarily  broadly  worded, 
the  intent  of  Part  228,  in  accordance 
with  the  usvial  use  of  the  term  “embargo” 
in  transportation  law,  is  to  reach  sitxia- 
tions  where  a  carrier  refuses  only  to 
transport  specific  goods  or  types  of  prop¬ 
erty  rather  than  to  interruptions  of  all 
service,  to  which  Part  205  applies. 

Despite  the  differences  between  situa¬ 
tions  covered  by  Part  205  and  those  cov¬ 
ered  by  Part  228.  it  appears  that  some 
air  carriers  whose  scheduled  operations 
to  or  from  a  point  have  been  temporarily 
interrupted  for  reasons  “not  within  the 
control  of  the  carrier”  (e.g.,  strikes)  have 
improperly  invoked  those  procedvu^ 
which  Part  228  provides  for  “embargoes.” 
rather  thsm  those  provided  by  Part  205. 

We  have  concluded  that  it  would  be 
desirable  to  state  explicitly  that  our  defi¬ 
nition  of  an  “embargo,”  under  Part  228, 
does  not  include  situations  Involving  de¬ 
layed  or  Interrupted  service  to  which 
8  205.8  C4>plies. 

Inasmuch  as  the  amendment  is  an  in¬ 
terpretative  rule,  we  find  that  notice  and 
hearing  are  not  required  and  that  the 
amendment  may  bc^me  effective  upon 
adoption. 

Accordingly,  in  consideration  of  the 
fmregoing,  the  Board  amends  Part  228  of 
its  Economic  Regulations  (14  CTFR  Part 
228),  effective  September  18,  1975,  by 
amending  8  228.1  as  follows: 

§  228.1  Definitions. 

“Embargo”  means  the  temporary  re¬ 
fusal  by  an  air  carrier  to  accept  for 
transportation  over  any  route  or  segment 
thereof,  or  to  or  from  any  area  or  point 
of  a  connecting  carrier,  any  commodity, 
type  or  class  of  property  (other  than  pas¬ 
senger  baggage)  duly  tendered,  where, 
because  of  lack  of  facilities  or  personnel, 
or  becatise  it  is  required  to  give  prefer¬ 
ence  to  other  traffic  entitled  to  priori^, 
or  because  of  other  compelling  reasons 
not  within  the  control  of  the  carrier,  it 
is  temporarily  unable  to  perform  all  of 
the  authorized  transportation  service  re¬ 
quested  of  it.  As  used  herein,  the  term 
“embargo”  does  not  include:  (1)  refusal 
to  accept  property  for  transportation  in 
accordance  with  restrictions  and  limita¬ 
tions  in  the  tariff  or  the  certificate  of  an 
air  carrier;  or  (2)  an  Involxmtary  post¬ 
ponement  or  Interruption  of  service,  as 
described  in  8  205.8  of  Part  205  of  the 
Board’s  Economic  Regulations. 

(Secs.  204(a),  401(J).  403(a).  and  404,  Fed¬ 
eral  Aviation  Act  of  1958,  as  amended,  72 
Stat.  743,  754,  as  amended  by  76  Stat.  143, 
82  Stat.  867,  72  Stat.  758  as  amended  by  74 
Stat.  445,  72  Stat.  760;  49  U.S.C.  1324,  1371, 
1373,  and  1374.) 

By  the  Civil  Aermlautics  Board. 

[SEAL]  Edwin  Z.  Holland, 

Secretary. 

[FB  Doc.76-a6441  Filed  9-23-76;8:46  am) 


Title  16 — Commercial  Practices 

CHAPTER  II— CONSUMER  PRODUCT 
SAFETY  COMMISSION 

PART  1018— ADVISORY  COMMITTEE 
MANAGEMENT 

PART  1609— NATIONAL  ADVISORY  COM¬ 
MITTEE  FOR  THE  FLAMMABLE  FABRICS 
ACT 

Promulgations  of  Regulations  and 
Solicitation  of  Comment 

In  this  document,  the  Consumer  Prod¬ 
uct  Safety  Commission  issues  regulations 
for  the  establishment,  operation,  and  ad¬ 
ministration  of  its  advisory  committees, 
by  amending  subchapter  A  of  Chapter  n 
of  Title  16,  Code  of  Federal  Regulations 
to  add  a  new  Part  1018.  The  Advisory 
CcHnmittee  Management  regulations  are 
issued  pursuant  to  section  8(a)  of  the 
Federal  Advisory  Committee  Act  (Pub.  L. 
92-463, 5  U.S.C.  App.  I) ,  Executive  Order 
11769  (39  FR  7125,  5  U.S.C.  App.  I  (Supp. 

1  1974) ) ,  and  Office  of  Management  and 
Budget  Circular  NO.  A-63  (Rev.)  which 
requires  agencies  to  establish  uniform 
guidelines  and  management  controls  fmr 
their  advisory  committees.  The  Commis- 
skm  also  revokes  the  regulations  at  16 
CFR  Part  1609  for  the  National  Advisory 
Committee  for  the  Flammable  Fabries 
Act,  because  the  new  Part  1018  applies 
to  that  advisory  coaunittee  as  well  as  to 
the  other  advisory  committees  of  ttie 
Commission. 

The  Advisory  Committee  Management 
Regulations  promulgated  in  this  docu¬ 
ment  become  effective  September  24, 
1975.  These  regulations  are  not  subject  to 
the  rulemaking  procedures  of  5  U.S.C. 
553  because  they  are  rules  of  agency  or¬ 
ganization,  procedure  or  practice.  How¬ 
ever,  the  Commission  will  accept  public 
ccmiment  on  the  regulations  on  or  before 
October  24,  1975.  The  Commission  may 
amend  the  regulations  as  a  result  of  com¬ 
ments  received. 

Written  comments  and  other  infor¬ 
mation  related  to  this  regulation  should 
be  submitted,  preferably  in  five  copies,  to 
the  Office  of  the  Secretary,  Consumer 
Product  Safety  Commission,  Washingtcm, 
D.C.  20207  by  October  24, 1975.  Comments 
received  after  that  date  will  be  consid¬ 
ered  if  practicable.  Comments  received 
by  the  Commission  may  be  viewed  during 
working  hours  in  the  Office  of  the  Secre¬ 
tary,  Room  1025,,  1750  K  Street,  NW., 
Washington,  D.C. 

Accordingly,  Title  16,  Chapter  H,  Sub¬ 
chapter  A  of  the  Code  of  Federal  Regula¬ 
tions  is  amended  by  adding  a  new  Part 
1018  as  follows: 

PART  1018— ADVISORY  COMMITTEE 
MANAGEMENT 
Subpart  A — General  Provisiona 

Sec. 

1018.1  Purpose. 

1018.2  Definitions. 

1018.3  Policy. 

1018.4  Applicability. 

1018.6  Advisory  Oommlttee  Management 
Oflicer. 


Subpart  B — Establishment  of  Advisory 
Committees 

1018.11  Charters. 

1018.12  Statutory  advisory  committees. 

1018.13  Non-statutory  advisory  committees. 

1018.14  Non-Commission  established  advi¬ 

sory  committees. 

1018.15  Membership  selectitm. 

1018.16  Appointments. 

Subpart  C — Operation  of  Advisory  Committees 

1018.21  Calling  of  meetings. 

1018.22  Notice  of  meetings. 

1018.23  Designated  Commission  enqiloyee. 

1018.24  Agenda. 

1018^25  Minutes  and  meeting  reports. 

1018.26  Advisory  fimctions. 

1018.27  Public  participation. 

1018.28  ,  Records  and  transcripts. 

1018.29  Appeals  under  the  Freedom  of  Infor¬ 

mation  Act. 

Subpart  D — Administration  of  Advisory 
Committees 

1018.31  Support  services. 

1018A3  Compensation  and  travel  exirenses. 
1018A3  Chsmge  of  status. 

1018.34  Confilct  of  interest. 

1018.35  Termination  of  membership. 

Subpart  E — Records,  Annual  Reports,  and  Audits 

1018.41  Agency  rceords  on  advisory  com¬ 

mittees. 

1018.42  Annual  Report. 

1018.43  Comprehensive  review. 

Subpart  F — Termlnatien  and  Renewal 

1018.61  Statutory  advisory  committees. 

1018.62  Nrm-statutory  advisory  committees. 

AxTTHORrrr :  Sec.  8,  Pub.  lu  92-483;  See.  28, 
Pub.  L.  92-578,  16  UJ5.C.  2077;  See.  10,  Pub. 

L.  00-189,  15  U.8.C.  1204;  Sec.  6,  Pub.  L.  91- 
6$1, 16  UJS.C.  1475. 

Subpart  A — General  Provisions 
§  1018.1  Purpose. 

This  part  contains  the  Consumer  Prod¬ 
uct  Safety  Commission’s  regulations  gov¬ 
erning*  the  establishment,  operation,  and 
administration  of  advisory  committees 
under  its  jurisdiction.  ’These  regulations 
are  issued  pursuant  to  section  8(a)  of 
the  Federal  Advisory  Committee  Act 
(Pub.  L.  92-463,  5  U.S.C.  App,  I),  and 
supplement  Executive  Order  No.  11769 
(39  PR  7125  (1974) )  and  Office  of  Man¬ 
agement  and  Budget  Circular  No.  A-63 
(Rev.)  (39  PR  12389  (1974) ) . 

§  1018.2  Definitions. 

(a)  “Advisory  Committee  Act  or  “Act” 
means  the  Federal  Advisory  Committee 
Act  (Pub.  L.  92-663,  5  U.S.C.  App.  I 
(1972)). 

(b)  “OMB  Circular  No.  A-63”  means 
Office  of  Management  and  Budget  Cir¬ 
cular  No.  A-63  (Rev.) ,  entitled  “Advisory 
Committee  Management  Guidance”  (39 
FR  12389,  April  5,  1974) ,  as  amended  by 
Circular  No.  A-63  Transmittal  Mem¬ 
oranda  Nos.  1  and  2  (July  19,  1974) . 

(c)  “Advisory  Committw”  means  any 
committee,  board.  Commission,  council, 
conference,  panel,  task  force  or  other 
similar  group,  or  any  subcommittee  or 
other  subgroup,  thereof,  which  is  estab¬ 
lished  or  used  by  the  Commission  in  the 
interest  of  obtaining  advice  or  recom¬ 
mendations  and  which  Is  not  composed 
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wholly  of  full-thufi  officers  or  employees 
of  the  federal  goversmewt. 

(d)  “Statutory  adrlsory  ccHumlttee" 
meana  an  advisory  committee  established 
or  directed  to  be  established  by  Congress. 

(e)  “Non-statutory  advisory  commit¬ 
tee”  means  an  advisory  committee  estab¬ 
lished  by  the  Commission  including  a 
committee  which  was  authorized,  but  not 
established,  by  Congress. 

(f)  “Ad  hoc  advisory  committee” 
means  a  non-continuing,  non-statutory 
advisory  committee  established  by  the 
Commission  for  the  stated  purpose  of 
providing  advice  or  recommendations 
regarding  a  partictilar  problem  which 
must  be  resolved  Immediately  or  within 
a  limited  period  of  time. 

(g)  “Non-Commission  established  ad¬ 
visory  committee”  means  an  advisory 
committee  established  by  a  federal,  state, 
or  local  instrumentality  other  than  the 
Commission,  or  by  a  private  organization 
or  group  and  utilized  by  the  Commission 
for  advisory  services. 

(h)  “OMB  Secretariat”  means  the 
Committee  Management  Secretariat  of 
the  Office  of  Management  and  Budget. 

(i)  “Chairman”  means  the  Chairman 
of  the  Consumer  Product  Safety  Com¬ 
mission. 

§  1018.3  Policy. 

In  api^cation  ot  this  part.  Commis¬ 
sion  officials  shall  be  guided  by  the  Ad¬ 
visory  Committee  Act,  the  statutes  creat¬ 
ing  the  Commission’s  advisory  commit¬ 
tees,  and  by  the  directives  in  Executive 
Order  No.  11769  and  OMB  Circular  No. 
A-63.  Principles  to  be  followed  Include: 

(a)  LimltLog  the  number  of  advisory 
committees  to  those  that  are  essential 
and  terminating  any  committee  not  ful¬ 
filling  Its  purpose; 

(b)  Insuring  effective  use  of  advisory 
committees  and  their  recommendatlcms, 
while  assuring  that  decisional  authority 
is  retained  by  the  responsible  Commis¬ 
sion  officers; 

(c)  Providing  clear  goals,  standards, 
and  uniform  procedures  with  respect  to 
the  establishment,  operation,  and  ad¬ 
ministration  of  advisory  committees; 

(d)  Ensuring  that  adequate  Informa¬ 
tion  is  provided  to  the  President,  the 
C<»igres8,  and  the  public  regarding  ad- 
Ylsory  committees;  and 

(e)  Ensiu*ing  adequate  opportunities 
for  access  by  the  public  to  advisory  com¬ 
mittee  meetings  and  information. 

§  1018.4  Applicability. 

(a)  Ihls  part  shall  apply  to  all  ad¬ 
visory  committees  (whether  statutory  or 
non-statutory)  subject  to  the  Jurisdic¬ 
tion  of  the  Commission,  nds  part  also 
shall  sq}phr  to  ad  hoc  adriaory  commit¬ 
tees  and  non-Commisslon  established 
advisory  committees  when  they  are 
performing  advisory  services  for  the 
Commission. 

(b)  Nothing  in  the  part  shall  iq>ply  to 
any  of  the  following  igpes  of  organiza¬ 
tions: 

(1)  Any  local  civic  group  whose  pri¬ 
mary  function  is  that  of  rendering  a 
public  service  with  respect  to  a  federal 
program; 


(2)  Any  state  or  local  government 
committee,  council,  board,  commission, 
or  similar  group  established  to  advise  or 
make  recommendations  to  state  or  local 
officials  or  agencies; 

(3)  Any  committee  whether  advisory, 
interagency,  or  intra-agency  which  is 
composed  whoUy  of  fuU-time  officers  or 
employees  of  the  federal  govmunent; 

(4)  Persons  or  organizations  having 
contractual  relationships  with  the  Com¬ 
mission;  and, 

(5)  Persons  or  organizations  devdop- 
ing  consumer  product  safety  standards 
under  section  7  of  the  Consumer  Product 
Safety  Act  (15  UB.C.  2056) . 

§  1018.5  Advisory  jCommittee  Manage¬ 
ment  Officer. 

The  Chairman  shall  designate  an  Ad¬ 
visory  Committee  Management  Officer 
who  shall: 

(a)  Exercise  control  and  supervision 
over  the  establishment,  procedures,  and 
accomplishments  of  all  advisory  commit¬ 
tees  established  or  utilized  by  the  Cmn- 
mission; 

(b)  Assenffile  and  maintain  the  re¬ 
ports,  records,  and  other  papers  of  any 
such  committee  during  its  existence,  and 
carry  out,  on  behalf  of  the  Secretary  of 
the  Commission,  the  provisions  of  sectlmi 
552  of  Title  5,  United  States  Code  (Free¬ 
dom  of  Information  Act)  and  the  Com¬ 
mission’s  Procedures  for  Disclosure  or 
Production  of  Information  Under  the 
Freedom  of  Information  Act  (16  CFR 
Part  1015),  with  respect  to  such  reports, 
records,  and  Other  papers;  and 

(c)  Perform  such  other  functions  as 
£g)ecified  in  this  part. 

Subpart  B — Estabiishment  of  Advisory 
Committees 

§  1018.11  Charters. 

(a)  No  advisory  committee  shall  meet 
or  take  any  action  imtil  its  charter  haa 
been  filed  with  the  OMB  Secretariat  in 
accordance  with  the  requirements  of  sec¬ 
tion  9(c)  of  the  Federal  Advisory  Com¬ 
mittee  Act. 

(b)  ’The  Advisory  Committee  Manage¬ 
ment  officer  shall  have  responsibility  for 
the  pr^aration  and  filing  of  charters. 

§  1018.12  Statutory  Advisory  Commit¬ 
tees. 

As  of  the  effective  date  of  this  Part,  the 
Commission  has  three  statutory  advisory 
committees: 

(a)  the  Product  Safety  Advisory 
Council,  established  under  section  28  of 
the  Consumer  Product  Safety  Act  (Pub 
L.  92-573, 15  UB.C.  2077) ; 

(b)  the  National  Adviwry  Committee 
for  the  Flammable  Fabrics  Act,  estab¬ 
lished  by  the  Depeurtment  of  Commerce 
pursuant  to  section  17  of  the  Flainmid)le 
Fabrics  Act  (Pub.  L.  90-189,  15  U.S:C. 
1204)  and  transferred  to  the  Commis¬ 
sion  on  May  14, 1973  by  section  S0(b)  of 
the  Consumer  Product  Safety  Act  (Pub. 
L.  92-573, 15  UB.C.  2079(b) ) ;  and 

(c)  the  Technical  Advisory  Ccxnmlt- 
tee  on  Poison  Preventloa  Packaging, 
established  under  Department  of  Health, 
Education  and  Welfare  by  section  6(a> 
of  the  Polscm  Preventloa  Padcaglng  Act 


(Pub.  L.  91-601,  15  UB.C.  1475(a)  and 
transferred  to  the  Consumer  Product 
Safelgr  Commission  on  May  14,  1973  by 
section  30(a)  of  the  Ccmsiuner  Product 
Safety  Act  (Pub.  L.  92-673,  15  UJ3.C. 
2079(a)). 

§  1018.13  Non-Statutory  Advisory  Com¬ 
mittees. 

(a)  In  proposing  to  establish  a  non- 
statutory  advisory  committee,  the  CTmn- 
mlssion  shall  follow  the  procedural 
requirements  of  section  9(a)  (2)  of  the 
Advisory  Committee  Act  and  se<;tl(Hi  6(a> 
of  OMB  CTlrcular  No.  A-63. 

(b)  A  non-statutory  advisory  commit¬ 
tee  shall  not  be  established  if  the  pro¬ 
posed  function  can  be  performed  effec¬ 
tively  by  Commission,  persoimel,  by  an 
existii^  advls<»y  committee,  or  by  an¬ 
other  Federal  agency. 

§  1018.14  Non-Commission  Established 
Advisory  Committees. 

(a)  To  the  extent  practicable,  the 
Commission  shall  utilize  advisory  com¬ 
mittees  already  established  by  federal, 
state,  or  local  government  or  by  private 
organizations,  rather  than  estaldish  a 
new  advisory  committee  or  expand  the 
functions  of  an  existing  Commission  ad¬ 
visory  committee. 

(b)  In  utilizing  non-Commission  estab¬ 
lished  advisory  committee.  Commission 
officials  shall  follow  the  applicable  pro¬ 
visions  of  this  part  and  the  require¬ 
ments  of  the  Advisory  Committee  Act. 

§  1018.15  Membership  Selection. 

(a)  Whenever  new  applicants  are  re¬ 
quired  for  a  CiHnmission  advisory  com¬ 
mittee,  public  notice  will  be  issued  invit¬ 
ing  individuals  to  submit,  on  or  before  a 
specified  date,  applications  or  nomina¬ 
tions  for  membership.  The  notice  shall 
contain  an  appllcation/noinination  for¬ 
mat. 

(b)  An  applicant  for  membership  (m 
an  advisory  committee  shall  disclose  all 
affiliations,  either  paid  or  as  a  volunteer, 
that  bear  any  relationship  to  the  subject 
area  of  product  safety  or  to  membership 
on  the  advisory  committee.  This  disclo¬ 
sure  shall  include  both  current  affilia¬ 
tions  and  relevant  past  emulations. 

(c)  The  CSiairman  shall  from  time  to 
time,  appoint  a  Candidate  Evaluation 
Panel  consisting  of  qualified  staff  mem¬ 
bers  of  the  Commission,  including  the 
Advisory  Committee  Management  Officer 
and/or  the  Commission  Secretary. 

(d)  The  Candidate  Evaluatiem  Panel, 
using  sdectloa  criteria  established  by  the 
Commission,  shall  evaluate  all  candi¬ 
dates  and  submit  to  the  Commissioners 
the  name  of  those  candidates  it  recom¬ 
mends  for  membership.  Where  possible, 
at  least  two  candidates  shall  be  recom¬ 
mended  for  each  appointment  to  be 
made.  Rnal  selection  for  membership 
shall  be  made  by  the  Commissioners. 

(e)  The  membership  of  each  Commis¬ 
sion  Advisory  Committee  shall  be  fairly 
balanced  in  terms  of  geographic  loca¬ 
tion,  age,  sex,  and  race. 

§  1018.16  AppointmeaU. 

(a)  TThe  Chairman  shall  appoint  as 
members  to  advisory  committees  those 
persons  selected  by  t^  CommlssloaMs. 
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(b)  The  term  of  appointment  to  an 
advisory  committee  shall  be  for  two 
years,  unless  otherwise  specified  by  the 
Commission.  To  promote  maximum 
participation,  an  advisory  committee 
member  may  serve  for  only  one  consecu¬ 
tive  term.  This  subsection  shall  not  be 
deemed  to  affect  the  term  of  appointment 
of  any  present  member  of  an  advisory 
committee  in  effect  on  the  effective  date 
of  this  part. 

(c)  A  vacancy  that  occurs  during  the 
term  of  an  appointment  normally  will 
be  filled  by  the  Commission  from  the 
applications  or  nominations  on  file.  Ap¬ 
pointment  to  any  such  vacancy  will  be 
for  the  unexpired  portion  of  the  original 
appointment. 

Subpart  C — Operation  of  Advisory 
Committees 

§  1018.21  Calling  of  meetings. 

No  advisory  conunittee  shall  hold  any 
meeting  except  at  the  call  of  or  with  the 
advance  approval  of  the  Chairman  or 
the  Commission  official  designated  under 
S  1018.23(a). 

§  1018.22  Notice  of  meetings. 

(a)  Meetings  shall  be  called  by  written 
and/or  oral  notice  to  all  members  of 
the  advisory  committee. 

(b)  Notice  of  each  advisory  commit¬ 
tee  meeting  shall  be  published  in  the 
Federal  Register  as  well  as  other  means 
to  give  widespread  public  notice,  at  least 
15  calendar  days  before  the  date  of  the 
meeting,  except  that  shorter  notice  may 
be  provided  in  emergency  situations. 
Reasons  for  such  emergency  exceptions 
shsdl  be  mside  part  of  the  meeting  notice. 

(c)  A  meeting  notice  shall  include: 

(1)  The  official  designation  of  the 
committee; 

(2)  The  address  and  site  of  the 
meeting; 

(3)  The  time  of  the  meeting; 

(4)  The  purpose  of  the  meeting,  in¬ 
cluding,  where  appropriate,  a  summary 
of  the  agenda; 

(5)  Whether,  or  the  extent  to  which, 
the  public  will  be  permitted  to  attend 
or  participate; 

(6)  Reasons  why  any  portion  of  the 
meeting  is  closed  to  the  public; 

(7)  An  explanation  of  how  siny  per¬ 
son  who  wishes  to  do  so  may  file  a 
written  statement  with  the  committee 
before,  during,  or  after  the  meeting,  and 

(8)  The  procedme  by  which  a  public 
attendee  may  present  an  orsd  statement 
or  question  to  members  of  the  committee. 

§  1018.23  Designated  Commission  Em¬ 
ployee. 

(a)  The  Chairman  shall  designate  a 
member  of  the  Commission  or  other 
Commission  officer  or  employee  to  chair 
or  attend  each  meeting  of  each  advisory 
committee. 

(b)  Unless  otherwise  provided  in  the 
statute  creating  a  statutory  advisory 
committM,  the  committee  normally  will 
be  chaired,  on  a  rotating  basis,  by  a 
member  of  the  Commission. 

(c)  No  advisory  committee  shall  con¬ 
duct  any  meeting  in  the  absence  of  the 
officer  or  employee  designated  under  par¬ 
agraph  (a)  of  this  section. 


(d)  The  officer  or  emplc^ee  designated 
imder  paragraph  (a)  of  this  section  is 
authorized  to  adjourn  any  advisory 
committee  meeting  whenever  he  or  she 
determines  adjournment  to  be  in  the 
public  interest. 

§  1018.24  Agenda. 

Prior  to  each  advisory  ctxnmittee 
meeting,  the  Advisory  Committee  Man¬ 
agement  Officer  shall  prepare  and,  after 
approval  by  the  officer  or  employee 
designated  voider  S  1018.23(a),  shall  dis¬ 
tribute  to  each  committee  member  the 
agenda  for  that  meeting.  The  agenda 
for  a  meeting  shall  list  the  matters  to  be 
discussed  at  the  meeting  and  shall  indi¬ 
cate  whether  and  when  any  part  of  the 
meeting  will  concern  matters  which  are 
exempt  from  public  disclosure  under  the 
Freedom  of  Information  Act  (5  U.S/3. 
552(b))  or  section  6(a)  (2)  of  the  Con¬ 
sumer  Product  Safety  Act  (15  U.S.C. 
2055(a) (2)). 

§  1018.25  Minutes  and  Meeting  Reports. 

(a)  The  Advisory  Committee  Man¬ 
agement  Officer  shall  be  responsible  for 
the  preparation  of  detailed  minutes  of 
each  meeting  of  each  advisory  commit¬ 
tee.  The  minutes  shall  include  at  least 
the  following: 

(1)  The  time  and  place  of  the  meet¬ 
ing; 

(2)  A  list  of  advisory  committee  mem¬ 
bers  and  staff  and  Commission  employees 
present  at  the  meeting ; 

(3)  A  complete  svunmary  of  all  mat¬ 
ters  discussed  and  conclusions  reached; 

(4)  Copies  of  all  reports  received,  is¬ 
sued,  or  approved  by  the  advisory  com¬ 
mittee; 

(5)  A  description  of  the  extent  to 
which  the  meeting  was  open  to  the  pub¬ 
lic;  and, 

(6)  A  description  of  rniblic  participa¬ 
tion,  including  a  list  of  members  of  the 
public  who  presented  oral  or  written 
statements  and  an  estimate  of  the  nvun- 
ber  of  members  of  the  public  who  at¬ 
tended  the  meeting. 

(b)  The  chairman  of  the  advisory  com¬ 
mittee  shall  certify  the  accuracy  of  the 
minutes. 

(c)  Whenever  a  non-Commisslon  es¬ 
tablished  conunittee  convenes  and,  at 
the  request  of  the  Commission,  a  portion 
of  the  session  is  allocated  to  the  render¬ 
ing  of  advisory  services  to  the  Commis¬ 
sion,  the  Advisory  Committee  Manage¬ 
ment  Officer  shall  attend  and  prepare 
minutes  for  that  portion  of  the  meeting 
in  accordance  with  this  section, 

§  1018.26  Advisory  functions. 

(a)  Unless  otherwise  specifically  pro¬ 
vided  by  statute,  advisory  committees 
shall  be  utilized  solely  for  advisory  func¬ 
tions. 

(b)  The  Commission  shall  ensure  that 
the  advice  and  recommendations  of  Ad¬ 
visory  Committees  shall  not  be  inappro¬ 
priately  influenced  by  the  Commission, 
its  staff,  or  by  any  special  interest,  but 
will  be  the  result  of  the  advisory  com¬ 
mittee’s  independent  judgment. 

§  1018.27  Public  participation. 

(a)  The  Oommlssion  is  committed  to  a 
policy  of  encouraging  public  participa¬ 


tion  in  its  activities  and  will  hold  all  ad¬ 
visory  committee  meetings  opmi  to  the 
public  except  as  provided  in  subsection 
(b).  The  guidelines  in  section  8(c)  of 
OMB  Circular  A-63  shall  be  followed  in 
providing  of  public  access  to  advisory 
omnmittee  meetings. 

(b)  An  advisory  committee  meeting  or 
portion  of  a  me^ng  may  be  closed  to 
the  public  only  upon  a  determination 
that  matters  to  1^  considered  at  the 
meeting  are  not  disclosable  imder  the 
Commission’s  Procedures  for  Disclosure 
or  Production  of  Information  imder  the 
Freedom  of  Information  Act  (16  CPR 
1015),  The  procedures  rdating  to  the 
closing  of  advisory  committee  meetings 
contained  in  section  10(d)  of  the  Advis¬ 
ory  Committee  Act  and  section  8(d)  of 
OMB  Circular  A-63  shall  be  observed  in 
making  such  a  determination. 

§  1018.28  Records  and  transcripts. 

(a)  Subject  to  section  552  of  Title  5, 
United  States  Code  (Freedom  of  Infor¬ 
mation  Act)  and  16  CFR  1015  (Commis¬ 
sion’s  Procedures  for  Disclosure  or  Pro¬ 
duction  of  Information  under  the 
Freedom  of  Information  Act),  the  rec¬ 
ords,  reports,  transcripts,  minutes,  ap¬ 
pendices,  working  papers,  drafts,  studies, 
agendas  or  other  documents  which  were 
made  available  to  or  prepared  for  or  by 
an  advisory  (xxnmitteee  shall  be  made 
available  for  public  inspection  and  copy¬ 
ing  in  the  Conunission’s  Office  of  the  1^- 
retary. 

<b)  Advisory  Committee  documents 
shall  be  made  available  until  the  advi¬ 
sory  cemunittee  ceases  to  exist.  Disposi¬ 
tion  of  the  advisory  committee  docu¬ 
ments  shall  be  determined  by  the  Secre¬ 
tary  of  the  Commission  at  that  time. 

§  1018.29  Appeals  under  the  Freedom 
of  Information  Act. 

Appeals  from  the  denial  of  access  to 
advisory  committee  documents  shall  be 
considered  in  accordance  with  the  Com¬ 
mission’s  Procedures  for  Disclosure  or 
Production  of  Information  under  the 
Freedom  of  Information  Act  (16  CFR 
1015). 

Subpart  D — Administration  of  Advisory 
Committees 

§  1018.31  Support  services. 

Unless  the  statutory  authority  for  a 
particular  advisory  conunittee  .provides 
otherwise,  the  Advisory  Committee  Man¬ 
agement  Officer  shall  be  responsible  for 
providing  and  overseeing  all  necessary 
support  services  for  each  advisory  com¬ 
mittee  established  by  or  reporting  to  the 
Commission.  Support  services  include 
providing  committee  staff,  meeting 
rooms,  supplies,  and  funds,  including 
funds  for  the  publication  of  reports. 

§  1018.32  Compensation  and  travel  ex¬ 
penses. 

A  single  rate  of  compensation  will  be 
offered  to  members  of  all  advisory  com¬ 
mittees  with  the  exception  of  govern¬ 
ment  employees  and  those  Individuals 
whose  company  or  organization  prohib¬ 
its  such  pasrment.  This  rate  shall  be  $100 
per  day  for  each  day  in  attendance  at  the 
meeting  and  for  each  day  of  travel. 
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(b)  Tbe  Commission  shall  detenalne 
per  ^em  and  travel  expenses  for  mem¬ 
bers.  staffs,  and  consultants  In  accord¬ 
ance  with  section  7(d>  of  the  Advisory 
Committee  Act  and  section  11  of  OMB 
Circular  No.  A-63. 

(c)  Members  of  advisory  committees, 
while  engaged  in  the  performance  of 
their  duties  away  from  their  homes  or 
regular  place  of  business,  may  be  allowed 
travel  expenses  including  per  diem  in  lira 
of  expenses  as  authorized  by  5  UJ3.C. 
6703. 

§  1018.33  Quinge  of  •utvs. 

Any  advisory  committee  member  who 
changes  his  or  her  af&liatlon  so  as  to  ac¬ 
tually  or  potentially  affect  his  or  her 
representational  capacity  on  an  advisory 
committee  (upon  which  the  member’s  ap¬ 
plication  was  based) .  shall  immediately 
notify,  in  writing,  the  Advisory  Commit¬ 
tee  Management  Officer.  Such  notifica¬ 
tion  shall  include  all  relevant  informa- 
Umi  concerning  the  change  in  affiliation 
and  a  statement  by  the  member  express¬ 
ing  his  or  her  opinion  regarding  the  im¬ 
plications  of  such  change.  The  notifica¬ 
tion  and  any  other  relevant  information 
shall  be  evaluated  by  the  Commissioners 
to  detmnine  the  appropriateness  of  the 
member’s  continued  membership  (m  the 
advisory  committee. 

§  1018.34  Conflict  of  interest. 

Committee  members  are  not  legally 
subject  to  the  standards  of  conduct  and 
conflict  of  interest  statutes  and  regula¬ 
tions  ain^licable  to  Commission  employ¬ 
ees.  However,  the  avoidance  of  situations 
in  which  a  member  of  an  advisory  com¬ 
mittee  has  a  conflict  or  an  apparent  con¬ 
flict  of  interest  is  important.  To  preclude 
any  conflict  or  apparent  conflict  of  in¬ 
terest.  committee  members  shall  be  sub¬ 
ject  to  the  following  guidelines: 

(a)  Committee  members  should  not 
personally  participate,  either  for  them¬ 
selves  or  in  behalf  of  an  organization,  in 
negotiations,  or  the  preparation  of  nego¬ 
tiations,  for  contracts  or  grants  with  the 
Commission.  Nor  should  committee 
members  become  personally  inv(flved, 
either  as  an  Individual  or  in  behalf  of 
an  organization,  in  the  performance  of 
work  under  a  contract  or  grant  awarded 
by  the  Commission. 

(b)  Committee  members  should  not 
become  personally  involved  in  the  prep¬ 
aration  or  submission  of  a  proposal  to 
develop  a  safety  standard  or  regulation 
under  any  of  the  Acts  administered  by 
the  Commission. 

(c)  Committee  members  should  not 
personally  represent  anyone  in  a  pro¬ 
ceeding  tefore  the  Commission. 

(d)  Committee  members  should  exer¬ 
cise  caution  to  ensure  that  their  pub¬ 
lic  statements  are  not  interpreted  to 
official  policy  statements  of  the  Commis¬ 
sion. 

(e)  No  member  of  any  Committee 
should  accept  any  full  or  part-time  em¬ 
ployment,  whether  or  not  for  compensa¬ 
tion.  which  includes,  directly  or  In¬ 
directly,  the  rendering  of  advice  to  or 
espousing  of  views  on  bdialf  of  another 
when  that  activity  would  conflict  or  ap¬ 


pear  to  cmsfllct  with  the  member’s  posi¬ 
tion  on  the  advisory  committee.  This 
shall  not.  in  any  way.  prohibit  the  mem¬ 
ber  from  expressing  his  or  her  personal 
views  on  any  issue. 

§  1018.35  Terminatten  of  membership. 

Advisory  committee  membership  may 
be  terminated  at  any  time  upon  a  deter¬ 
mination  by  the  Commission  that  such 
action  is  impropriate. 

Subpart  E — Records,  Annual  Reports  and 
Audits 

§  1018.41  Agency  records  on  advisory 
conunitteca. 

(a)  In  accordance  with  section  12(a) 
of  the  Advisory  Committee  Act,  the  Ad¬ 
visory  Committee  Management  Officer 
shall  maintain,  in  the  Office  of  the  Sec¬ 
retary.  records  which  will  fully  disclose 
the  nature  and  extent  of  the  activities 
of  each  advisory  committee  established 
or  utilized  by  the  Commission. 

(b)  The  records  shall  include  a  current 
financial  report  itemizing  expenditures 
and  disclosing  all  funds  avsillable  for 
each  advisory  c(Hnmittee  during  the  cur¬ 
rent  fiscal  year. 

(c)  The  records  shall  also  Include  a 
complete  set  of  the  charters  of  the  Com¬ 
mission’s  advisory  committees  and  copies 
of  the  annual  report  on  advisory  com¬ 
mittees. 

§  1018.42  Annual  report. 

(a)  The  Advisory  Committee  Manage¬ 
ment  Officer  shall  prepare  an  annual  re¬ 
port  on  the  Commission’s  advisory  com¬ 
mittees  fm:  inclusion  in  the  President’s 
annual  report  to  Congress  as  required  by 
section  6(c)  of  the  Advisory  Committee 
Act.  This  report  shall  be  prepared  and 
submitted  in  accordance  with  General 
Services  Administration  guidelines  (39 
FR  44814,  Dec.  27,  1974) . 

(b)  Results  of  the  annual  comprehen¬ 
sive  review  of  advisory  cmnmlttee  made 
under  S  1018.43  shall  be  included  in  the 
aimual  report. 

§  1018.43  Comprehensive  review. 

A  comprehensive  review  of  all  Com- 
missimx  established  or  utilized  advisory 
committees  shall  be  made  annually  in 
accordance  with  section  10  of  the  OMB 
Circular  No.  A-63,  as  amended  by  Trans¬ 
mittal  Memorandum  No.  2.  and  shall  be 
sulxnitted  to  the  OMB  Secretariat  by 
November  30  of  each  year. 

Subpart  F — ^Termination  and  Renewal 

§  1018.61  Statutory  advisory  commit¬ 
tees. 

A  new  charter  shall  be  filed  for  each 
statutory  advisory  committee  in  accord¬ 
ance  with  section  9(c)  of  the  Advisory 
Committee  Act  and  9 1018.11  upon  the 
expiratiem  of  each  successive  two-year 
period  following  the  date  of  enactment 
of  the  statute  establishing  or  requiring 
the  establishment  of  the  committee. 

§  1018.62  Ncm-Statutory  Advisory  Com¬ 
mittees. 

(a)  Each  non-statutory  advisory  com¬ 
mittee  established  by  the  Commlssioa 
after  the  effective  date  of  this  part  shall 


terminate  not  later  than  Ifwo  yean  after 
its  establishment  unless  prior  to  that 
time  it  is  renewed  in  accordance  with 
paragraph  (c)  of  this  section. 

(b)  Bach  non-statutory  advisory  com¬ 
mittee  which  is  renewed  by  the  Com¬ 
mission  shall  terminate  not  later  than 
two  years  after  its  renewal  unless  prior 
to  that  time  it  is  again  renewed  in  ac¬ 
cordance  with  paragraph  (c)  of  this  sec¬ 
tion. 

(c>  Before  a  non-statutory  advisory 
committee  can  be  renewed  by  the  Com¬ 
mission,  the  Chairman  shall  inform  the 
OMB  Secretariat  by  letter  not  more  than 
60  days  nor  less  than  30  days  before  the 
committee  expires  of  the  following: 

(1)  His  or  her  determination  that  re¬ 
newal  is  necessary  and  is  in  the  public 
interest: 

(2)  The  reasons  for  his  or  her  deter¬ 
mination; 

(3)  The  Commission’s  plan  to  attain 
balanced  membership  of  the  committee, 
and; 

(4)  An  explanation  of  why  the  com¬ 
mittee’s  functions  cannot  be  performed 
by  the  Commission  or  by  another  exist¬ 
ing  advisory  committee. 

(d)  If  the  OMB  Secretariat  concurs, 
the  Chairman  shall  certify  in  writing 
that  the  renewal  of  the  advisory  com¬ 
mittee  is  in  the  public  interest  and  shall 
publish  notice  of  the  renewal  in  the  Fed¬ 
eral  Register  and  shall  file  a  new  char¬ 
ter. 


Part  1609  is  removed. 

PART  1609— NATIONAL  ADVISORY  COM¬ 
MITTEE  FOR  THE  FLAMMABLE  FABRICS 

ACT  [REVOKED] 

Written  comments  on  this  regulation, 
preferably  in  five  copies,  should  be  sub¬ 
mitted  to  the  Office  of  the  Secretary, 
Consumer  Product  Safety  Commission, 
Washington,  D.C.  20207  on  or  before  Oc¬ 
tober  24.  1975.  Comments  received  after 
that  date  will  be  considered  if  practi¬ 
cable.  Received  comments  may  be  re¬ 
viewed  during  working  hours  in  the  Of¬ 
fice  of  the  Secretary,  Room  1025,  1750 
K  Street.  NW.,  Washington.  D.C. 

Effective  date.  The  regulation  promul¬ 
gated  in  this  document  shall  become  ef¬ 
fective  September  24, 1975. 

Dated:  September  19, 1975. 

Saote  E.  Duim, 
Secretary,  Consumer 
Product  Safety  Commission. 

(FR  Doc.7S-a6438  Filed  S-28-76;8:45  am] 


Title  18 — Conservation  of  Power  and  Water 
Resources 

CHAPTER  I— FEDERAL  POWER 
COMMISSION 

(Docket  No.  RM75-e:  Order  636) 

PART  154— RATE  SCHEDULES  AND 
TARIFFS 

Change  in  Notice  Requirements  for  Filing 
Proposed  Rate  Increases 

Septekber  16,  1975. 
On  October  9, 1974,  the  Commission  is¬ 
sued  a  notice  of  proposed  rulemaking  in 
this  proceeding,  wherein  it  proposed  to 
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amend  §§  154.38  and  154.63  of  the  regu¬ 
lations  under  the  Natural  Gas  Act,  re¬ 
lating  to  a  change  in  notice  requirements 
for  filing  proposed  rate  increases. 

Fifteen  responses  *  were  filed  with  the 
Commission  commenting  on  and  sug¬ 
gesting  modifications  of  the  proposed 
rulemaking.  In  general,  those  pipelines 
and  distributors  ccumnenting  on  our  pro¬ 
posed  rulemaking  objected  to  the  pro¬ 
posed  changes. 

We  stated  in  the  notice  of  proposed 
rulemaking  issued  October  9.  1974,  that 
**we  fed  compelled  to  amend  §  154.38  of 
the  regrdations  in  Hght  of  the  District  of 
Columbia  Circuit  Court  of  Appeals’  de¬ 
cision  in  Indiana  L  Michigan  Electric 
Company  ▼.  Federal  Power  Commis¬ 
sion.”*  In  that  proceeding  involving  a 
challenge  to  the  Commission’s  authority 
to  require  the  prefiling  of  certain  cost  of 
service  data  60  days  prior  to  the  proposed 
effective  data  of  a  rate  increase,  the 
Comi;  declared  5  35.13(b)  (4)  (i)  of  the 
regulations  under  the  Federal  Power  Act 
to  be  invafid.  Ihe  Coimt  found  that  the 
“practical  effect  of  the  section  is  to  im¬ 
pose  a  de  facto  60 -day  notice  requirement 
on  utilities  seeking  to  increase  their 
rates.”*  Because  section  205(d)  of  the 
Federal  Power  Act,  which  provides  for  a 
'  80-day  notice  period,  created  not  only  a 
“minimum  notice  period  for  the  utility’s 
customers  and  the  Commission  but  also  a 
maximum  waiting  period  for  the  filing 
utility,”*  (emphasis  by  the  Court)  the 
Court  held  that  the  Commission’s  60 -day 
filing  requirements  in  |  35.13(b)  (4)  (i)  of 
its  Regulations  “cmitravenes  the  terms 
of  section  205(d)  of  the  Federal  Power 
Act.”* 

The  Churt  concluded  that  “[tlhirty 
days  is  the  maximiim  a  utility  can  be 
C(»npelled  to  wait  from  the  time  it  files 
its  rate  changes  \mtil  the  date  the  change 
tfl-irp  effect  unless  the  Ccunmlssion  pn^ 
erly  exercises  its  suspension  power.”  * 


1  Conunents  were  filed  by  the  following  par¬ 
ties:  El  Paso  NaUiral  Gas  Company,  Inter¬ 
state  Natural  Gas  Association  of  America, 
Columbia  Gaa  Transmtelon  Corporation,  Na¬ 
tural  Gas  P4>allna  CXmpaay  of  America,  Wy¬ 
oming  Industrial  Gas  Couq>any,  United  Gas 
P%>ellne  Company,  Tenneeoec  Gas  Pipeline 
Company,  Northern  Natural  Gas  Company, 
Northern  Indiana  Public  Service  Conq>any, 
the  City  of  Indianapolis,  and  the  Public  Serv¬ 
ice  Company  of  Colorado;  Joint  Comments 
were  filed  by  the  People  of  the  State  of  Cali¬ 
fornia  and  the  Public  UtiUty  Commission  of 
the  State  of  California,  Panhandle  Eastern 
Pipeline  Company  and  Trunkline  Gas  Com¬ 
pany.  A  response  to  comments  was  filed  by 
Northern  Illinois  Gas  Ck>mpanv. 

•  603  P.  ad  836  (O.C.  Cir.  1974) ,  reh.  602  F. 
ad  343. 

•  60a  F.  3d  at  340. 

«  603  F.  ad  at  841. 

■  603  F.  ad  at  840-341. 

•  602  F.  ad  at  341. 


RULES  AND  REOULATIONS 

Because  section  4(d)  of  the'  Natural 
Gas  Act^  contains  langus«e  virtually 
identical  to  that  in  section  205(d)  of  the 
Federal  Power  Act  we  stated  that  we  be¬ 
lieve  the  Indiana  &  Mi<diigan  decisioti 
may  be  controlling  as  to  our  Regulations 
issued  pursuant  to  section  4(d)  of  the 
Natural  Gas  Act.  Accordingly,  we  pro¬ 
posed  to  amend  the  three  Sections  of  the 
Regulations  which  require  notification  in 
excess  of  the  30-day  period  provided  in 
section  4(d)  of  the  Natural  Gas  Act. 

§154.38(d)  (4)  (v)  AND  154.38(D)  (5)  (n)  (e) 

Sections  154.38(d)  (4)  (v)  and  154.38 
(d)  (5)  (il)  (e)  of  the  regulations  under 
the  Natural  Gas  Act  presently  provide  a 
method  for  pipelines  to  track  PGA  (pur¬ 
chased  gas  a^ustment)  increases  and 
R&D  (research  and  developmen)  in¬ 
creases  upon  a  45  day  notice  to  the  Com¬ 
mission  of  a  proposed  change.  Our  notice 
of  proposed  rulemaking  proposed  to 
shorten  this  45  day  period  to  30  days, 
thereby  complying  with  our  interpreta¬ 
tion  of  Indiana  &  Michigan. 

Comments  filed  which  addressed  this 
point  expressed  the  opinion  that  the  In¬ 
diana  &  Michigan  decision  did  not  apply 
to  Regulations  under  section  4(d)  of 
the  Natural  Gas  Act  and  that  even  if 
Indiana  &  Michigan  did  govern  the  filing 
requirements  under  the  Natural  Gas  Act 
the  holding  of  the  case  would  only  pre¬ 
clude  the  Commission  from  requiring 
more  than  30  days’  notice  of  a  rate 
change.  A  number  of  those  pipelines  and 
distributors  filing  commente  asserted 
that  the  tracking  provisions  of  §  154.38 
(d)  (4)  (V)  and  §  154.38(d)  (5)  (ii)  (e)  pro¬ 
vide  an  alternate  way  of  Increasing 
rates,  since  pipeline  companies  may  in¬ 
clude  such  rate  increase  components  in 
a  general  rate  case.  They  argue  therefore 
that  because  filing  pursuant  to  §  154.38 
(d)  is  totally  optional  the  Commission 
is  not  effectively  requiring  more  than  30 
days’  notice  and  Indiana  &  Michigan’s 
holding  is  inopposite. 

In  support  of  their  contention  that 
Indiana  &  Michigan,  a  case  directed  to 

’  Section  4(d)  of  the  Natural  Gas  Act  reads 
as  follows:  **Unless  the  Commission  otherwise 
orders,  no  change  shall  be  made  by  any  nat¬ 
ural  gas  company  in  any  such  rate,  eharge, 
claselficatlon,  or  service,  or  In  any  rule,  regu¬ 
lations,  or  contract  relating  thereto,  except 
after  thirty  days’  notice  to  the  Commission 
and  to  the  public.  Such  notice  shall  be  given 
by  filing  with  the  Commission  and  keeping 
open  for  public  inspection  new  schedules 
stating  plainly  the  change  or  changes  to  be 
made  in  the  schedule  or  schedules  then  in 
force  and  the  time  when  the  change  or 
changes  will  go  into  effect.  The  Commission, 
for  good  pause  shown,  ntiay  allow  changes  to 
take  effect  without  requiring  the  thirty  days’ 
notice  herein  provided  for  by  an  order  spMl- 
fylng  the  changes  so  to  be  made  and  the  time 
when  they  shall  take  effect  and  the  manner 
In  which  they  shall  be  filed  and  pubUshed.** 
(16  U.S.C.  717c  (d) ) 


the  Federal  Power  Act,  does  not  apply 
to  section  4(d)  of  the  Natural  Gas  Act, 
those  commenters  in  opposition  to  the 
proposed  shortening  of  the  notice  period 
cite  the  Mobile  *,  Memphis  *,  and  Fladd  ** 
decisions,  in  Mobile,  the  Supreme  Court, 
looking  at  section  4(d)  of  the  Natural 
Gas  Act,  stated: 

Changes  in  previously  filed  rates  or  con¬ 
tracts  must  be  filed  with  the  Commission  at 
least  80  days  before  they  are  to  go  into  effect, 
(at  888) 

and  further: 

In  addition,  section  4(d)  imposes  the  fur¬ 
ther  requirement  that  the  changes  be  filed  at 
least  30  days  before  they  are  to  go  into  ef¬ 
fect.  (at  342) 

In  Memphis,  the  Court,  when  address¬ 
ing  itself  to  Congress’  concern  about  gas 
companies  getting  proper  and  adc^piate 
financing  found  that  this  was  taken  into 
account  in  the  regulatory  scheme: 

•  •  •  by  providing  in  section  4  for  the 
earliest  effectuation  of  contractually  author¬ 
ized  or  otherwise  permissible  rate  changes 
consistent  with  appropriate  Commission  re¬ 
view.  (at  114) 

’These  extracts  from  Supreme  Court 
opinicHis  were  pointed  to  as  authority 
that  the  Commission,  under  the  Natural 
Gas  Act,  does  indeed  have  the  authority 
to  require  notice  exceeding  30  days.  A 
review  of  these  cases  does  not  convince 
us  that  the  Supreme  Comt  found  that 
the  Commission  can  lawfully  require  no¬ 
tice  exceeding  30  days.  Indeed  in  neither 
of  these  proceedings  was  the  Court  faced 
with  this  issue.  Rather  the  Court  wa8 
addressing  the  pipeline  company’s  obli¬ 
gation  to  file  notice  of  rate  changes  with 
the  Commission.  The  Court,  in  conclud¬ 
ing  that  the  notice  requirement  was  quite 
separate  from  the  Commission’s  approval 
or  suspension  power,  pointed  out  that  the 
Company  must  give  at  least  30  days’  no¬ 
tice  of  any  proposed  change.  ’The  com¬ 
pany  may,  therefore,  voluntarily  choose 
to  give  more  than  30  days’  notice.  ’This 
issue  is  certainly  not  the  same  issue  that 
faced  the  Circuit  Court  in  Indiana  & 
Michigan.  In  Indiana  &  Mlchig^  the 
question  to  be  addressed  was  whether 
the  Commission  had  the  authority  to  re¬ 
quire  notice  exceeding  30  days,  a  question 
totaUy  distinct  from  what  a  company’s 
statutory  obligation  is. 

The  Placid  **  case  has  additionally  been 
cited  as  support  for  the  contention  that 
the  Commission  may  require  mmre  than 
30  days’  notice  for  a  rate  change.  As 
pointed  out  in  our  notice  of  proposed 


■United  Gas  F4>eline  Oo.  v.  MobUe  Gas 
Service  CkSHP.,  360  UJ3.  332  (1966). 

•  United  Gas  Pipeline  Oo.  v.  Memphis  Light, 
Gaa  and  Water  Division,  368  UjS.  103  (1868). 

■•Placid  Oil  Company  v.  FPX!.,  483  F.  3d 
880  (6th  Cir.  1973). 

■■  Supra,  note  10. 
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rulemaking,  the  facts  of  that  case  in¬ 
volve  a  settlement  proposal  and  not  an 
outright  notice  requirement  initiated  by 
the  Commission.  We  therefore  do  not 
!and  Placid  dispositive  of  the  question  of 
our  authority  to  require  a  notice  period 
exceeding  30  days. 

Section  4(d)  of  the  Natural  Gas  Act 
Itself  does  not  clarify  our  authority.  Sec¬ 
tion  4(d)  does  indeed  state  that  no 
change  shall  be  made  except  after  thirty 
days’  notice  “[ulnless  the  Commission 
otherwise  orders.”  However  the  Section 
further  incorporates  an  acceleration 
clause  which  permits  the  Commission, 
after  good  cause  is  shown,  to  permit  rate 
changes  to  go  into  effect  without  a  full 
30  days’  notice.  Read  together  in  the 
same  context  that  “unless  the  Commis¬ 
sion  otherwise  orders”  clause  appears  to 
refer  to  and  to  incorporate  the  accelera¬ 
tion  clause.  Indeed  it  was  this  precise 
language  that  the  Court  in  Indiana  & 
Michigan  was  concerned  with.  It  was  the 
precise  language  to  which  the  Court  con¬ 
cluded  that  “[tlhirty  days  Is  the  maxi- 
miun  a  utility  can  be  compelled  to  wait 
from  the  time  it  files  its  rate  changes 
imtil  the  date  the  changes  take  effect 
unless  the  Commission  properly  exercise 
its  suspension  power.”  “ 

The  statutory  language  here  inter¬ 
preted  by  the  Court  is  identical  to  the 
language  in  section  4(d)  of  the  Natural 
Gas  Act.  The  Natural  Gas  Act  cases  cited 
by  the  commentors  do  not,  we  think,  re¬ 
quire  a  different  result  than  that  in 
Indiana  &  Michigan.  Accordingly,  we  re¬ 
affirm  our  opinion  that  Indiana  &  Mich¬ 
igan  precludes  this  Commission,  due  to 
the  ^^tutory  limitation  provided  for  in 
section  4  of  the  Natural  Gas  Act,  from 
requiring  any  notice  period  exceeding  30 
days  for  filing  of  proposed  rate  changes. 

As  a  number  of  the  commentors  have 
expressed,  it  is  true  that  a  pipeline  need 
not  utilize  these  tracking  provisions  to 
Implement  rate  increases  but  may  choose 
to  effect  the  same  changes  via  complying 
with  the  full  filing  requirements  which  do 
Include  a  thirty-day  notice  period.  This 
alternate  route  does  not,  we  think,  re¬ 
move  these  provisions  from  the  strictures 
of  the  Court’s  finding  in  the  Indiana  & 
Michigan  case.  Both  §§  154.38(d)  (4)  (v) 
and  154.38(d)  (5)  (ii)  (e)  were  promul¬ 
gated  and  made  part  of  oiu:  regulations 
pursuant  to  our  authority  imder  sections 
4  and  16  of  the  Natural  Gas  Act."  These 
regulations  must  therefore  conform  to 
the  requirements  of  section  4  which  is 
identicid  to  section  205  of  the  Federal 
Power  Act.  The  Indiana  &  Michigan  opin¬ 
ion  firmly  held  that  section  205  of  the 
Federal  Power  Act  precluded  the  pro¬ 
mulgation  of  a  regulation  which  required 
notice  in  excess  of  the  statutory  30  days. 
We  are  convinced  this  finding  is  equally 
applicable  to  ovur  regulations  under  sec¬ 
tion  4  of  the  Natural  Gas  Act,  regardless 
of  whether  another  conforming  regula¬ 
tion  can  be  found  to  implement  the  re¬ 
quested  rate  relief. 


»  502  F.  2<rat  341. 

”See  Order  Koe.  462  and  462-A,  47  FPC 
1049  (1972),  47  FPC  1610  (1972),  and  Order 
Mo.  483, 49  FPC  1054  (1973) . 


Because  any  pipeline  which  chooses 
to  track  increase  costs  associated  with 
purchased  gas.and  research  and  develop¬ 
ment  expenditures  under  S5  154.38(d)  (4) 
(V)  and  154.38(d)  (5)  (ii)  (e)  are  presently 
required  to  give  notice  in  excess  of  the 
statutory  30  days  in  conti^vention  of 
section  4  of  the  Natural  Gas  Act,  we  shall 
amend  those  sections  by  reducing  the  45 
day  notice  period  to  30  days,  as  herein¬ 
after  ordered. 

?  154.64(c)  (4) 

In  our  proposed  rulemaking  of  October 
9,  1974,  we  further  proposed  to  amend 
§  154.63(c)(4)  of  our  regulations  by  de¬ 
leting  the  “curing  period”  opportunity  if 
a  pipeline’s  filing  is  found  to  be  deficient 
when  filed  with  45  days’  notice.  We  there¬ 
fore  stated  our  rationale  as  follows : 

We  believe  that  the  Indiana  &  Michigan 
decision  is  broad  enough  to  further  cast 
doubt  on  our  authority  to  require  a  45-day 
notice  period  under  §  164.63(c)  (4)  in  order 
for  a  pipeline  to  b^  permitted  a  15-day  pe¬ 
riod  to  cure  a  deficiency  upon  notice  of  that 
deficiency.  Moreover  It  has  become  Incieas- 
ingly  clear  to  us  that  the  administrative  dif¬ 
ficulties  inherent  in  that  provision  require 
the  deletion  of  a  curing  period.  Because  a 
pipeline  company’s  filing  is  often  voluminous 
an  in-depth  analysis  by  the  Commission  staff 
to  determine  if  a  filing  is  deficient  may  take 
more  than  three  weeks.  If  a  company  then 
does  not  file  the  material  necessary  to  cure 
the  deficiency  until  the  fifteenth  day  of  its 
curing  period,  the  Staff  does  not  have  ade¬ 
quate  time  to  investigate  whether  the  com¬ 
pany’s  subsequent  filing  is  sufficient  before 
the  increase  goes  into  effect  by  operation  of 
law.  Because  of  the  inability  to  insure  the 
protection  of  the  public  Interest  in  all  cases 
and  the  doubt  cast  upon  this  section  by  In¬ 
diana  &  Michigan  we  propose  therefore  to 
also  amend  S  164.63. 

A  number  of  commenters  pointed  out 
that  the  45-day  notice  period  with  the 
curing  period  was  a  tota^  optional  pro- 
eedure  and  that  the  Indiana  and  Michi¬ 
gan  case  was  inapplicable.  We  need  not 
decide  here  whether  that  case  requires  us 
to  reduce  the  notice  period  since  we  shall 
reduce  the  notice  period  and  eliminate 
the  curing  period  on  the  grounds  of  ad¬ 
ministrative  convenience. 

Our  proposal  to  reduce  the  notice  pe¬ 
riod  in  this  section  was  not  based  solely 
on  the  interpretation  of  Indiana  &  Mlc'hi- 
gan,  but  also  on  the  ground  that  the  45- 
day  notice  period  with  an  opportunity  to 
cure  a  filing  deficiency  often  created  an 
administrative  difficulty  in  not  providing 
our  Staff  with  sufficient  time  to  analyze  a 
filing  prior  to  the  date  it  would  go  into 
effect  by  operation  of  law.  We  take  notice 
that  the  burden  so  placed  on  the  Staff 
has  been  increasing  in  recent  years  since 
many  pipelines  have  filed  more  frequent 
major  rate  increase  applications.  It  is 
therefore  our  opinion  that  the  public  in¬ 
terest  is  not  furthered  by  the  45  day  no¬ 
tice  proviso  in  §  154.63(c)  (4)  and  we  shall 
therefore  amend  that  section  to  delete 
this  provision.  We  are  cognizant  that 
much  time  and  effort  are  dedicated  in  the 
preparation  of  a  pipeline’s  major  rate 
Increase  application  and  that  the  loss  of 
an  originally  requested  effective  date,  due 
to  a  finding  that  the  filing  is  deficient, 
may  place  scane  hardship  on  the  pipeline. 
However,  we  are  of  the  opinion  that  our 


filing  regulaticms  are  sufficiently  clear, 
and  the  pipelines  subject  to  our  jurisdic¬ 
tion  possess  sufficient  familiarity  with 
them  that  major  d^ciencies  can  and 
should  be  avoided.  Furthermore,  in  bal¬ 
ancing  this  likelihood  against  the  likeli¬ 
hood  of  the  Commissicai  Staff’s  inability 
to  sufficiently  anal3^e  a  filing  we  believe 
the  public  interest  requires  us  to  amend 
our  regulations  in  an  attempt  to  alleviate 
the  possibility  of  the  latter. 

We  shall  therefore  amend  §  154.63(c) 
(4)  of  our  regulations,  as  hereinafter  or¬ 
dered,  by  deleting  the  provision  for  a  15- 
day  period  in  which  to  cure  a  deficient 
rate  increase  application  if  such  proposed 
rate  increase  were  filed  45  days  prior  to 
its  proposed  effective  date. 

The  Commission  finds.  (1)  The  amend¬ 
ments  to  §  154.38(d)  (4)  (V),  154.38(d)  (5) 
(ii)(e),  and  154.63(c)(4)  of  the  Com¬ 
mission’s  regulations  imder  the  Natural 
Gas  Act  as  hereinbefore  described  are 
necessary  and  appropriate  for  the  ad¬ 
ministration  of  the  Natural  Gas  Act. 

(2)  The  notice  and  opportunity  to  par¬ 
ticipate  in  this  rulemaking  by  submis¬ 
sion  in  writing  of  data,  views  and  com¬ 
ments  in  the  manner  described  above  are 
consistent  and  in  accordance  with  the 
procedural  requirements  of  section  553  of 
Title  5  of  the  United  States  Code. 

The  Commission,  acting  pursuant  to 
the  provisions  of  the  Natural  Gas  Act,  as 
amended,  particularly  section  16  thereof 
(52  Stat.  830,  15  U.S.C.  717o) orders.’ 

(A)  Sections  154.38(d)  (4)  (v)  and  154.- 
38(d)  (5)  (ii)  (e)  of  the  Commission’s  reg¬ 
ulations  under  the  Natural  Gas  Act  (Title 
18,  Chapter  I  of  the  Code  of  Federal  Reg¬ 
ulations)  are  hereby  amended,  effective 
upon  issuance  of  this  order,  by  changing 
the  45  day  notice  requirements  contained 
therein  to  30  day  notice  requirements. 
Sections  154.38(d)  (4)  (v)  and  154.S8(d) 
(5)  (ii)  (e)  of  the  regulations  Under  the 
Natural  Gas  Act  shall  read  as  follows: 

§  154.38  Compoeition  of  rate  schedule. 
*  •  «  •  * 

(d)  Statement  of  rate.  •  *  * 

(4)  .  *  * 

(v)  The  company  shall  file  with  the 
Conunission  and  post  pursuant  to  §  154.- 
16  at  least  (30)  days  prior  to  the  date  on 
which  any  change(s)  in  its  existing  rates 
is  to  become  effective,  a  single  tariff 
sheet,  entitled  Original  PGA-1,  which 
contains  the  information  in  the  margins 
as  set  out  and  required  in  §  154.33(d)  and 
which  shows  the  following: 

Notice  of  purehated  ga$  eo»t  adjttHmerU  re  thange  at 


Rate  Base  Current  Cumulative  Rate  after 
sched-  tiirlft  adjust-  adjustment  current 

ule  rate  •  ment  adjustment 


»  The  base  tariff  rate  Is  the  effective  rate  on  file  with 
the  Commi.ssion  excluding  adjustments  effected  pur¬ 
suant  to  a  PUA  clause. 

Simultaneously  with  the  filing  of  the 
above  described  tariff  sheet,  the  company 
shall  furnish  the  Commission,  Jurisdic¬ 
tional  customers,  and  interested  state 
commissions  a  report  containing  detailed 
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computations  which  clesu'ly  show  the 
derivation  of  the  Current  A^ustment  to 
be  applied  to  its  existing  rates.  Exhibit  A 
hereto  details  the  information  which  is 
necessary  for  the  Conunisslon  to  v«lfy 
the  accuracy  of  the  proposed  adjustment. 

In  the  event  the  material  submitted  is 
deficient,  the  company  will  be  notified  of 
the  deficiencies.  No  filing  date  will  be 
assigned  until  the  deficiencies  are  elimi¬ 
nated. 

*  «  •  •  • 

(5>  *  *  • 

(ii)  *  *  • 

(e)  Any  tariff  filing  made  by  the  com¬ 
pany  to  increase  its  rates  to  its  custom¬ 
ers  shall  meet  the  notice  requirements  of 
§  154.22,  which  provide,  in  pertinent  part, 
that  the  filing  be  filed  with  the  Commis¬ 
sion  and  posted  (as  defined  in  S  154.16) 
at  least  30  days  prior  to  the  date  on  which 
any  change(s)  in  its  existing  rates  is  to 
become  effective.  Simultaneously  with 
the  above  filing,  the  company  shall  fur¬ 
nish  the  Commission,  jurisdictional  cus¬ 
tomers,  and  interested  State  Commissions 
a  report  containing  detailed  computa¬ 
tions  which  clearly  show  the  derivation 
of  the  proposed  rate  adjustment.  The  ef¬ 
fect  upon  jurisdictional  rates  shall  be  de¬ 
termined  by  computing  the  unit  change 
(either  increase  or  decrease)  based  upon 
jurisdictional  sales  volumes  for  the  12- 
month  period  ending  3  months  prior  to 
the  proposed  rate  adjustment.  Any 
R.  &  D.  expenditure  for  which  the  com¬ 
pany  has  been  allowed  to  track  by  other 
r^ulatory  body  shall  be  clearly  desig¬ 
nated  and  treated  in  such  a  manner  so  as 
to  avoid  double  recovery.  Each  rate  ad¬ 
justment  shall  become  effective  on  the 
proposed  effective  date  without  suspen¬ 
sion  provided  that  any  rate  increase  shall 
be  subject  to  reduction  and  refimd  of  any 
portion  found  sffter  hearing  to  be  unjusti¬ 
fied  by  a  final  and  nonappealsUole  Com¬ 
mission  order. 

•  •  *  •  * 

(B)  Section  154.63(c)(4)  of  the  Com¬ 
mission’s  regulations  Under  the  Natural 
Gas  Act  (Title  18,  Chapter  I  of  the  Code 
of  Federal  Relations)  is  hereby 
amended,  effective  upon  Issuance  of  this 
order  by  deleting  the  proviso  in  that  sec¬ 
tion.  Section  154.63(c)  (4)  of  the  Com¬ 
mission’s  regulations  Under  the  Natural 
Gas  Act  shall  read  in  its  entirety  as 
follows: 

§  154.63  Changes  in  a  tariff,  executed 
service  agreement  or  part  thereof. 

«  «  «  •  • 

(c)  Submission  and  rejection.  *  •  • 

(4)  Rejection  for  noncompliance. 
Where  the  data  submitted  in  compliance 
with  paragraph  (b)  of  this  section  do 
not  comply  with  the  requirements  of  the 
rules  and  regulations,  the  rate  filing  is 
subject  to  rejection. 

•  •  •  *  • 

(C)  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Fxoxbal  RxGisTn. 

By  the  Commission. 

[seal]  Kenmeth  F.  Plowb, 

Secretmrif. 

(FB  Doe?ni-W8M  Filed  •-t8-75:S:45  am] 


[Docket  No.  BM7(i-a8;  Order  No.  534] 

PART  3— ORGANIZATION;  OPERATION; 
INFORMATION  AND  REQUESTS;  MIS¬ 
CELLANEOUS  CHARGE  ETHICAL 
STANDARDS 

PART  260— STATEMENTS  AND 
REPORTS  (SCHEDULES) 

Statements  and  Reports 

Septeicbek  15,  1975. 
Action  by  the  Fedmil  Power  Commis- 
sicm  In  Coordination  With  The  Federal 
Energy  Administration  And  The  Bureau 
of  Mines  Prescribing  a  reporting  form  for 
underground  natural  gas  storage  In  the 
United  States. 

By  notice  issued  June  16,  1975,  and 
published  in  the  Federal  Register  on 
Jrnie  24,  1975,  at  40  FR  26569  in  Docket 
No.  RM75-28  pursuant  to  section  553  of 
’Title  5  of  the  UB.  Code  and  sections  8, 
10,  14, 15,  and  16  of  the  Natural  Gas  Act 
as  amended  (52  Stat.  825,  826,  828,  829, 
830;  76  Stat.  72;  15  U.S.C.  717g,  7171, 
717m,  717n,  717o) ,  the  Commission  pro¬ 
posed  to  amend  §  260.11  of  Part  260, 
Subchapter  G  of  Chapter  I,  Title  18  of  the 
Code  of  Federal  Reflations  to  provide 
for  the  promulgation  of  a  revlsf  FPC 
Form  No.  8,  Underground  Gas  Storage 
Report,  'to  be  filed  by  all  companies  sub¬ 
ject  to  FPC  jurisdiction  that  own,  oper¬ 
ate,  or  lease  undergromad  natural  gas 
storage  fields  in  the  United  States. 

It  was  proposed  that  the  FPC  Form 
No.  8  currently  in  use  be  revised  to  ac¬ 
commodate  the  needs  of  the  Federal  En¬ 
ergy  Administration  (FEIA)  and  the  Bu¬ 
reau  of  Mines  (BOM)  as  part  of  a  joint 
cooperative  effort  in  obtaining  informa¬ 
tion  on  our  nation’s  natural  gas  storage 
supplies.  Accordingly,  the  Commission 
proposed  a  revised  FTC  Form  No.  8  ccm- 
sistlng  of  three  parts:  Part  I  was  to  in¬ 
clude  information  to  identify  the  re¬ 
spondents.  Part  n  included  Information 
concerning  actual  volumes  of  injections 
and  withdrawals  of  natural  gas  in  stor¬ 
age  reservoirs  including  actual  volumes 
of  respondent’s  gas  in  its  own  reservoirs, 
customers’  gas  in  reservoirs  operated  by 
respondent,  and  respondent’s  gas  in  res¬ 
ervoirs  operated  by  others.  Part  n  also 
was  to  include  information  concerning 
reservoirs  in  a  “devel(H)nieiital’’  stage. 
Part  m  was  to  include  the  name,  loca- 
ticm  and  capacity  of  both  actu^  and 
proposed  underground  gas  storage  reser¬ 
voirs. 

In  the  interim  period  following  issu¬ 
ance  of  the  notice  of  proposed  revision  to 
FPC  Form  No.  8,  the  Staff  of  the  Bureau 
of  Natural  Gas  of  the  Commission  has 
reviewed  ccmments  filed  by  various  com¬ 
panies  and  organizations  affected  by  the 
revised  form  and  has  taken  part  in  in¬ 
formal  discussions  held  with  the  FEIA 
and  the  BOM  as  part  of  this  cooperative 
effort. 

Felmont  Oil  Company  (Feimont) ,  In¬ 
terstate  Natural  Gas  Association  of 
America  (INGAA) ,  Michigan  Wisconsin 
Pipeline  Company  (Michigan  Wiscon¬ 
sin),  Natural  Gas  Pipeline  Ccunpany  of 
America  (Natural),  Panhandle  Eastern 
Pipeline  Company  (Panhandle)  and 
Panhandle’s  afOllate,  ’Tnmkllne  Gas 
Company  (Trunkline),  all  filed  ccmil- 
ments  ixior  to  July  11,  1975.  Illinois 


Power  Ccanpany  (Illinois  Power)  and  the 
American  Gas  Assooiaticm  (AGA)  filed 
comments  late,  but  they  were  considered 
by  the  commission  in  its  decision  to  re¬ 
vise  FPG  Form  No.  8  from  that  previ¬ 
ously  proposed. 

In  its  comments  filed  herein.  Felmont 
states  that  for  organizational  purposes  it 
is  divided  into  two  principal  divisions — 
an  Oil  and  Gas  Division,  and  a  Chemical 
Division.  On  the  basis  of  sales  of  natural 
gas  made  as  a  producer  by  its  Oil  and 
Gas  Division  to  interstate  pipelines,  Fel¬ 
mont  is  a  “natural-gas  company’’  as  de¬ 
fined  by  the  Natural  Gas  Act.  Separate 
and  apart  from  the  activities  of  the  Oil 
and  Gas  Division,  F^mont’s  Chemical 
Division  buUt  and  now  operates  an  am¬ 
monia  plant  located  in  Glean,  New  York, 
and  is  connected  to  a  gas  storage  facility 
in  Allegheny  State  Park  of  New  York, 
fifteen  miles  from  the  ammonia  plant. 
Felmont  protests  filing  a  Form  No.  8  for 
this  gas  storage  field  and  requests  that 
the  Commission  clearly  indicate  that 
local  storage  fields  unrelated  to  a  natural 
gas  company’s  jurisdictional  activities 
are  excluded  from  the  storage  field  re¬ 
porting  program. 

Felmont  avers  that  such  a  report4ng 
requirement  would  imduly  burden  it 
without  any  benefit  to  the  Commission. 
We  disagree.  ’The  FELA  and  the  BOM 
have  expressed  a  desire  to  receive  this 
type  of  informatiem  in  order  to  be  able 
to  assess  the  total  amount  of  storage  gas 
in  the  United  States.  As  part  of  this  co¬ 
operative  effort,  it  is  the  Commission’s 
duty  to  obtain  this  important  informa¬ 
tion  from  all  jurisdictional  entities.  No 
single  entity  ^ould  be  permitted  to  be 
sheltered  from  the  requiremoit  of  re¬ 
porting  such  information  by  raising  an 
internal  corporate  veil.  In  addition,  it  is 
clearly  no  greater  burden  on  Felmont  to 
file  this  informatiem  with  the  FE*C  rather 
than  with  the  FEA. 

Felmont  also  contends  that  the  Com¬ 
mission  is  without  statutory  authority 
citing  section  Kb)  of  the  Natural  Gas 
Act,  to  compel  Felmont  to  file  the  re¬ 
vised  FPC  Form  No.  8  in  this  case.  We 
again  disagree.  Felmont  overloc^  the 
Commission’s  broad  report  and  investi¬ 
gation  powers  found  in  section  10  ^  of  the 
Natural  Gas  Act.  Section  10(a)  states: 

Every  natural-gas  company  shall  file  with 
the  Commission  such  annual  and  other  pe¬ 
riodic  of  special  reports  as  the  Commission 
may  by  rules  and  regulations  or  order  pre¬ 
scribe  as  necessary  or  appropriate  to  assist 
the  Cmnmlsslon  In  the  proper  administra¬ 
tion  of  this  act.  The  Commission  may  pre¬ 
scribe  the  manner  and  form  In  which  such 
reports  shall  be  made,  and  require  from  such 
natviral-gas  companies  specific  answers  to  all 
questions  ui>on  which  the  Commission  may 
need  information. 

’The  Commission’s  need  for  this  infor¬ 
mation  arises  from  both  its  obligatiiHi  to 
obtain  information  necessary  to  formu¬ 
lating  curtailment  policies  and  its  obli¬ 
gation  to  provide  such  information  to  the 
FEA  and  the  BOM  in  order  to  close  a 
gap  in  the  reporting  of  all  United  States 
underground  gas  storage. 

With  a  strong  need  thus  shown,  and 
backed  by  clear  legislative  authority 


^62  stat.  B26  (1938):  16  ITA.O.  7171. 


FEDERAL  REOISTBl,  VOL  40,  NO.  1 86— WEDNESDAY,  SEPTEMEER  24,  1975 


RULES  AND  REGULATIONS 


43893 


under  the  Natural  Gas  Act.  the  Commis¬ 
sion  Is  unrestricted  In  its  power  to  re¬ 
quire  this  information  of  Felmont. 
Clearly,  requiring  Felmont,  an  admit¬ 
tedly  Jurisdlcti(Hial  company,  to  file  an 
FPC  Form  No.  8.  w(nUd  not  cause  regu¬ 
lation  of  non-jurisdlctional  sales  or 
transportation  of  natural  gas,  as  Felmont 
contends  in  its  comments,  but  rather 
would  simply  be  a  means  of  obtaining 
information  from  a  Jurisdictional  com¬ 
pany  to  aid  in  the  regulation  of  curtail¬ 
ment  and  other  related  practices  of 
Jurisdictional  companies  and  to  fulfill 
an  obligation  of  inter-agency  coopera¬ 
tion  in  meeting  the  natural  gas  shortage 
that  our  nation  is  exi)eriencing.’  In  Order 
No.  521,*  the  Conunlssion  required  the 
production  of  data  concerning  non-juris- 
dictional  sales  from  Jurisdictional  com¬ 
panies  ot  be  filed  on  FPC  Form  No.  45. 
We  find  the  situation  here  to  be  sub¬ 
stantially  similar  and  therefore  conclude 
that  the  Commission  is  not  precluded 
from  requiring  Felmont  to  file  the  revised 
FPC  Form  No.  8  promulgated  herein.* 

In  their  comments  filed  herein,  Michi¬ 
gan  Wisconsin,  Natural,  and  Illinois 
Power,  assert  that  the  five-day  period 
allowed  after  the  first  day  or  fifteenth 
day  of  the  month  reporting  dates,  pre¬ 
scribed  by  the  Commission  for  filing 
Form  8,  is  inadequate.  Michigan  Wiscon¬ 
sin  avers  that  only  estimated  volumes 
can  be  made  within  five  days,  and  rec¬ 
ommends  extending  the  five-day  period 
to  at  least  ten  days  to  allow  the  filing  of 
factually  accurate  storage  data.  Natural 
suggests  forty-five  days  as  a  reasonable 
period  to  file  within. 

The  five-day  period  Is  presently  being 
used  without  dlflaculty  by  allowing  for 
the  reporting  of  estimates  that  are  ad¬ 
justed  to  actual  figures  in  subsequent 
filings.  We  Intend  to  continue  this  prac¬ 
tice.  The  revised  FPC  Form  No.  8  con¬ 
tains  a  provision  to  allow  respondents  to 
adjust  reported  estimates  to  actuals  just 
as  they  presently  do. 

Natural  further  asserts  that  it  is  im¬ 
possible  to  certify  to  the  accuracy  of  In¬ 
formation  filed  within  five  days  of  the 


*  See  Federal  Power  Commission  v.  Louisi¬ 
ana  Power  &  Light  Co.,  406  U.S.  621  (1972). 

*  Investigation  of  Rates  Charged  For  Non- 
Jurlsdlctlonal  Sales  of  Natural  Gas  By 
Natural  Gas  Companies  Subject  to  The 
Jurisdiction  Of  The  Federal  Power  Commis¬ 
sion,  Docket  No.  RM74-12  (Issued  January  9, 
1976). 

*  See  Conway  Corp.  v.  Federal  Power  Qom- 
mlssion,  U.S.  App.  D.C.  Reports,  slip  at  133 
(AprU  4,  1975)  wherein  the  Court  of  Appeals 
of  the  District  of  Columbia  Circuit  cited 
Panhandle  Eastern  Pipe  Line  Co.  v.  Federal 
Power 'CcMnmlsslon,  342  U.S.  635  (1945),  in- 
.terpretlng  section  5(a)  of  the  Natural  Gas 
Act,  for  the  following  proposition: 

That  case  is  distinguishable,  to  be  sure, 
but  the  underlying  principle  is  one  that  per¬ 
mits  the  FPC  to  consider  matters  which 
would  be  completely  non-Jurlsdictlonal  taken 
by  themselves,  but  are  appropriate  for  con¬ 
sideration  when  germane  to  the  meaningful 
execution  of  a  Jurisdictional  function. 

See  also  Cities  Service  Gas  Co.  v.  Federal 
Power  Commission,  424  F.  2d  411,  418  (10th 
Cir.  1969). 


reporting  dates.  Natural  suggests  that 
the  following  certification  be  employed: 

I  certify  that  the  Information  submitted 
on  this  form  is  the  most  accurate  available  at 
this  time  to  the  best  of  my  knowledge. 

We  agree  that  the  above  statement  is 
a  more  accurate  certification  and 
therefore  have  incorporated  It  Into  the 
revised  PPG  Form  No.  8.  We  also  agree 
with ,  the  comments  of  INGAA,  with 
which  Panhandle  and  Trunkline  concur, 
that  the  certification  need  only  be  made 
by  an  authorized  or  responsible  official  of 
the  company  who  is  in  a  position  to 
certify  as  to  the  accuracy  of  the  infor¬ 
mation  submitted. 

In  their  comments  filed  herein, 
INGAA,  Panhandle.  Trunkline,  Michigan 
Wisconsin,  and  Natural  express  the 
need  for  clarification  of  reporting  cer¬ 
tain  reservoir  storage  details.  The  pro¬ 
posed  FPC  Form  No.  8  (Part  n  Gas 
Storage  Data)  include  a  column  entitled 
“Native  Gas  •  •  Michigan  Wisconsin 
contends  that  no  useful  purpose  is 
served  by  its  inclusion  and  recommends 
that  a  more  significant  breakdown  of 
base  gas  would  be  to  report  “Recover¬ 
able’*  and  ‘Non-Recoverable’’  volumes 
instead  of  “Native  Gas”.  Michigan  Wis¬ 
consin  also  recommends  that  “Reservoir 
Capacity”,  which  is  defined  as  “storage 
capacity  certificated  by  the  FPC”, 
should  be  redefined  since  certain  storage 
reservoirs  certified  by  the  Commission 
do  not  have  a  certificated  capacity  as 
such,  and  also  since  the  proposed 
form  is  to  be  utilized  by  the  Federal 
Energy  Administration  and  the  Bureau 
of  Mines  for  storage  reservoirs  not  certi¬ 
fied  by  the  Commission.  Michigan  Wis¬ 
consin  suggests  as  a  definition  of  Reser¬ 
voir  Capacity  “base  gas  plus  design  work¬ 
ing  storage  capacity”. 

Natmal  seeks  clarification  of  Sheet  1, 
Part  II  E  of  the  proposed  revised  FPC 
Form  No.  8  concerning  “Reservoirs  in 
Development  Stage”.  No  definition  of 
“Reservoirs  in  DevelofHnent  Stage”  was 
given  and  Natural  seeks  clarification  of 
at  what  point  a  reservoir  is  to  be 
considered  no  longer  in  the  development 
stage. 

In  addition,  INGAA,  Panhandle,  and 
Trunkline,  would  like  to  know  at  what 
point  in  time  reservoirs  become  “Pro¬ 
posed  Reservoirs”.  INGAA  suggests  strik¬ 
ing  the  entire  section  in  Part  EH  of  the 
initially  proposed  form  or  alternatively 
defining  a  “Proposed  Reservoir”  as  one 
for  which  a  certificate  application  has 
actually  been  filed  with  the  Commission. 

The  reporting  of  “Native  Gas”  as  de¬ 
fined  is  a  detail  desired  by  the  BOM  and 
should  be  retained  in  the  form.  “Reser¬ 
voir  Capacity”  has  been  redefined  in 
the  revised  form  to  accoimt  for  any  rare 
cases  where  certificated  capacity  is  not 
available.  “Reservoirs  in  Development 
Stage”  have  been  redefined  in  the  revised 
form  to  specify  that  a  reservoir  is  no 
longer  in  the  develc^iment  stage  when 
withdrawals  for  regtUar  authorized  serv¬ 
ice  have  commenced. 

“Proposed  Reservoirs”  Is  no  longer 
considered  essential  after  due  recon¬ 


sideration  by  the  Bureau  of  Natural  Gas. 
ttie  FEA,  and  the  BOM,  and  there¬ 
fore  has  been  eliminated  from  the  re¬ 
vised  form. 

In  addition  to  the  changes  iN^evlously 
noted,  the  revised  FPC  Form  No.  8  has 
been  altered  to  allow  for  a  more  ex¬ 
panded  reporting  of  the  name,  location, 
and  capacity  of  underground  storage 
reservoirs.  Tills  information,  to  be  pro¬ 
vided  in  Parts  IV  and  V  of  the  revised 
form,  is  required  only  on  the  Initial  re¬ 
port  with  any  changes  or  additions  to  be 
reported  on  subsequent  submissions. 

Parts  VI  and  vn  have  been  added  to 
provide  a  breakdown  of  co-ownership  in¬ 
terests.  Only  the  operator  of  the  storage 
field  will  now  be  required  to  file  FPC 
Form  No.  8  and  Parts  VI  and  VJJ  are 
required  to  be  submitted  only  upon  ini¬ 
tially  filing  FPC  Form  No.  8  and  there¬ 
after  only  when  changes  or  additions  are 
necessary.  In  this  manner,  the  total  re¬ 
porting  burden  caused  by  the  revised 
FPC  Form  No.  8,  shall  be  reduced  sub¬ 
stantially.  General  instructions  for  com¬ 
pleting  FPC  Form  No.  8  are  included  in 
Appendix  A  attached  hereto.* 

As  indicated  in  our  notice  of  proposed 
rulemaking  issued  June  16,  1975,  in  this 
docket,  this  is  a  cooperative  effort  on  the 
part  of  the  FPC.  the  PEA,  and  the  BOM, 
The  FEA,  in  line  with  its  obligation  to 
begin  compiling  natural  gas  storage  in¬ 
formation  on  a  national  scale,  has  ex¬ 
pressed  concern  over  the  need  to  obtain 
this  information  far  enough  in  advance 
of  the  coming  winter  heating  season  to 
be  able  to  timely  coordinate  a  national 
energy  program  to  avert  serious  nation¬ 
wide  curtailments  of  natural  gas.  There¬ 
fore.  we  find  that  it  is  imperative  that 
resp>ondents  provide  the  information 
sought  in  the  revised  FPC  Form  No.  8  as 
quickly  as  possible.  Accordingly,  we  shall 
require  all  respondents  to  file  the  revised 
FPC  Form  No.  8  within  the  five-day  pe¬ 
riod  following  October  1,  1975.  The  FEA 
will  be  seeking  GAO  approval  of  a  sub¬ 
stantially  similar  form  that  will  elicit 
identical  lnform£ytion  from  entities  not 
subject  to  the  Jurisdiction  of  the  (Com¬ 
mission.  A  copy  of  each  FPC  Form  No.  8 
filed  with  the  Commission  will  be  rou¬ 
tinely  sent  to  the  FEA  and  to  the  BOM. 

The  amendments  to  Parts  HI  and  260 
of  Title  18,  Code  of  Federal  Regulations 
and  FPC  Form  No.  8  are  hereby  issued 
imder  the  authority  granted  the  Com¬ 
mission  by  the  Natural  Gas  Act,  as 
amended,  particularly  sections  8.  10.  14, 
15,  and  16  (52  Stat.  825,  826,  828,  829, 
830;  76  Stat.  72;  15  U.S.C.  717g,  7171, 
717m,  717n.  717o). 

The  Commission  finds.  (1)  The  hotice 
and  opportunity  to  participate  in  this 
rulemaking  are  consistent  and  in  accord¬ 
ance  with  the  procedural  requlrments 
prescribed  by  5  U.S.C.  553. 

(2)  (3ood  cause  exists  that  the  amend¬ 
ments  herein  adopted  become  effective 
upon  issuance  of  this  order. 

(3)  AdcH^tion  of  the  amendments 
hereinafter  set  forth  are  necesKury  and 


*  Filed  as  part  of  the  (uiglnal  document. 
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appropriate  for  carrying  out  Um  pro?!- 
8ions  of  the  Natural  Gas  Act  and  44 
U^.C;  3501. 

The  Commission,  acting  pursuant  to 
the  proTlslons  of  the  Natural  Gas  Act,  as 
amended,  particularly  secttens  8,  10,  14, 

15,  and  16  (15  U5.C.  717g,  7171,  717m, 
717n,  T17o)  orders: 

(A)  Section  3.170  of  Part  m.  Orga¬ 
nization;  operation;  Information  and 
requests;  miscellaneous  charges;  ethical 
standards;  Subchapter  A.  Chapter  I,  Title 
18  of  the  Code  of  Federal  Regtilations  is 
revised,  effective  as  of  tiie  date  of  issu¬ 
ance  of  this  order,  to  read  as  follows: 

§  S.170  Approved  forms,  etc. 

(a)  The  following  is  a  list  of  approved 
forms,  statements,  and  reports,  under  the 
Natural  Gas  Act,  descriptions  of  which 
have  been  published  in  Subchapter  O, 
Parts  250  and  260  of  this  chapter. 

•  •  •  •  • 

(  )  Form  No.  8,  Underground  Gas  Stor¬ 
age  Report  ({  260.11  at  Oils  chapter.). 

•  •  •  •  • 

(B)  Effective  upon  issuance  of  this 
order.  Part  260,  Subchapter  O,  CHiapter 
I,  Title  18  of  the  Ckxle  of  Federal  Regu¬ 
lations  is  amended  by  revising  {  206.11 
prescribing  a  revised  WC  Form  No.  8, 
Underground  Gas  Storage  Report,  in  the 
form  set  forth  in  Appendix  A  hereto,  to 
read  as  follows: 

§  260.11  Form  No.  8,  Underground  Gm 

Storage  Report. 

(a)  The  Form  of  Underground  Gas 
Storage  Report  as  PPC  Form  No.  8,  Is 
prescribed. 

(b)  Each  person  found  by  the  C(mi- 
mission  to  be  a  nsiturid  gas  cotmxmy  as 
defined  by  the  Natural  Gas  Act,  as 
am^ded.  52  Stat.  821,  Including  a  juris- 
dichonal  affiliate  as  defined  in  S  157.40 
(a)  (2)  of  the  Commission’s  regulations, 
that  op«*ates  an  underground  natural 
gas  storage  field  located  in  the  United 
States  shall  prepare  and  file  with  the 
Commission  an  original  and  four  copies 
of  Underground  Gas  Storage  Report.  FPC 
Form  No.  8,  within  five  days  of  October  1, 
1975,  and  thereafter  within  five  days  of 
the  following  dates:  the  first  and  fif¬ 
teenth  day  of  each  of  the  months  of  De¬ 
cember  through  March;  uid  the  first  day 
of  the  months  of  April  through  Novem¬ 
ber.  Parts  IV,  V,  VI  and  VH  (Sheet  Nos. 
2  and  3)  of  FPC  Form  No.  8  shall  only  be 
required  to  be  completed  upon  Initially 
filing  FPC  Form  No.  8,  and  thereafter 
whenever  any  changes  or  additions  of  in¬ 
formation  initially  reported  therein  are 
to  be  made. 

(C)  PPC  Form  No.  8,  relating  to  im- 
derground  natund  gas  storage  In  the 
United  States,  is  adopted  In  the  form  set 
forth  in  Appendix  A  hereto. 


(D)  The  Secretary  shall  cause  prompt 
pubUcatioQ  of  this  order  to  be  made  in 
the  Fxobbai.  Rsgistss. 

By  the  Ckxnmlsslon. 

[SEAL]  Kemuxth  F.  Pluhb, 

Secretary. 

[FBDOC.7S-26301  FUed  »-S8-76;8:46  am] 

Titie  19 — Customs  Duties 

CHAPTER  I— UNITED  STATES  CUSTOMS 
SERVICE,  DEPARTMENT  OF  THE 
TREASURY 

[TX).  75-234] 

PART  171~FINES,  PENALTIES,  AND 
FORFEITURES 

Voluntary  Disclosure  of  Violatiom  of 
Customs  Laws 

On  January  16,  1975,  Treasury  Deci¬ 
sion  75-21  was  published  in  the  Federal 
Register  (40  FR  2797)  amending  Sub¬ 
part  A  of  Pari  171  of  the  Customs  Regu¬ 
lations  to  set  forth,  among  other 
matters.  Customs  p<dicy  in  regard  to  vol- 
imtary  disclosures  of  certain  Customs 
violations.  Pursuant  to  that  policy,  if  it  is 
established  that  a  person  has  made  a 
truly  volimtary  disclosure  of  a  violation 
of  section  592,  Tariff  Act  of  1930,  as 
amended  (19  U.S.C.  1592),  which  may 
result  in  the  loss  of  revenue,  the  penalty 
assessable  with  respect  to  that  vloiatloa 
Is  mitigated,  upon  the  filing  ot  a  petition 
for  relief,  to  an  amount  not  exceeding 
the  total  loss  of  revenue,  provided  a  ten¬ 
der  of  the  actual  loss  of  revenhe  accom¬ 
panied  the  disclosure. 

Although  the  number  of  voluntary  dis¬ 
closures  of  Customs  violations  has  in¬ 
creased  since  the  publication  at  the  Cus¬ 
toms  policy  in  that  regard,  the  policy 
has  not  proven  to  be  as  effective  as  orig¬ 
inally  contemplated.  Hiis.  it  has  been 
determined,  is  due  to  the  technical  word¬ 
ing  of  the  voluntary  disclosure  criteria, 
as  set  forth  in  §  171.1(a)  (1)  of  the  Cus¬ 
toms  Regulations  (19  CTTt  171.1(a)  (D), 
which  requires  that  the  disclosure  be 
truly  volimtary  “and  not  prompted  by  a 
Customs  inquiry  *  *  This  wording 
requires  the  interpretation  and  applica¬ 
tion  of  subjective  criteria  whidl  do  not 
clearly  reflect  the  intention  of  the  Cus¬ 
toms  Service  to  treat  as  voluntary  those 
disclosures  of  violations  which  precede 
in  time  the  initiation  of  a  formal  investi¬ 
gation  of  the  transactions  Involving 
those  violations  by  the  Custmns  Service 
Office  of  Investigations.  It  is  Customs 
policy  to  encourage  the  disclosure  of  aich 
violations. 

Accordingly,  in  order  to  Implement  the 
Customs  voluntary  disclosiu^  policy  in 
accordance  with  its  original  objectives 
and  In  accordance  with  similar  policies 
which  have  been  historiccdly  recognized 
within  the  Departm^t  of  the  Treasiuy, 
S  171.1(a)  (1)  of  the  Customs  Regulatlmis 
(19  CFR  171.1(a)  (1) )  is  amended  to  read 
as  follows: 

§  171.1  Special  procedures  for  certain 
liabilities  incurred  under  section  592, 
Tariff  Act  of  1930,  as  amended. 

(a)  •  •  • 

(1)  Mitigation  of  statutory  liability.  If 
ai^roprlate  investi^atlicm  establishes  that 


no  (Customs  investigation  had  been  ini¬ 
tiated  with  respect  to  the  disclosed  In- 
formaUtm  prior  to  such  dlsclosiue,  the 
disclosure  shall  be  treated  as  volimtary 
for  purposes  of  this  paragraph.  For  pur¬ 
poses  of  this  subparagraph  an  InveeAi- 
gatlon  is  considered  to  be  initiated  with 
respect  to  disclosed  information: 

(i)  In  the  case  of  a  referral  by  an  im¬ 
port  specialist  or  other  CTustoms  officer  eff 
a  matter  Involving  the  disclosing  party 
emd  the  disclosed  inf (umation  for  inves¬ 
tigation  of  a  possible  violation  of  19 
U.S.C.  1592,  on  the  date  such  matter  was 
referred  to  the  Office  of  Investigations; 

(ii)  In  the  case  of  a  referral  by  an  im¬ 
port  specialist  or  other  Customs  officer 
of  a  request  for  value,  classification  or 
other  technical  investigation,  aa  the  date 
recorded  in  writing  by  an  Investigating 
agent  as  the  date  aa  which  he  discovered 
facts  and  circumstances  which  caused 
him  to  believe  that  the  possibility  of  a 
vlolaticm  of  19  U.S.C.  1592  existed  with 
respect  to  the  disclosing  party  and  ths 
disclosed  information; 

(ill)  In  the  case  of  an  Investigation 
prompted  by  an  individual  oth^  than  a 
CXistoms  officer  with  regard  to  the  dis¬ 
closing  party  and  the  disclosed  informa¬ 
tion,  on  the  date  recorded  on  the  Mono- 
randum  of  Informatloa  Received  by  the 
Office  of  Investigations  as  the  date  on 
which  such  information  was  rec^ved; 

(Iv)  m  the  case  of  an  ongoing  inves¬ 
tigation  of  a  possible  violation  of  19 
UJS.C.  1592  not  Involving  the  disclosing 
party  and  the  information  disidosed,  on 
the  date  recorded  in  writing  by  an  in¬ 
vestigating  agent  as  the  date  cm  which 
he  discovered  facts  and  circumstances 
which  caused  him  to  believe  that  the 
possibility  of  a  violatian  of  19  U.S.C.  1596 
existed  with  respect  to  the  disclosing 
party  and  the  disclosed  information; 

(T)  In  the  case  of  a  general  ongoing 
investigation  of  a  specific  class  of  goods 
or  industry,  on  the  date  recorded  by  the 
Office  of  Investigations  as  the  date  on 
which  it  determined  to  direct  its  Investi¬ 
gation  specifically  to  the  disclosing  party 
and  the  disclosed  information;  and 
(Vi)  In  all  other  cases,  on  the  date 
recorded  in  a  Report  of  Investigation  as 
the  date  on  which  an  Investigator  was 
assigned  to  investigate  possible  violations 
of  19  U.S.C.  1892  by  the  disclosing  party 
with  respect  to  the  disclosed  Information. 

Although  a  notice  of  penalty  shall  be  Is¬ 
sued  with  respect  to  a  disclosed  violation, 
as  required  by  law,  it  shall  be  the  estab¬ 
lished  policy  of  the  Customs  Senrloe, 
upon  the  filing  of  a  petition  for  relief 
from  such  penalty,  to  mitigate  the  statu¬ 
tory  liability  to  an  amount  not  to  exceed 
one  time  the  total  loss  of  revenue,  pro¬ 
vided  the  actual  loss  of  revenue  is  de¬ 
posited  as  withheld  duties,  regardless  of 
whether  the  disclosed  violation  was  in¬ 
tentional  when  committed.  Further  miti¬ 
gation  beyond  the  foregoing  maximum 
may  be  justified  In  individual  cases  on 
the  basis  of  relevant  circumstances,  such 
as  diligence  in  disclosing  a  violation  fol¬ 
lowing  its  discovery. 

•  •  *  •  • 

(RJ3.  251,  as  amended,  secs.  592,  618,  624,  46 
Stat.  750,  as  amended,  757,  as  amended,  759 
(5  U.S.C.  301,  10  nB.C.  66.  1502,  M16.  1624) ). 
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Inasmuch  as  the  foregoing  amendment 
liberalizes  the  present  provisions  of  the 
Customs  Regulations  and  places  no  af¬ 
firmative  duty  or  burden  on  the  public, 
good  cause  exists  for  dispensing  with  no¬ 
tice  and  public  procedure  thereon  as  un¬ 
necessary,  and  good  cause  is  found  for 
the  amendment  to  become  effective  on 
the  earliest  date  possible  under  5  U.S.C. 
553. 

Effective  date.  This  amendment  shall 
become  effective  on  September  24. 1975. 

Vernon  D.  Agree, 
Commissioner  of  Customs. 

Approved:  September  17,  1975. 

DAvn>  R.  Macdonald, 

Assistant  Secretary  of  the 
Treasury. 

[FR  Doe.7B-2S476  FUed  9-23-75:8:46  am] 

Title  20->Employees’  Benefits 

CHAPTER  111— SOCIAL  SECURITY  ADMiN> 
ISTRATION,  DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 

|Rega.  No.  B.  forthar  auanded] 

PART  405— FEDERAL  HEALTH  INSUR¬ 
ANCE  FOR  THE  AGED  AND  DISABLED 

Hospital  Insurance  Benefits;  PosthospKal 
Extended  Care 

On  June  3, 1975,  there  was  published  in 
the  Federal  Register  (40  FR  23974)  a 
notice  of  proposed  rule  making  with 
proposed  amendments  to  Subpart  A  of 
Relations  No.  5  of  the  Social  Security 
Administration  (20  CFR  Part  405),  to 
Implement  section  247(a)  of  Pub.  L.  92- 
603,  the  Social  Security  Amendments  of 
1972,  approved  on  October  30,  1972.  Sec¬ 
tion  247(a)  defined  the  level  of  care  re¬ 
quired  to  qualify  an  individual  for  ex¬ 
tended  care  benefits  under  title  XVni 
of  the  Social  Security  Act. 

Prior  to  the  enactment  of  section  247 
(a),  an  Individual  could  qualify  for  ex¬ 
tended  care  benefits  only  U  he  needed 
continuing  skilled  nursing  care  for  fur¬ 
ther  treatment  of  any  condition  for  which 
he  received  inpatient  hospital  services  or 
for  a  condition  which  arose  while  he  was 
in  a  skilled  nursing  facility  receiving 
care  for  a  condition  for  which  he  re¬ 
ceived  inpatient  hospital  services.  Effec¬ 
tive  January  1,  1973,  an  individual  is 
eligible  for  extended  care  benefits  if  he 
needs  skilled  nursing  care  or  other  skilled 
rehabilitation  services  on  a  daily  basis, 
for  further  treatment  of  any  of  the  con¬ 
ditions  with  respect  to  which  he  received 
inpatient  hospital  services  or  for  a  con- 
diticm  which  arose  while  he  was  in  a 
skilled  nursing  facility  receiving  care  for 
a  condition  for  which  he  received  inpa¬ 
tient  hospital  services,  which  as  a  prac¬ 
tical  matter  can  only  be  provided  in  a 
skilled  nursing  facility  on  an  inpatient 
basis.  This  change  gives  recognition  to 
the  fact  that  there  are  patients  in  ne^ 
of  daily  skilled  rehabilitation  services 
(other  than  nursing)  which  are  essential 
to  their  recovery  from  an  Inpatient  hos¬ 
pital  stay  or  to  prevent  their  condition 
from  worsening  and  which  as  a  practical 
matter  should  be  provided  in  an  institu¬ 


tion.  Thus,  patients  in  need  of  daily 
skilled  rehabiliation  services  requiring  in¬ 
stitutional  care,  such  as  hip  fracture  pa¬ 
tients  who  need  daily  physical  thertqiy 
services  after  the  fracture  has  healed  to 
the  weight-bearing  stage,  may  now  qual¬ 
ify  for  extended  care  benefits. 

The  proposed  regulations:  (a)  Defined 
the  term  “daily  basis,”  as  requiring  serv¬ 
ices  on,  essentially,  a  7-day-a-week  basis; 

(b)  explained  that,  in  determining  when, 
as  a  “practical  matter,”  care  can  only  be 
provided  in  a  skilled  nursing  facility,  con¬ 
sideration  miist  be  given  to  the  patient’s 
condition  and  to  the  availability  and 
feasibility  of  using  more  economical  al¬ 
ternative  facilities  and  services:  (c)  de¬ 
fined  “other  skilled  rehabilitation  serv¬ 
ices;”  and  (d)  redefined  “:^dUed  nursing 
service.” 

In  the  past,  a  skilled  nursing  service 
has  been  defined  in  regulatkms  of  the 
health  insurance  program  as  one  which 
must  be  furnished  by  or  under  the  direct 
supervision  of  a  licensed  nurse  (Le.,  if  an 
aide  performed  a  skilled  nursing  service, 
a  licensed  nurse  (R.N.  or  LPJ4.)  had  to 
be  presmit  at  the  time  the  service  was 
bel^  performed  by  the  aide) .  Under  the 
revised  definition,  an  aide  could  perform 
skilled  services  under  the  general,  rather 
than  direct,  supervision  of  a  licensed 
nxurse  (RJf .  or  LP  .) ,  (i.e.,  at  the  time 
such  services  are  performed,  the  nurse 
must  only  be  on  the  prenfises  of  the 
institution) . 

In  addition,  the  proposed  regulations 
provided  that  if  a  patient  needs  a  variety 
of  unskilled  services  on  a  regular  daily 
basis,  the  patient  could  be  considered  a 
skilled  care  patient  if  the  planning  and 
overseeing  of  the  unskilled  services  re¬ 
quires  dally  skilled  assessment  and  man¬ 
agement  to  meet  his  needs,  promote  his 
recovery,  and/or  actuate  his  medical 
safety. 

In  existing  regulations,  the  sterile  irri¬ 
gation  of  a  cathetfc.'  is  classified  as  a  non- 
skilled  nursing  service.  The  proposed 
amendments  specified  that  such  irriga¬ 
tion  would  now  be  classified  as  a  skilled 
nursing  service. 

Interested  persons  were  given  through 
July  3, 1975,  to  submit  written  comments 
or  suggestions  thereon.  Comments  and 
suggestions  received  with  regard  to  this 
Notice  of  Proposed  Rule  Making  and  re¬ 
sponses  thereto  are  summarized  below. 

1.  A  substantial  munber  of  comments 
expressed  concern  over  the  proposed 
change  in  the  tsrpe  of  supervision  to  be 
required  of  skilled  nursing  services  when 
performed  by  aides,  i.e.,  the  change  from 
direct  supervision  to  general  supervision. 
The  comments  stated  that  putting  tasks 
which  should  be  perform^  by  skilled 
personnel  in  the  hands  of  unskilled  per¬ 
sonnel  would  result  in  a  downgrading  of 
the  quality  of  care  in  skilled  nursing 
facilities.  Section  409.1 101  (u)  of  existing 
regulations  (Regulations  No.  5)  govern¬ 
ing  the  conditions  of  participation  for 
skilled  nursing  facilities,  defines  super¬ 
vision  as: 

AuihcHltatlve  procedural  guidance  by  a 
qualified  person  for  the  accomplishment  of  a 


function  or  activity  within  his  qdieie  ct 
competence,  arlth  Initial  direction  and  pe¬ 
riodic  Inspection  of  the  actual  act  of  ac- 
eonq)llshlng  the  function  or  activity.  Unleee 
otherwise  stated  In  regulations,  the  super¬ 
visor  m\ist  be  on  the  premises  If  the  person 
does  not  meet  assistant-level  qualifications 
specified  In  these  definitions. 

The  Department  believes  that  that  pro¬ 
vision  acts  to  preclude  such  a  downgrad¬ 
ing  in  the  quality  of  care.  It  must  be  re¬ 
membered  that  these  regulations  refer 
to  eligibility  requirements  for  posthospi- 
tal  extended  care  benefits  and  not  to  the 
conditions  of  participation  which  deal 
with  the  manner  in  which  services  are 
to  be  rendered,  i.e..  the  quality  of  care 
Issues.  Therefore,  no  change  has  been 
made  in  the  pr<^?06ed  supervision 
requirement. 

2.  Some. of  the  comments  received  sug¬ 
gested  that  additional  categories  of  tech¬ 
nically  and  professionally  trained  per¬ 
sonnel,  i.e.,  medical  social  workers,  cHn- 
leal  psychologists,  therapeutic  recreation 
specialists  and  audiologists,  be  included 
in  §  405.127(a)  of  the  proposed  regular 
tlons.  Since  paragraph  (e)(3)  of 
§  406.127  of  the  proposed  regulations  re¬ 
ferred  to  audiologists’  services,  it  is  felt 
that  a  reference  in  §  405.127(a)  to  audi¬ 
ologists  would  be  appropriate.  However, 
if  a  reference  to  medical  social  workers, 
clinical  psychologists,  or  therapeutic 
recreation  specialists  were  Included  in 
this  section,  it  would  be  necessary  to  de¬ 
fine  the  tjT^s  of  services  performed  by 
such  individuals  and  the  circumstances 
imder  which  they  would  be  considered 
as  meeting  the  level  of  care  requirement. 
Since  such  definitions  would  tiJce  consid¬ 
erable  time,  and  would  delay  the  adop¬ 
tion  of  the  regulations,  it  was  decided 
not  to  adopt  these  comments  at  this  time. 
However,  further  consideration  will  be 
given  to  their  possible  adoption  at  a  later 
date.  Objections  were  also  taken  to  the 
use  of  the  word  “trained”  in  the  phrase 
“technically  or  professionally  trained 
personnel.”  In  deference  to  these  objec¬ 
tions,  the  phrase,  where  used,  has  been 
revised  to  read  “technical  or  professional 
personnel.” 

3.  Some  comments  which  were  re¬ 
ceived  indicated  that  the  requirement 
that  rehabilitation  services  be  required 
and  provided  on  a  5  day-a-week  basis 
is  too  liberal,  and  stated  that  such  serv¬ 
ices  should  be  required  on  a  7  day-a- 
week,  24  hour-a-day  basis.  However, 
most  of  the  comments  received  with 
respect  to  this  requirement  Indicated 
that  it  was  too  restrictive  since  not  all 
skilled  nursing  facilities  have  skilled  re¬ 
habilitation  services  available  on  a  5 
day-a-week  basis.  It  was  also  suggested 
that  the  “dally”  requirement  should  be 
considered  met  as  long  as  the  patient 
receives  the  rehabilitation  services  which 
he  needs  as  often  as  they  are  available. 
e.g.,  if  such  services  are  only  available 
3  days  a  we^  and  the  patient  receives 
them  3  days  a  wedi,  “the  dally  basis” 
requirement  should  be  considered  as 
having  been  met.  It  was  also  felt  that, 
where  a  patient  requires  care  only  on  a 
^radic  basis,  the  skilled  nursing  facility 
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care  irbich  (he  patient  receives  should  be 
covered  by  the  Medicare  program  If  the 
needed  services  are  not  available  from 
alternative  sources  of  care.  Inasmuch  as 
the  law  requires  a  "daily”  need  tor  skilled 
services  and  "daily”  in  its  commonly  ac¬ 
cepted  meaning  is  defined  as  everyday 
or  every  weekday,  adoption  of  the  latter 
comment  would  be  in  contravention  of 
the  statute.  Similarly.  It  is.  we  b^eve, 
dear  from  the  statute  and  the  legidative 
history  that  the  law  Intends  payment  of 
extended  care  benefits  only  where  an 
individual  needs  and  receives  ddly  ddlled 
care  which,  as  a  practical  matter,  can 
only  be  furnished  on  an  inpatient  basis 
in  a  skilled  nursing  facility.  The  com¬ 
ment  that  the  5-day-a-wedc  requirement 
for  skilled  rehabilitation  services  was  too 
liberal  was  rejected  on  the  basis  that, 
since  the  word  "daily”  in  its  commonly 
accepted  meaning  can  be  defined  as  every 
"weekday”  and  facilities  do  not  ordi¬ 
narily  furnish  these  services  on  a  7-day- 
a-week  basis,  the  requirement  is  consist¬ 
ent  with  the  statute  and.  at  the  same 
time,  gives  recognition  to  the  manner  , 
in  which  such  services  are  ordinarily  fur¬ 
nished.  To  require  services  on  a  continu¬ 
ous  24-hour  basis  would,  on  the  other 
hand,  not  be  consistent  with  the  statute 
and  legislative  intent,  as  the  Word  “daily" 
was  specifically  included  in  the  language 
setting  forth  the  new  level  of  care  re¬ 
quirement  in  lieu  of  the  prior  statutory 
phrase  "on  a  continuing  basis.” 

4.  A  number  of  comments  expressed 
the  view  that  the  factors  to  be  considered 
in  determining  whether,  as  a  practical 
matter,  needed  care  can  only  be  pro¬ 
vided  cm  an  inpatient  basis  in  a  skilled 
nursing  facility  are  too  restrictive.  The 
ccxmnents  took  particular  exception  to 
the  statement  that  the  availability  of 
funds  to  pay  for  services  furnished  in 
alternative  settings  is  not  a  factor  to  be 
considered  in  determining  whether  the 
care  required  can  only  be  fumi^ed  on 
an  inpati^t  basis  in  a  skilled  nursing 
facility.  It  was  indicated  in  the  com¬ 
ments  that  treatment  can  be  obtained 
only  when  services  are  covered  by  tiie 
Medicare  program.  The  comments  fur¬ 
ther  pointed  out  tiiat.  as  a  result,  the 
$100  limitation  placed  on  the  services 
of  a  privately  practicing  physical  thera¬ 
pist  should  be  removed  to  provide  an  In- 
cmtive  for  using  such  services  as  an  al¬ 
ternative  to  institutionalisation.  These 
comments  were  not  adopted  since  the 
factors  cited  In  the  proposed  regvilations 
were  those  stated  in  the  legislative  his¬ 
tory  of  this  provision  as  the  factors  to 
be  ccMisidered  in  determining  whether 
other  arrangements  would  be  practical, 
including  the  one  that  coverage  or  non¬ 
ooverage  of  alternatives  to  skilled  nurs¬ 
ing  facility  inpatient  care  shall  not  be 
taken  into  account.  Eliminating  the  $100 
limitation  or  reimbursing  for  services 
would  require  icgirfatlon. 

5.  Several  comments  expressed  the 
concern  that  the  proposed  regulations 
were  so  broad  that  they  would  result  in 
residents  of  intermediate  care  facilities 
(ICF's)  becoming  entitled  to  skilled 
nursing  facility  benefits  under  title  XIX 


of  the  Social  Security  Act  and  thus  sig¬ 
nificantly  increase  costs  for  the  States. 

At  the  time  at  which  proposed  regula¬ 
tions  were  being  drafted.  It  was  recog- 
niaed  that  the  levd  of  care  provided  in  a 
skilled  nursing  facility  under  the  ex¬ 
tended  care  ben^t  provision  is  expected 
to  be  of  a  higher  level  than  that  pro¬ 
vided  in  an  ICF.  Upon  review  of  the 
regulations  in  light  of  these  comments, 
we  believe  that  the  proposed  title  XVIU 
regulations  as  written  dW  reflect  such  a 
dlgerenee  and,  in  fact,  must  do  so,  since 
title  XVm  does  not  provide  coverage  for 
servloes  which  under  title  XIX  would 
constitute  an  ICF  level  of  care. 

6.  Several  comments  received  recom¬ 
mended  that  final  publication  of  these 
r^ulations  be  delayed  until  the  publica¬ 
tion  of  comparable  Medicaid  regulations. 
Title  Xrx  (Medicaid)  regulations  are 
being  published  concurrently  with  these 
regulations. 

7.  Several  comments  which  were  re¬ 
ceived  recommended  that  the  proposed 
regulations  be  revised  to  Include  a  ref¬ 
erence  to  home  health  services  or  that 
comparable  home  health  regulations  be 
published  concmrently  with  the  skilled 
nursing  facility  regulations  to  avoid  the 
posstole  Institutionalisation  of  patients 
whose  needs  could  be  met  in  a  less  in¬ 
tensive  setting,  e.f .,  home  setting.  It  was 
also  suggested  that  ?  405.126(b)  (3)  of 
the  proposed  regulations  be  revised  to  in¬ 
dicate  that  skilled  nursing  facility  care 
can  only  be  covered  when  it  is  deter¬ 
mined  that  the  required  skilled  services 
cannot  be  provided  as  a  home  health  or 
outpatient  sendee.  Since  the  proposed 
regulations  relate  specifically  to  the  ex¬ 
tended  care  benefit  provision,  it  would 
not  be  appropriate  to  Include  in  them  a 
reference  to  the  home  health  benefit 
provision.  A  study  will  be  conducted  to 
determine  whether  it  would  be  appropri¬ 
ate  and  consistent  with  the  Intent  of  the 
law  to  apply  the  skilled  nursing  guide¬ 
lines  established  by  these  regulations  to 
the  home  health  benefit.  However,  to 
avoid  delaying  the  adoption  of  the  pro¬ 
posed  regulations  until  completion  of 
this  study,  we  are  not  adopting  these 
comments  at  this  time.  Moreover,  the 
Medicare  law  permits  coverage  of  inpa¬ 
tient  skilled  nursing  facility  care  only 
where,  as  a  practical  matter,  the  needed 
skilled  services  cannot  be  safely  and 
economically  furnished  In  a  less  Inten¬ 
sive  setting  and  §  405.128(a)  of  the  pro¬ 
posed  regulations  addressed  this  prob¬ 
lem. 

8.  A  number  of  comments  which  were 
received  suggested  that  certain  services- 
be  added  or  reclassified,  e.g.,  that  some 
of  those  services  classified  as  “personal 
care  services"  be  reclassified  as  consti¬ 
tuting  “skilled  nursing  services.”  Since 
the  adoption  of  these  suggestions  would 
result  in  the  coverage  of  custodial  care 
which  is  specifically  excluded  from  cov¬ 
erage  by  the  Medicare  law.  these  com¬ 
ments  have  not  been  adopted. 

9.  A  number  of  editorial  comments 
were  received,  some  of  which  have  been 
incorporated  In  the  proposed  regulations. 
However,  others  were  rejected  on  the 


basis  that  such  clarifications  were  un¬ 
necessary  since  the  matters  of  concern 
were  already  adequately  covered  in  other 
sections  of  the  proposed  regidations, 
would  remove  the  flexibility  required  to 
insure  proper  administration  of  the  pro¬ 
posed  regidations,  or  were  more  appro¬ 
priate  for  inclusion  in  administrative 
guidelines.  An  objection  to  the  require¬ 
ment  that  covered  skilled  nursing  facility 
care  must  be  preceded  by  a  related  quali¬ 
fying  hospital  stay  could  not  be  adopted 
since  this  requirement  is  a  specific  statu¬ 
tory  requirement. 

Accordingly,  with  these  changes  and 
additions,  the  proposed  amendments  are 
adopted  and  are  set  forth  below. 

Effective  date:  These  aiaendments 
shall  be  effective  November  24  1975. 

(Sees.  1102,  1814(a)(2),  and  1871  of  the  So¬ 
cial  Security  Act,  49  Stat.  647,  79  Stat.  294, 
as  amended,  and  79  Stat.  331,  (42  U.AC.  1302, 
1395f(a)  (2),1895hh.)) 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  12.800,  Health  Insitrance  for  the 
Aged — Hospital  Insurance.) 

Dated;  July  31, 1975. 

J.  B.  Carswxil. 

Commissioner  of  Social  Security. 
Approved;  September  15, 1975. 

David  Mathews, 

Secretary  of  Health,  Education, 
and  Welfare. 

Port  495  of  Chapter  m  of  Title  20  (rf 
the  Code  of  Federal  Regulations,  as 
amended,  is  further  amended  as  set  forth 
below; 

1.  Section  405.126  is  revised  to  read  as 
follows; 

§  405.126  Posihospital  extended  care; 
level  of  care  requirements. 

One  of  the  eligibility  requirements  for 
p>osthospltal  extended  care  benefits 
imder  title  XVUl  of  the  Act  is  that  the 
bMteflciary  require  the  type  and  level  of 
care  which  has  been  (tefined  as  post¬ 
hospital  extended  care.  A  beneficiary 
who  requires  this  level  of  care  and  meets 
all  other  eligibility  requirements  shall  be 
entitled  to  have  payment  made  under  the 
health  insurance  program  for  all  covered 
services  furnished  him  in  a  skilled  nurs¬ 
ing  facility  (see  §  405.125) . 

(a)  Defined.  For  a  beneficiary  to  meet 
the  skilled  nursing  facility  level  of  care, 
he  must  need,  on  a  dally  basis  (see 
§405.128),  i^illed  nursing  services  or 
billed  rehabilitation  services  (see  S  405.- 
127),  which  as  a  practical  matter  (see 
§  405.128a)  can  be  pro-vided  only  in  a 
skilled  nursing  facility  on  an  Inpatient 
basis,  and  which  are  for  either  (Da  con¬ 
dition  for  which  he  received  inpatient 
hospital  services  (see  §  405.120(c) ) ,  or 
(2)  for  a  condition  which  arose  while  he 
was  in  a  drilled  nursing  facility  receiving 
care  for  a  condition  for  which  he  re¬ 
ceived  inpatient  hospital  services. 

(b)  Coverage  criteria.  In  determining 
whether  the  services  a  patient  requires 
in  connection  with  a  condition  specified 
in  paragraph  (a)  (1)  or  (a)  (2)  of  this 
section  constitute  the  level  of  care 
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covered  under  the  extended  care  benefit, 
three  criteria  must  be  met: 

(1)  Skilled  nursing  services  or  skilled 
rehsd>ilitation  services  must  be  required; 

(2)  Such  services  must  be  required  on 
a  daily  basis;  and 

(3)  As  a  practical  matter,  the  service 
can  only  be  provided  in  a  skilled  nursing 
facility  (or  only  in  such  a  facility  or  a 
hospital)  on  an  Inpatient  basis. 

2.  Section  405.127  is  revised  to  read  as 
follows: 

§  405.127  Posthoepital  extended  care; 

skilled  nursing  and  rehabilitation 

services. 

(a)  Defined.  Skilled  nursing  and/or 
skilled  rehabilitation  services  are  those 
services  furnished  pursuant  to  physician 
orders  which. 

(1)  Require  the  skills  of  technical  or 
professional  personnel,  e.g.,  registered 
nurse,  licensed  practical  (vocational) 
nurse,  physical  therapist,  occupational 
therapist,  speech  pathologist,  audiologist, 
as  defined  in  S  405.1101  (c).  (k)  ,  (m), 
(q),  and  (t)  and 

(2)  are  provided  either  directly  by  or 
imder  the  supervision  (S  405.1101  (u))  of 
such  personnel. 

(b)  Determination  of  services  os 
skilled.  In  determining  whether  a  service 
is  skilled,  the  following  criteria  shall 
apply: 

(1)  Where  the  Inherent  complexity  of 
a  service  prescribed  for  a  patient  is  such 
that  it  can  be  safely  and/or  effectively 
performed  only  by  or  under  the  super¬ 
vision  of  technical  or  professional  per¬ 
sonnel,  the  service  would  constitute  a 
skilled  service. 

(2)  The  restoration  potential  of  a 
patient  is  not  the  deciding  factor  in 
determining  whether  a  service  is  to  be 
considered  i^illed  or  nondcllled.  Even 
where  full  recovery  or  medical  improve¬ 
ment  is  not  possible,  skilled  care  may  be 
needed  to  prevent,  to  the  extent  possible, 
deterioration  of  the  condition  or  to  sus¬ 
tain  current  capacities.  For  example, 
even  though  no  potential  for  rehabilita¬ 
tion  exists,  a  terminal  cancer  patient 
may  require  skilled  services  as  defined 
in  the  following  paragraphs  of  this  sec¬ 
tion. 

(3)  A  service  that  is  generally  non- 
skilled  would  be  considered  to  be  a  skilled 
service  where,  because  of  special 
medical  complications,  its  performance 
or  supervision  or  the  observation  of  the 
patient  necessitates  the  use  of  skilled 
nursing  or  skilled  rehabilitation  per¬ 
sonnel.  For  example,  the  existence  of  a 
plaster  cast  on  an  extremity  generally 
does  not  indicate  a  need  for  skilled  care, 
but  a  patient  with  a  preexisting  acute 
skin  problem  or  a  need  for  special  trac¬ 
tion  of  the  injured  extremity  might  need 
to  have  technical  or  professional  per¬ 
sonnel  properly  adjust  traction  or  observe 
him  for  complications.  In  such  cases, 
the  complications  and  special  services 
involved  must  be  documented  by  physi¬ 
cians'  orders  and  nursing  and/or  thera¬ 
py  notes. 

(c)  Skilled  nursing  or  rehabilitation 
services.  Some  examples  of  skilled  nurs¬ 
ing  and  other  skilled  rehabilitation  serv¬ 


ices  include,  but  are  not  limited  to,  the 
following: 

(1)  Services  ufittch  could  qualify  as 
either  skiUed  nursing  or  skilled  rehabili¬ 
tation  services — (i)  Overall  management 
and  evaluation  of  care  plan.  The  de¬ 
velopment,  management,  and  evaluation 
of  a  patient  care  plan,  based  on  the 
physician’s  orders  constitute  skilled  serv¬ 
ices  when,  in  terms  of  the  patient’s 
physical  or  mental  condition,  such  de- 
vdopment,  management,  and  evaluation 
necessitate  the  involvement  of  techxfical 
or  professional  personnel  to  meet  his 
needs,  promote  his  recovery,  and  actu¬ 
ate  his  medical  safety.  This  would  in¬ 
clude  the  management  of  a  plan  involv¬ 
ing  only  a  variety  of  personal  care 
services  where  in  light  of  the  patient’s 
condition  the  aggregate  of  such  services 
necessitates  the  involvement  of  technical 
or  professional  personnel.  For  example, 
an  aged  patient  with  a  history  of  dia¬ 
betes  mellitus  and  angina  pectoris  who 
is  recovering  from  an  open  reduction  of 
a  fracture  of  the  neck  of  the  femur  re¬ 
quires,  among  other  services,  careful  skin 
care,  appropriate  oral  medications,  a 
diabetic  diet,  an  exercise  program  to  pre¬ 
serve  muscle  tone  and  body  condition, 
and  observation  to  detect  signs  of  de¬ 
terioration  in  his  condition  or  complica¬ 
tions  resulting  from  his  restricted,  but 
increasing  mobility.  Although  any  of 
the  required  services  could  be  performed 
by  a  properly  instructed  person,  such  a 
person  would  not  have  the  ability  to 
imderstand  the  relationship  between  the 
services  and  evaluate  the  ultimate  effect 
of  one  service  on  the  other.  Since  the 
nature  of  the  patient’s  condition,  his  age, 
and  his  immobility  create  a  high  poten¬ 
tial  for  serious  complications,  such  an 
understanding  is  essential  to  assure  the 
patient’s  recovery  and  safety.  Under 
these  circumstances,  the  management  of 
such  a  plan  of  care  would  require  the 
skills  of  a  nurse  even  though  the  indi¬ 
vidual  services  are  not  skilled.  Skilled 
planning  and  management  activities  are 
not  always  specifically  identified  in  the 
patient’s  clinical  record.  In  light  of  this, 
where  the  patient’s  overall  condition 
would  support  a  finding  that  his  re¬ 
covery  and/or  safety  could  be  assured 
only  if  the  total  care"  he  requires  is 
planned,  managed,  and  evaluated  by 
technical  or  professional  personnel,  it 
would  be  appropriate  to  infer  that  skilled 
services  are  being  provided. 

(ii)  Observation  and  assessment  of  the 
patient’s  changing  condition.  When  the 
patient’s  condition  is  such  that  the  skills 
of  a  nurse  or  other  technical  or  profes¬ 
sional  person  are  required  to  identify  and 
evaluate  the  patient’s  need  for  possible 
modification  of  treatment  and  the  initia¬ 
tion  of  additional  medical  procedures 
until  his  condition  is  stabilized,  such 
services  constitute  skilled  services.  For 
example,  a  patient  with  congestive  heart 
failxire  may  require  continuous  close  ob¬ 
servation  to  detect  signs  of  decompensa¬ 
tion,  abnormal  fluid  balance,  or  adverse 
effects  resulting  from  prescribed  medica- 
tion(s)  which  serve  as  indicators  for  ad¬ 
justing  therapeutic  measures.  Likewise, 
surgical  patients  transferred  from  a  hos¬ 


pital  to  a  skilled  nursing  facility  while  in 
the  complicated,  iinstablUzed  post¬ 
operative  period,  e.g..  after  hip  pros¬ 
thesis  or  cataract  surgery,  may  need 
continued  close  skilled  monitoring  for 
postoperative  complications  and  ad¬ 
verse  reaction.  Patients  who  in  addition 
to  their  physical  problems,  exhibit  acute 
psychological  symptoms  such  as  depres¬ 
sion,  anxiety,  or  agitation,  etc.,  may  also 
require  skilled  observation  and  assess¬ 
ment  by  technical  or  professional  per¬ 
sonnel  to  assure  their  safety  and/or  the 
safety  of  others,  i.e.,  to  observe  for  in¬ 
dications  of  suicidal  or  hostile  behavior. 
In  such  cases,  special  services  required 
must  be  documented  by  physicians’ 
orders  and/or  mursing  or  therapy  notes. 

(iil)  Patient  education  services.  In 
cases  where  the  use  of  technical  or  pro¬ 
fessional  personnel  is  necessaiy  to  teach 
a  patient  self-malntenanoe,  such  teach¬ 
ing  services  would  constitute  skilled  serv¬ 
ices.  For  example,  a  patient  who  has  had 
a  recent  leg  amputation  needs  skilled 
rehabilitation  services  provided  by  tech¬ 
nical  or  professional  personnel  to  provide 
gait  training  and  to  teach  prosthe^  care. 
Likewise,  a  patient  newly  diagnosed  with 
diabetes  requires  instruction  from  tech¬ 
nical  or  professional  personnel  to  learn 
the  self-administration  of  Insulin  or 
foot-care  precautions,  etc. 

(2)  Services  which  would  qualify  as 
skilled  nursing  services,  (i)  Intravenous, 
intramuscular,  or  subcutaneous  Injec¬ 
tions  and  hypodermoclysis  or  intravenous 
feeding; 

(ii)  Levin  tid>e  and  gastrostomy  feed¬ 
ings; 

(iii)  Nasopharyngeal  and  traebeotemy 
aspiration; 

(iv)  Insertion  and  sterile  irv^tion 
and  replacement  of  catheters; 

(v)  Application  of  dressings  involving 
prescription  medications  and  aeepUc 
techniques; 

(vi)  Treatment  of  extensive  decubitus 
ulcers  or  other  widespread  skin  disorder; 

(vil)  Heat  treatments  which  have  been 
specifically  ordered  by  a  physiclsm  as 
part  of  active  treatment  and  which  re¬ 
quire  observation  by  nurses  to  adequately 
evaluate  the  patient’s  progress; 

(viii)  Initial  phases  of  a  regimen  in¬ 
volving  administration  of  medical  gases; 

(ix)  Rehabilitation  nursing  procedures, 
including  the  related  teaching  and  adap¬ 
tive  aspects  of  nursing,  that  are  part  of 
active  treatment.  e.g.,  the  institution 
and  supervision  of  bowel  and  bladder 
training  programs. 

(3)  Services  which  would  qualify  as 
skilled  rehabilitation  services.-  (i)  On¬ 
going  assessment  of  rehabilitation  needs 
and  potential:  Services  concurrent  with 
the  management  of  a  patient  care  plan, 
including  tests  and  measurements  of 
range  of  motion,  strength,  balance,  co¬ 
ordination,  endurance,  functional  abil¬ 
ity,  activities  of  daily  living,  perceptual 
deficits,  speech  and  language  or  hearing 
disorders; 

(ii)  Therapeutic  exercises  or  activities: 
Therapeutic  exercises  or  activities  which, 
because  of  the  type  of  exercises  employed 
or  the  condition  of  the  patient,  must  be 
performed  by  or  imder  the  supervision 
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of  a  qualified  physical  therapist  or  occu¬ 
pational  therapist  to  ensure  the  safety  of 
the  patient  and  the  effectiveness  of  the 
treatment; 

(iii)  Galt  evaluation  and  traininir: 
Gait  evaluation  and  training  funfished 
to  restore  function  In  a  patient  whose 
ability  to  walk  has  been  impaired  by 
neurological,  muscular,  or  skdetal  ab¬ 
normality: 

(iv)  Range  of  motion  exercises;  Range 
of  motion  exercises  which  are  part  of 
the  active  treatment  of  a  specific  tdsease 
state  which  has  resulted  in  a  loss  of,  or 
restriction  of;  mobility  fas  evidenced  by 
a  therapist's  notes  showing  the  degree  of 
motion  lost  and  the  degree  to  be  re¬ 
stored)  ; 

(v)  Maintenance  therapy:  Mainte¬ 
nance  therapy,  when  the  specialized 
knowledge  and  judgment  of  a  qualified 
therapist  is  required  to  design  and  es- 
tablt^  a  maintenance  program  based 
on  an  initial  evaluation  and  periodic  re¬ 
assessment  of  the  patient's  needs,  and 
consistent  with  the  patient's  capacity 
and  tolerance.  Por  example,  a  patient 
with  Parkinson's  disease  who  has  not 
been  under  a  rehabilitation  regimen  may 
require  the  services  of  a  qualified  thera¬ 
pist  to  determine  what  ty^  of  exercises 
will  contribute  the  most  to  the  mainte¬ 
nance  of  his  present  level  of  functioning; 

(vi)  Ultrasound,  short-wave,  and  mi¬ 
crowave  therapy  treatments  by  a  quail- 
fled  physical  therapist; 

(vii)  Hot  pack,  hydrocollator,  infra¬ 
red  treatments,  paraffin  baths,  and 
whirlpool:  Hot  pack,  hydrocollator,  in¬ 
frared  treatments,  paraffin  baths,  and 
whirlpool,  in  particular  cases  where  the 
patient’s  condition  is  complicated  by  cir¬ 
culatory  deficiency,  areas  of  desensltiza- 
tion,  open  woimds.  fractures,  or  other 
complications,  and  the  skills,  knowl¬ 
edge,  and  judgment  of  a  qualified  physi¬ 
cal  therapist  are  required;  and 

(viii)  Services  of  a  speech  pathologist 
or  audiologist  when  necessary  for  the 
restoration  of  function  in  speech  or 
hearing. 

(d)  Personal  care  services.  Personal 
care  services  which  do  not  require  the 
Kkiiis  of  qualified  technical  or  profes¬ 
sional  personnel  are  not  skilled  services 
except  imder  the  circumstances  specified 
in  paragraph  <b)  (3)  of  this  section.  Per¬ 
sonal  care  services  include,  but  are  not 
limited  to,  the  following: 
ited  to.  the  following; 

(1)  Administration  of  routine  oral 
medications,  eye  drops,  and  ointments; 

(2)  General  maintenance  care  of  co¬ 
lostomy  and  Ileostomy; 

(3)  Routine  services  to  maintain  sat¬ 
isfactory  functioning  of  indwelling  blad¬ 
der  catheters; 

(4)  Changes  of  dressings  for  nonln- 
fected  postoperative  or  chronic  wmdi- 
tions; 

(5)  Prophylactic  and  palliative  skin 
care,  including  bathing  and  application 
of  creams,  or  treatment  of  minor  skin 
problems: 

(6)  Routine  care  of  the  Incontinent 
patient,  tncltidlng  use  of  diapers  and  pro¬ 
tective  ahaeto; 


<7)  General  maintenance  care  in  con¬ 
nection  with  a  plaster  cast; 

(•)  Routine  care  in  connection  with 
braces  and  similar  deriuea; 

<9)  Use  of  heat  as  a  palllattve  and 
comfort  measure,  such  as  whirlpool  and 
hydrocollator; 

<10)  Routine  administration  of  medi¬ 
cal  gases  after  a  regimen  of  therapy  has 
been  established; 

<11)  Assistance  in  dressing,  eating,  and 
going  to  the  toilet; 

(12)  Periodic  turning  and  positioning 
in  bed;  and 

(13)  General  supervision  of  exercises 
which  have  been  taught  to  the  patient; 
including  the  actual  carrying  out  of 
maintenance  programs,  l.e.,  the  perform¬ 
ance  of  the  repetitive  exercises  required 
to  maintain  function  do  ix}t  require  the 
skills  of  a  therapist  and  would  not 
constitute  skilled  rehabilitation  services 
(see  paragraph  (c)(3)  of  this  section). 
Similarly,  repetitious  exercises  to  im¬ 
prove  gait,  maintain  strength,  or  endur¬ 
ance;  passive  exercises  to  maintain  range 
of  motion  in  paralyzed  extremities, 
which  are  not  related  to  a  specific  loss  of 
function;  and  assistive  walking  do  not 
constitute  skilled  rehabilitation  services. 

3.  Section  405.128  is  revised  to  read  as 
follows: 

§  405.128  Posthospital  extended  care^ 
freqaency  of  services;  “daily  basis.** 

Skilled  nursing  services  or  skilled  re¬ 
habilitation  services  must  be  required  and 
provided  on  a  “daily  basis" — Le.,  on  es¬ 
sentially  a  7-day -a-week  basis.  However, 
if  skilled  rdiabilitation  services  are  not 
available  on  a  7-day-a-week  basis,  a 
patient  whose  inpatient  stay  is  based 
scdely  on  the  need  for  skilled  rehabilita¬ 
tion  services  would  meet  the*“daily  basis” 
requirement  that  skilled  rehabilitation 
such  services  on  at  least  5  days  a  wedc. 
Accordingly,  where  a  facility  provides 
physical  therapy  on  only  5  days  a  week 
and  the  patient  in  such  a  facility 
requires  and  receives  physical 
therapy  each  of  the  days  on 
which  such  is  available,  the  requirement 
that  skilled  rehabilitation  services  be  pro¬ 
vided  on  a  daily  bsisls  would  be  met.  The 
requirements  that  skilled  rehabilitation 
services  be  required  on  a  daily  basis 
tiiould  not  be  applied  so  strictly  that  it 
would  not  be  met  merely  because  there  is 
a  break  of  a  day  or  two  during  which  no 
skilled  rehabilitation  services  are  fur¬ 
nished  and  discharge  from  the  facility 
would  not  be  practical.  For  exampde,  a 
patient  who  normally  requires  skilled  re¬ 
habilitation  services  on  a  daily  basis  ex¬ 
hibits  extreme  fatigue  which  results  in 
his  physician’s  suspending  therapy  ses¬ 
sions  for  a  day  or  two.  Payment  would  be 
made  for  these  days  since  dis(^rge  In 
such  a  case  would  not  be  practlcaL 

4.  Section  405.128a  Is  added  to  read  as 
follows: 

§  405.128a  PoathospUal  extended  care; 
need  for  institutionalization;  “practi¬ 
cal  matter.** 

(a)  In  detmnining  whether  the  care 
needed  by  a  beneficiary  can,  as  a  prac¬ 


tical  matter,  only  be  provided  in  a  skilled 
ntuslng  facility  on  an  inpatient  basis, 
consideration  must  be  given  to  the  pa- 
tienrs  condition  and  to  the  avaflabBlty 
and  feasibility  of  using  more  economical 
alternative  facilities  and  services. 

fb)  n  the  needed  seirlce  is  not  avail¬ 
able  in  the  area  in  which  the  Individual 
resides  and  transporting  him  to  the 
closest  facility  furnishing  such  services 
would  be  an  excessive  physical  hardship, 
it  would  be  appropriate  to  conclude  that 
the  needed  care  can,  as  a  practical  mat¬ 
ter,  only  be  provided  In  a  skilled  nursing 
facility.  This  would  also  be  true  even 
though  the  patient’s  condition  might  not 
be  adversely  affected,  if  it  would  be  more 
economical  or  more  efficient  to  provide 
the  covered  services  in  the  institutional 
setting.  For  example,  if  the  patient's  con¬ 
dition  was  such  that  dally  transportatlwi 
by  ambulance  was  neceSssary,  It  might  be 
more  economical  to  provide  the  needed 
care  In  an  Institutional  setting, 

(c)  In  determining  the  availability  of 
alternative  facilities  and  services,  avail¬ 
ability  of  funds  to  pay  for  the  services 
furnished  by  such  alternative  facilities 
Is  not  a  factor  to  be  considered.  For  in¬ 
stance,  an  individual  In  need  of  dally 
physical  therapy  might  be  able  to  receive 
the  needed  services  from  an  independent 
physical  th^apy  practitioner.  ’Ih^  fact 
that  reimbursement  could  not  be  made 
under  the  health  insurance  program  for 
the  services  In  a  year  after  $100  in  ex¬ 
penses  had  been  incurred,  would  not  be 
a  basis  for  determining  that  the  needed 
care  could  be  provided  only  in  a  skilled 
nursing  facility. 
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Title  24 — Housing  and  Urban 
Devetopmant 

CHAFTIR  n— OFFKJE  OF  ASSISTANT  SEC¬ 
RETARY  POR  HOUSING  PRODUCTION 
AND  MORTGAGE  CREDIT— FEDERAL 
HOUSING  COMMISSIONER  (FEDERAL 
'  HOUSING  ADMmtSTRATION),  DEPART¬ 
MENT  OF  HOUSING  AND  URBAN  DE¬ 
VELOPMENT 

SUBCHAPTER  B— MORTGAGE  AND  LOAN  IN¬ 
SURANCE  PROGRAMS  UNDER  THE  NATIONAL 
HOUSING  ACT 

[Dmdcet  No.  Br-75-SaO] 

PART  207— MULTIFAMILY  HfnJSlNG 
,  MORTGAGE  INSURANCE 

PART  220— URBAN  RENEWAL  MORT¬ 
GAGE  INSURANCE  AND  INSURED  IM¬ 
PROVEMENT  LOANS 

PART  227— ARMED  SERVICES  HOUS¬ 
ING— IMPACTED  AREAS  (SEC.  810) 

PART  231— HOUSING  MORTGAGE 
INSURANCE  FOR  THE  ELDERLY 

PART  234 — CONDOMINIUM 
OWNERSHIP  MORTGAGE  INSURANCE 

Mortgage  Insurance  for  Existing 
MuKifamily  Housing 

On  March  5.  1975,  the  Department  of 
Housing  and  Urixin  Development  pub- 
ILfiied  an  interim  rule  in  the  Federal 
Register  (40  FR  10175-77),  effective 
March  10,  1075,  implementing  section 
223(f)  of  the  National  Housing  Act. 
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which  was  added  by  section  311(a)  of  the 
Housing  and  Community  Development 
Act  of  1974,  Pub.  L.  93-383,  and  which 
provided  for  mortgage  Insurance  for  the 
purchase  or  refinancing  of  existing 
multifamily  housing  projects,  whether- 
conventionally  financed  or  subject  to 
federally  insvured  mortgages  at  the  time 
of  application  for  mortgage  insm*ance.  . 
An  amendment  to  the  interim  rule  was 
published  in  the  Federal  Register  on 
June  3,  1975  (40  FR  23864). 

Interested  persons  were  given  the  op¬ 
portunity  to  participate  in  the  rulemak¬ 
ing  through  the  submission  of  comments. 
During  the  comment  period,  the  Depart¬ 
ment  received  thirty-eight  responses. 
These  comments  have  been  carefully 
considered,  and  the  interim  nile  has  been 
modified  in  several  respects,  either  as  a 
result  of  the  comments  or  reconsidera¬ 
tion  of  technical  matters  by  the  Depart¬ 
ment.  All  of  the  modifications  are  in¬ 
tended  to  implement  the  program  more 
effectively. 

Several  comments  contained  objec¬ 
tions  to  the  requirement  that  an  exist¬ 
ing  multifamily  housing  project  must 
contain  25  or  more  rental  units  to  be  eli¬ 
gible  for  an  Insured  loan.  The  first  para¬ 
graph  of  §§  207.32a  and  207.32a(f)  have 
been  amended  to  reduce  the  minimiun 
number  of  required  units  to  8  in  order  to 
conform  with  the  regulations  pertaining 
to  other  mortgages  insured  imder  section 
207  of  the  National  Housing  Act. 

Section  207.32a(a)  (D  has  been 
amended  to  permit  an  applicant  in  a 
purchase  or  refinancing  transaction  to 
submit  an  application  for  either  a  condi¬ 
tional  or  firm  commitment.  TThe  interim 
rule  restricted  an  applicant  in  a  re¬ 
financing  transaction  to  submitting  an 
application  for  a  firm  commitment.  It 
was  brought  to  the  attention  of  the  De¬ 
partment  that,  contrary  to  our  original 
belief,  it  would  in  many  instances  aid  an 
applicant  in  a  refinancing  transaction  to 
obtain  a  mortgage  to  be  insured  imder 
this  section  if  the  applicant  had  a  con¬ 
ditional  commitment. 

TTiere  were  comments  that  the  loan- 
to-value  ratio  be  increased  from  80  per¬ 
cent  of  estimated  value.  Section  207.32a 
(b)  (1)  has  been  amended  to  increase  the 
loan-to-value  ratio  to  85  percent  of  the 
Commissioner’s  estimate  of  value  of  the 
project  since  it  has  been  determined  that 
the  80  percent  loan-to-value  ratio  would 
prevent  the  program  from  being  a  useful 
financing  tool  for  a  majority  of  the  proj¬ 
ects  which  would  otherwise  be  eligible. 
In  order  to  carry  out  the  intent  of  Con¬ 
gress  by  effectively  implementing  the 
program,  the  loan-to-value  ratio  was  in¬ 
creased. 

In  order  to  clarify  the  “cost  of  ac¬ 
quisition”,  the  term  has  been  defined  in 
§  207.32a(c)  as  consisting  of  the  pur¬ 
chase  price,  an  amount  for  the  initial 
deposit  to  the  Reserve  Fund  for  Replace¬ 
ments,  reasonable  legal,  organizational, 
title  and  recording  expenses,  fees  and 
charges  by  the  mortgagee,  the  estimated 
repair  cost,  and  architect’s  municipal 
inspection  and/or  engineering  fees,  all 
as  determined  by  the  Commissioner. 


Severad  comments  contained  sugges¬ 
tions  that  a  change  be  made  in  comput¬ 
ing  the  maximum  amount  of  an  insured 
mortgage  with  respect  to  refinancing. 
Section  207.32a(d)  has  been  modified  by 
providing  that  the  maximum  mortgage 
amount  shall  not  exceed  the  greater  of 
70  percent  of  the  Commissioner’s  esti¬ 
mate  of  value  or  the  cost  to  refinance  the 
existing  indebtedness.  The  definition  of 
the  cost  to  refinance  includes  the  amount 
of  the  existing  indebtedness,  an  amount 
for  the  initial  deposit  for  the  Reserve 
Fund  for  Replacements,  reasonable  and 
customary  legal,  organizational,  title  and 
recording  expenses,  fees  and  charges  by 
the  mortgagee,  estimated  repair  cost, 
and  architect’s,  mimlcipal  inspection 
and/or  engineering  fees. 

Several  comments  contained  objec¬ 
tions  to  the  restriction  prohibiting  sec¬ 
ondary  financing  in  the  program.  We 
have  modified  our  position  in  this  area 
and  secondary  financing  will  be  permit¬ 
ted  to  the  extent  specified  in  §  207.32a 
(j) .  Such  financing  shall  be  in  the  form 
of  a  promissory  note  on  an  FHA  ap¬ 
proved  form.  Such  note  shall  not  be  due 
and  payable  until  the  maturity  date  of 
the  mortgage  to  be  insured  pursuant  to 
this  section,  but  may  be  prepaid  from 
surplus  cash  as  that  term  is  defined  in 
§  207.19(b)  and  in  accordance  with  the 
conditions  prescribed  in  the  Regulatory 
Agreement  between  the  mortgagor  and 
the  Commissioner.  In  order  to  permit 
secondary  financing,  we  had  to  amend 
S  207.9  to  allow  for  liens  inferior  to  the 
insured  mortgage. 

We  received  several  comments  which 
recommended  that  we  accept  applica¬ 
tions  for  commitments  to  insure  mort¬ 
gages  pursuant  to  section  223(f)  on  par¬ 
tially  completed  projects  in  order  that 
the  owner  could  obtain  the  necessary  fi¬ 
nancing  to  complete  the  project.  We  con¬ 
sider  that  it  is  the  author!^  and  intent 
of  the  section  223(f)  program  to  provide 
mortgage  insurance  for  purchase  or  re¬ 
financing  of  existing  housing  which  has 
been  completed  and  which  is  an  econom¬ 
ically  viable  rental  project.  It  was  not  in¬ 
tended  that  this  program  be  used  to 
provide  financing  to  complete  partially 
completed  structures. 

There  were  comments  to  the  effect 
that  the  Department  establish  a  uniform 
capitalization  rate  to  be  used  to  deter¬ 
mine  value  on  all  section  223(f)  projects. 
Because  of  the  many  variables  which 
have  to  be  considered  in  establishing  a 
capitalization  rate  for  a  project,  which 
include  factors  related  to  investor  ex¬ 
pectations  of  return  to  compensate  for 
differing  degrees  of  risk  associated  with 
property  location  or  other  investment  op¬ 
portunities,  it  would  not  be  feasible  from 
an  underwriting  standpoint  to  establish 
a  national  capitalization  rate. 

Comments  were  received  suggesting 
that  insurance  claims  under  this  pro¬ 
gram  be  paid  in  csish  rather  than  in  de¬ 
bentures.  Although  the  Secretary  has  the 
authority  to  pay  any  claim  on  a  mort¬ 
gage  insured  imder  any  section  of  the 
National  Housing  Act  in  cash  or  deben¬ 
tures,  the  Department’s  policy  since  Jan¬ 


uary,  1966  has  been  to  pay  claims  under 
section  207,  and  certain  other  programs 
in  debentures.  At  the  present  time  there 
has  been  no  change  in  this  policy. 

The  interim  rules  published  in  ttie 
Federal  Register  on  March  5,  1975  (40 
FR  10177)  amending  Subpart  B  of  Part 
207,  Part  220,  Part  227,  Part  231,  and 
Part  234  are  hereby  adopted  as  final 
rules. 

The  Department  has  determined  that 
an  Envlronmoital  Impact  Statement  is 
not  required  ^th  respect  to  this  rule. 
The  Finding  of  Inapplicability,  in  ac¬ 
cordance  with  HUD’S  environmental  pro¬ 
cedures  handbook  (HUD  Handbook 
1390.1),  is  available  for  inspection  at  the 
Office  of  the  Rules  Docket  Clerk,  Depart¬ 
ment  of  Housing  and  Urban  Develop¬ 
ment,  Room  10245,  451  Seventh  Stre^ 
SW..  Washington.  D.C.  20410. 

Title  24  CFR  Part  207  is  amended  as 
follows: 

Section  207.9  is  amended  by  adding  the 
following  sentence  at  the  end  thereof: 

§  207.9  Covenant  against  liens. 

•  •  *  An  inferior  lien  may  be  created 
on  a  project  which  is  subject  to  a  mort¬ 
gage  insured  pursuant  to  S  207.32a:  Pro¬ 
vided,  That  such  lien  will  be  limited  by 
5  207.32a(j). 

The  interim  rule,  adding  S  207.32a  to 
Part  207,  published  in  the  Federal  Reg¬ 
ister  on  March  5.  1975  (40  FR  10175-77) 
as  amended  in  tlu  Federal  Register  on 
June  3,  1975  (40  FR  23864)  is  hereby 
amended,  and  adopted  as  a  final  rule,  as 
follows: 

1.  The  table  of  contents  is  amended  to 
include  a  new  section  numbered  207.32a 
and  designated.  Eligibility  of  mortgages 
on  existing  projects,  as  follows: 

Sec. 

207.32a  Eliglbaity  of  mortgagm  on  existing 
projects. 

2.  The  following  new  section  is  added 
and  designated  as  §  207.32a: 

§  207.32a  Eligibility  of  mortgages  on 
existing  projects. 

Notwithstanding  the  generally  appli¬ 
cable  requirement  that  mortgages  in¬ 
sured  under  this  subpart  be  limited  to 
projects  to  be  constructed  or  substan¬ 
tially  rehabilitated  after  commitment  for 
mortgage  insurance,  a  mortgage  executed 
in  connection  with  the  purchase  or  re¬ 
financing  of  an  existing  multifamily 
housing  project  containing  eight  or  more 
rental  units  may  be  insured  under  this 
subpart  pursuant  to  section  223(f)  of  the 
Act.  A  mortgage  insured  pursuant  to  this 
section  shall  meet  all  other  requirements 
of  this  subpart  except  as  modified  by  this 
section  and  shall  be  limited  as  to  amount, 
terms,  and  condtions  for  insurance  as 
follows: 

(a)  Application,  commitment,  inspec¬ 
tion  and  required  fees — (1)  Application. 
An  application  for  a  conditional  or  firm 
commitment  for  insurance  of  a  mortgage 
on  a  project  shall  be  submitted  by  the 
sponsor  and  an  approved  mortgagee. 
Such  application  shall  be  submitted  to 
the  local  HUD  office  on  an  FHA  approved 
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form.  No  S4>plicaUoti  shall  be  considered 
unless  accompanied  by  the  exhibits  re¬ 
quired  by  the  form.  An  iqsplication  may, 
at  the  option  of  the  applicant,  be  sub¬ 
mitted  for  a  firm  commitment  omitting 
the  conditional  commitment  stage.  An 
application  may  be  made  only  for  a  com¬ 
mitment  which  provides  lor  the  insur¬ 
ance  of  the  mortgage  upon  completion  (tf 
the  improvements. 

(2)  Application  fee — conditional  com¬ 
mitment.  An  apr^cation-conunitment 
fee  of  $2  per  thousand  dollars  of  the  re¬ 
quested  mortgage  amoimt  shall  accom¬ 
pany  an  aiH>lication  for  conditional  com¬ 
mitment. 

(3)  Application  fee — firm  commitment. 
An  application  for  firm  commitinoit 
shall  be  accompanied  by  an  application- 
commitment  fee  of  $3  per  thousand  dol¬ 
lars  of  the  requested  mortgage  amoimt 
to  be  Insured  less  the  amount  of  any  fee 
previously  received  for  a  conditional 
commitment 

(4)  Inspection  fee.  No  inspection  fee 
will  be  required. 

(b)  Maximum  mortgage  amounts — 
general.  In  addition  to  the  limitations  in 
paragrai^  (c)  and  (d)  of  this  section  a 
mortgage  may  not  Involve  a  principal 
obligation  In  excess  of  the  lesser  of  the 
following: 

(1)  85  percent  of  the  Commissioner’s 
estimate  of  value  of  the  project; 

(2)  The  total  of  the  amounts  per  fam¬ 
ily  dwelling  unit  (excluding  exterior  land 
Improvements  as  defined  by  the  Com¬ 
missioner)  depending  on  the  number  of 
bedrooms  which  may  be : 

$13,000  without  a  bedroom. 

$18,000  with  one 'bedroom. 

$31,500  with  two  bedrooms. 

$26,600  with  ttiree  bedrooms. 

$30,000  with  foiu*  or  more  bedrooms. 

(I)  Increased  mortgage  amount — ele¬ 
vator  type  structures.  In  order  to  com¬ 
pensate  for  the  higher  cost  incident  to 
cmstruction  of  elevator  tyiie  structures 
^  sound  standards  of  construction  and 
design,  the  Commissioner  may  Increase 
the  dollar  amount  limitations  per  family 
unit  as  provided  in  parsigrapis  (b>  (2)  of 
this  section,  not  to  exceed: 

$15,000  without  a  bedrooas. 

$21,000  with  one  bedroom. 

$35,750  with  two  bedrooms. 

$32,260  with  three  bedrooms. 

$86,465  with  four  or  more  bedrooms. 

(II)  Increased  mortgage  amount — high 
cost  areas.  (A)  In  any  geographical  area 
where  the  Commissioner  finds  cost  levels 
80  require,  the  Commissioner  may  In¬ 
crease,  by  not  to  exceed  45  percent,  the 
dollar  amount  limitations  set  forth  In 
paragrm>hs  (b)  (2)  and  (b)  (2)  (1)  of  this 
section. 

(B)  If  the  Commlsitioner  finds  that 
because  of  high  costs  In  Alaska,  Guam, 
or  Hawaii  It  is  not  feasible  to  construct 
dwe4ings  without  the  sacrifice  of  sound 
stimdards  of  construction,  design,  and 
Uval^ty  within  the  limitations  of  maxi¬ 
mum  mortgage  amounts  provided  in  this 
section,  the  principal  obligation  of  mort¬ 
gages  may  be  increased  in  such  amounts 
as  may  be  necessary  to  compensate  for 
such  costs  but  not  to  exceed  in  any  event 


the  maxlmiim,  Including  high  cost  area 
Increases,  If  any,  otherwise  applicable  by 
more  than  one-hsdf  thereof. 

(c)  Maximum  mortgage  amounts — 
property  to  be  acquired.  If  the  project  is 
to  be  acquired  by  the  mortgagor  and  the 
purclmse  price  Is  to  be  financed  with  the 
Insured  mortgage,  the  maximum  mort¬ 
gage  amount  shall  not  exceed  85  percent 
of  the  cost  of  acquisition  as  determined 
by  the  Commissioner.  The  cost  of  ac¬ 
quisition  shall  consist  of  the  following 
items,  the  eligibility  and  amounts  of 
which  must  be  determine  by  the 
Conunissioner: 

(1)  Purchase  price  as  indicated  in  the 
purchase  agreement, 

(2)  An  amount  for  the  initial  deposit 
to  the  Reserve  Fund  for  Replacements, 

ReasonaUe  and  customary  legal, 
organizational,  title  and  recording  ex¬ 
penses,  and  fees  including  discounts 
chwrged  by  the  mortgagee, 

(4)  The  estimated  repair  cost,  if  any, 
and 

(5)  Architect’s,  municipal  inspection 
and/or  engineering  fees. 

(d)  Maximum  mortgage  amounts — 
property  to  be  refinanced.  If  property  is 
to  be  refinanced  by  the  insured  mortgage 
without  a  change  of  ownership,  or  if 
property  is  sold  to  a  purchaser  who  has 
an  identity  of  interest  with  the  seller 
and  the  purchase  is  to  be  financed  with 
the  insured  mortgage,  then  the  maximum 
mortgage  amount  shall  not  exceed  the 
greater  of : 

(1)  70  percent  of  the  Commissioner’s 
estimate  of  value  of  the  project,  or 

(2)  ITie  cost  to  refinance  the  existing 
indebtedness  which  will  consist  of  the 
following  it«ns,  the  eligibility  and 
amounts  of  which  must  be  determined 
by  the  Ck)mmissioner: 

(1)  ’The  amount  required  to  pay  off 
the  existing  indebtedness," 

(li)  An  amount  for  the  initial  deposit 
for  the  Reserve  Fund  for  Replacements. 

(ill)  Reasonable  and  customary  legal, 
organizational,  title  and  recordhig  ex¬ 
penses,  and  fees  including  discounts 
charged  by  the  mortgagee, 

(Iv)  The  estimated  rei}air  cost,  if  any, 
and 

(v)  Architect’s,  municipal  inspection, 
and/or  engineering  fees. 

(e)  Maturity.  The  term  of  the  mort¬ 
gage  shall  not  be  less  than  10  years,  nor 
shall  it  exceed  the  lesser  of  35  years  or 
75  percent  of  the  estimated  remaining 
economic  life  of  the  physical  improve¬ 
ments.  The  term  of  the  mortgage  shall 
begin  on  the  first  day  of  the  second 
month  following  the  date  of  initial-final 
endors«nent  of  the  mortgage  for  insur¬ 
ance. 

(f )  Eligible  property.  A  mortgage  given 
to  purchase  or  refinance  an  existing  proj¬ 
ect  ^all  be  ^gible  for  insurance  if  such 
project  contains  at  least  eight  dwelling 
units.  The  project  shall  have  attained 
sustaining  occupancy  (occupancy  that 
would  produce  rental  income  sufficient  to 
pay  (grating  expenses,  annual  debt 
service  and  reserve  fund  for  replacement 
requirements),  as  determined  by  the 
Ckunmlssioner,  prim*  to  endorsement  of 
ttie  mmtgage  for  insurance,  or  the  mort¬ 


gagor  shall  provide  an  operating  deficit 
fund  at  ,the  time  of  endorsement  for  in¬ 
surance,  in  an  amount,  and  under  an 
agreement,  approved  by  the  Commis¬ 
sioner.  In  addition  to  the  other  require¬ 
ments  of  this  section,  the  project  must 
also  meet  one  of  the  following  require¬ 
ments: 

(1)  Prior  to  the  time  of  filing  an  appli¬ 
cation  for  mortgage  insurance,  the  proj¬ 
ect  shall  have  been  fully  completed  and 
at  least  three  years  must  have  elapsed 
from  the  date  of  completion,  or  initial 
occupancy,  as  determined  by  the  Com¬ 
missioner,  whichever  is  later,  or 

(2)  Prior  to  June  30,  1974,  construc¬ 
tion  of  the  project  shall  have  com¬ 
menced,  and  tiie  project  shall  have  been 
fully  completed  prior  to  December  31, 
1975,  and  after  completion  of  the  project 
an  application  for  insurance  shall  have 
been  filed  prior  to  December  31,  1975. 

(g)  Refinancing  eligible  property  ifc 
older,  declining  urban  areas.  In  addition 
to  meeting  the  requirement  in  paragraph 
(f)  (1)  of  this  section,  and  the  other  re¬ 
quirements  of  this  section,  an  existing 
project  to  be  refinanced  in  an  older,  de- 
clirdng  urban  area,  shall  comply  with  the 
following  conditions: 

(1)  ’The  maximum  mortgage  amount 
shall  be  limited  by  the  lesser  of  para¬ 
graphs  (b)  (1),  (b)  (2),  or  (d)  (2)  of  this 
section, 

(2) '  The  refinancing  shall  be  used  to 
lower  the  monthly  debt  service  only  to 
the  extent  necessary  to  assure  the  con¬ 
tinued  economic  viability  of  the  project 
as  determined  by  the  Commissioner  tak¬ 
ing  into  account  any  rent  reductions  to 
be  implemented  by  the  mortgagor;  and 

(3)  The  mortgagor  shall  agree  that, 
during  the  mortgage  term,  no  rental  in¬ 
creases  shall  be  made  exc^t  those  which 
are  necessary  to  offset  actual  and  reason¬ 
able  operating  expense  increases  or  other 
necessary  expense  increases  approved  by 
the  Commissioner. 

(h)  Occupancy  requirements.  The  re¬ 
quirements  contained  in  S  207.20(a)  shall 
not  apply  to  a  mortgage  insured  pursu¬ 
ant  to  a  commitment  issued  in  accord¬ 
ance  with  this  section  if  the  Commis¬ 
sioner  determines  that  the  project  is  in¬ 
tended  primarily  for  occupancy  by  the 
elderly  or  handicapped  and  is  not  com¬ 
patible  with  occupancy  by  families  with 
children. 

(1)  Labor  standards  and  prevailing 
wage  requirements.  The  requirements  of 
S  207.19(d)  (1).  (4),  and  (5)  shaU  not  be 
applicable  to  mortgages  insured  pursu¬ 
ant  to  a  commitment  issued  in  accord¬ 
ance  with  this  section. 

(j)  Secondary  financing.  (1)  When  a 
loan  is  made  to  finance  the  purchase  of 
an  existing  mulUfamily  housing  project, 
the  mortgagor  may  not  have  any  addi¬ 
tional  obligations  in  connection  with  the 
transacticm  which  exceed  the  lesser  of: 

(i)  Seven  and  one-half  percent  (7%% ) 
of  the  Commissioner's  estimate  of  value, 
or 

(ii)  Seven  *  and  one-half  percent 
(7V&%)  of  the  cost  of  acquisition  as  de¬ 
fined  in  paragraph  (c>  of  this  section. 

(2)  When  a  loan  is  made  to  refinance 
an  existing  multifamily  housing  project. 


FEDSIAL  tEOISTBt,  VOL  40,  NO.  1  $6— WEDNESDAY,  SEPTEMBER  24,  1975 


RULES  AND  REGULATIONS 


43901 


the  mortgagor  may  not  have  any  addi¬ 
tional  obligations  in  connection  with  the 
transaction  which  exceed  the  lesser  of: 

(i)  Seven  and  one-half  percent  (7*4 % ) 
of  the  Commissioner’s  estimate  of  value, 
or 

(ii)  Fifty  percent  of  the  difference  be¬ 
tween  the  cost  to  refinance  as  defined  in 
paragraph  (d)  (2)  of  this  section  and  the 
maximum  mortgage  amount  as  deter¬ 
mined  by  the  Commissioner. 

(3)  The  additional  obligations,  if  any, 
provided  for  in  paragraphs  (j)  (1)  and 
(2)  of  this  section  shall  be  represented 
by  promissory  notes  on  a  fonn  approved 
by  the  Commissioner.  Such  notes  shall 
not  be  due  and  payable  imtil  the  matur¬ 
ity  date  of  the  mortgage  to  be  insured 
pursuant  to  this  section,  but  may  be  pre¬ 
paid  from  surplus  cash  as  that  term  is 
defined  in  §  207.19(b)  and  in  accordance 
with  the  conditions  prescribed  in  the 
Regulatory  Agreement  between  the  mort¬ 
gagor  and  the  Commissioner. 

(Sec.  7(d),  Department  of  Ho\islng  and  Ur¬ 
ban  Development;  (43  UJB.C.  3036  (d) ) ) . 

Effective  date.  This  amendment  will  be 
^ective  on  Sept^nber  24,  1975. 

(It  Is  hereby  certffled  that  the  economic  and 
inflationary  Impacts  of  these  final  rules  have 
been  carefully  evaluated  In  aecordance  with 
OMB  Cltveular  A-t07.) 

DAvm  S.  Cook, 

Assistant  Secretary  for  Housing 
Production  and  Mortgage 
Credit-FHA  Commissioner. 

[PR  Doc.75-25395  Piled  9-23-75;8:45  am] 


Title  45— Public  Welfare 

CHAPTER  II— SOCIAL  AND  REHABILITA¬ 
TION  SERVICE  (ASSISTANCE  PRO¬ 
GRAMS),  DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 

PART  249— SERVICES  AND  PAYMENT 
IN  MEDICAL  ASSISTANCE  PROGRAMS 

Definition  of  Skilled  Nursing  Facility  Care 

Notice  of  proposed  rule  making  was 
published  January  31, 1974  (39  FR  3961) 
to  implement  section  247(b)  of  Pub.  L. 
92-603,  which  sets  forth  a  definition  of 
skilled  nursing  facility  care  under  title 
XDL,  Social  Security  Act  (Medicaid  pro¬ 
gram)  .  The  proposal  included  the  statu¬ 
tory  language  and  provided  that  deter¬ 
minations  imder  Uiis  section  would  be 
made  in  accordance  with  guidelines  to  be 
issued.  On  Jime  3, 1975,  the  Social  Secur¬ 
ity  Administration  published  proposed 
rule  making  to  implement  section  247(a) , 
a  parallel  Medicare  definition,  which  was 
transmitted  to  State  Medicaid  agencies 
indicating  that  these  provisions,  when 
final,  would  be  applicable  to  both  Medi¬ 
care  and  Medicaid. 

Comments  received  were  reviewed  by 
the  OflBce  of  Nursing  Home  Affairs,  the 
Social  Security  Administration,  and  the 
Social  and  Rehabilitation  Service  and 
the  final  regulation  developed  jointly.  A 
summary  of  the  major  comments  and  the 
decisions  made  on  them  appears  in  the 
preamble  to  the  final  Medicare  regula¬ 
tions  published  elsewhere  In  this  Issue. 
Accordingly,  Medicaid  regulations  are  be¬ 


ing  amended  to  implement  the  require¬ 
ments  of  section  247(b)  of  Pub.  L.  92-603 
by  including  appropriate  citations  of  the 
definitions  and  criteria  set  forth  in  the 
Medicare  regulations. 

Section  249.10(b)  (4)  (i)  of  Part  249, 
Chapter  Et,  Title  45,  Code  of  Federal 
Regulations,  is  revised  by  redesignating 
paragraphs  (b)  (4)  (1)  (A)  and  (B)  as  (b) 
(4)  (i)  (B)  and  (C) ,  revising  the  intro¬ 
ductory  language  and  adding  a  new 
paragraph  (b)  (4)  (1)  (A)  as  set  forth 
below: 

§  249.10  Amount,  duration,  and  scope 
of  medical  assistance. 

*  «  *  *  '  « 

(b)  Federal  financial  participation, 

•  «  * 

(4)  (i)  Skilled  nursing  facility  services 
(.other  than  such  services  in  an  in¬ 
stitution  for  tuberculosis  or  mental  dis¬ 
eases)  for  individuals  21  years  of  age 
or  older.  “Skilled  nursing  facility  serv¬ 
ices”  means  services  ordered  by  and 
under  the  direction  of  a  physician  pro¬ 
vided  in  a  skilled  nursing  facility  (which 
term  includes  any  institution  located  on 
an  Indian  reservation  and  certified  by 
the  Secretary  as  meeting  the  require¬ 
ments  of  section  1861  (j)  of  the  Act) ,  and 
which  are  or  were: 

(A)  Skilled  nursing  or  rehabilitation 
services,  needed  on  a  daily  basis,  and  re¬ 
quired  to  be  provided  on  an  inpatient 
basis,  as  determined  in  accordance  with 
the  definitions  and  criteria  specified  in 
20  C:rFR  405.127,  405.128,  and  405.128a: 

•  •  *  *  • 

(Sec.  1102,  49  Stat.  647  (42  UB.0. 1302) ) . 

Effective  date:  These  regulations  shall 
be  effective  November  24, 1975. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  13.714,  Medical  Assistance  Program) 

(It  Is  hereby  certified  that  the  economic  and 
inflationary  Impacts  of  this  regulation  have 
been  carefully  evaluated  in  accordance  with 
OMB  Circular  A-107.) 

Dated:  August  6, 1975. 

John  A.  Svahn, 
Administrator,  Social  and 
Rehabilitation  Service. 

Approved:  September  15, 1975. 

David  Mathews, 

Secretary. 

[FR  Doc.76-26247  Piled  9-23-75;8:46  ami 

Title  49 — Transportation 

SUBTITLE  A — OFFICE  OF  THE 
SECRETARY  OF  TRANSPORTATION 

(OST  Docket  No.  1,  Arndt.  1-113] 

PART  1— ORGANIZATION  AND  DELEGA¬ 
TION  OF  POWERS  AND  DUTIES 

The  purpose  of  this  amendment  is  to 
revise  Part  1,  Organization  and  Delega¬ 
tion  of  Powers  and  Duties,  of  the  Regu¬ 
lations  of  the  Office  of  the  Secretary  to 
refiect  the  current  status  of  organiza¬ 
tional  structure  and  nomenclature. 

Since  this  amendment  relates  to  De¬ 
partmental  management,  procedures  and 
practices,  notice  and  public  procedure 


thereon  are  unnecessary  and  It  may  be 
made  effective  in  fewer  than  30  days 
after  publication  in  the  Federal  Register. 

In  ccHisideration  of  the  foregoing. 
Part  1  of  Title  49  of  the  Code  of  Federal 
Regulations  is  amended  to  read  as 
follows: 

Subpart  A — Genaral 

Sec. 

1.1  Purpose. 

1.2  Definitions. 

1.3  Organization  of  the  Department. 

1.4  Oeneral  responsibUltles. 

Subpart  B — Office  of  the  Secretary 

1.21  Purpose. 

1.22  Structure. 

1 .23  Spheres  of  primary  responsibility. 

1.24  Authority. 

1.25  Relationships. 

1.26  Secretarial  succession. 

Subpart  C — Delegations 

1.41  Ptirpose. 

1.42  Exercise  of  authority. 

1.43  General  limitations  and  reservations. 

1.44  Reservations  of  authority. 

1.46  Delegations  to  all  AdmlntetratoM. 

1.46  Delegations  to  Comma  ad  ant  of  the 

Coast  Guard. 

1.47  Delegations  to  Fedeeal  AviaiUrm  Artwia- 

iatrator. 

1.48  Delegations  to  Federal  Highway  AdaiBa- 

Isirator. 

1.49  Delegations  to  Federal  Railroad  Admin¬ 

istrator. 

1.50  Delegations  to  National  Highway  Traf¬ 

fic  Safety  Administrator. 

1.61  Delegations  to  Urban  Maas  Transporta¬ 
tion  Administrator.  « 

1.52  Delegations  to  Administrator  of  the  St. 

Lawrence  Seaway  Development  Cor¬ 
poration. 

1.53  Delegations  to  Director,  Materials 

Transportation  Bureau. 

1.54  Delegations  to  all  Secretarial  Officers. 

1.55  Delegations  to  Deputy  Secretary. 

1.56  Delegations  to  General  Counsel. 

1.57  Delegations  to  Assistant  Secretary  for 

Policy,  Plans  and  International 
Affairs. 

1.58  Delegations  to  Assistant  Secretary  for 

Environment,  Safety  and  Consumer 
Affairs. 

1.59  Delegations  to  Assistant  Secretary  for 

Administration. 

1.60  Delegations  to  Assistant  Secretary  for 

Systems  Development  and  Technol¬ 
ogy. 

1.61  Delegations  to  Assistant  Secretary  for 

Congressional  and  Intergovernmental 
Affairs. 

1.62  Delegations  to  Director  of  the  Trans¬ 

portation  Systems  Center. 

1.63  Delegations  to  Director  of  Public 

Affairs. 

1.64  Delegations  to  Deputy  Under  Secretary 

[Reserved]. 

1.65  Delegations  to  Deputy  Under  Secretary 

for  Budget  and  Program  Review 
[Reserved.] 

Appendix  A — Delegations  and  Redelegatlons 
by  Secreterlal  Officers. 

AuTHOBiTT.  Secs.  3,  9,  Department  of  Trans¬ 
portation  Act  (49  U.S.C.  1653  and  1667(e). 

Subpart  A— General 
§  1.1  Purpose. 

This  part  describes  the  orgsmization  al 
the  D^artment  of  Transportation  and 
provides  for  the  performance  of  duties 
imposed  upon,  and  the  exercise  of  powers 
vested,  in  the  Secretary  ot  Transporta¬ 
tion  by  law.  * 
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§  DefinHioiw. 

As  used  in  this  part.  “Administrator’* 
Includea— 

(a)  The  Commandant  ef  the  Coast 
Guard. 

(b)  The  Federal  Aviation  Administra¬ 
tor. 

(c)  The  Federal  Highway  Adminlstoa- 
tor. 

(d)  The  Federal  Railrocul  Administra¬ 
tor. 

(e)  The  National  Highway  TrafiOc 
Safety  Administrator. 

(f)  The  Urban  Mass  Transportation 
Administrator. 

(g)  The  Administrator  of  the  81 
Lawroxce  Seaway  Development  Corpora- 
ti<m. 

§  1.3  Organization  of  the  Department. 

(a)  The  Secretary  of  Transportation 
is  the  head  of  the  Department. 

(b)  The  Department  is  composed  of 
the  Office  of  the  Secretary  (including  the 
Transportation  Systems  Center)  and  the 
following  operating  administrations: 

(1)  The  U.S.  C^oast  Guard,  headed  by 
the  Commandant. 

<2)  The  Federal  Aviation  Administra¬ 
tion,  headed  by  the  Administrator. 

(3)  The  Federal  Highway  Administra¬ 
tion,  headed  by  the  Administrator. 

(4)  The  Federal  Railroad  Admlnistoa- 
tion,  headed  by  the  Administrator. 

(5)  The  National  Highway  Traffic 
Safety  Administration,  headed  by  the 
Administrator. 

(6)  The  Urban  Mass  Transportation 
Administration,  headed  by  the  Adminis¬ 
trator. 

(7)  The  St.  Lawrence  Seaway  Devel¬ 
opment  Ck)rporatlon,  headed  the  Ad¬ 
ministrator. 

(8)  The  Materials  Transportation  Bu¬ 
reau,  headed  by  the  Director. 

(c)  TTie  Administrator  of  each  operat¬ 
ing  administration  reports  directly  to 
the  Secretary. 

§  1.4  General  responsibilities. 

(a)  Of^ce  of  Vie  Secretary.  Provides 
for — 

(1)  Leadership  in  formulating  mid  ex¬ 
ecuting  well-balanced  national  and  in¬ 
ternational  transportation  objectives, 
policies,  and  programs; . 

(2)  Stimulating  and  promoting  re¬ 
search  and  development  in  all  modes  and 
types  of  transportation,  with  special 
emphasis  on  transportation  safety; 

(3)  (Coordinating  the  various  trans¬ 
portation  progrmns  of  the  Federal  Gov¬ 
ernment; 

(4)  Encouraging  maximum  private  de¬ 
velopment  of  transportation  services; 

(5)  Responsive,  timely,  and  effective 
liaison  with  Congress,  and  public  and 
private  organizations  on  transportation 
matters; 

(6)  Innovative  approaches  to  urban 
transportation  and  environmental  en¬ 
hancement  programs;  and 

(7)  Effective  managment  of  the  De¬ 
partment  as  a  whole. 

(b)  U.S.  Coast  Guard.  Is  respcmsible 
fOif— 


(I)  Upcm  the  high  seas  and  waters 
subject  to  the  Jurisdiction  of  the  United 
States — 

(1)  Enforcing  or  assistance  in  enforc¬ 
ing  api^cable  Federal  laws; 

(II)  Administering  laws  and  mro- 
mulgatlng  and  enforcing  regulations  for 
promoting  safety  of  life  and  property, 
covering  all  matters  not  specifically  dele¬ 
gated  by  law  to  some  other  executive  de¬ 
partment  or  reserved  to  the  States; 

(ill)  Developing,  establishing,  main¬ 
taining,  and  (grating,  with  due  regard 
to  the  requirements  of  national  defense, 
aids  to  navUraUon,  icebreaking  facilities, 
and  rescue  facilities  for  promoting 
safetsr;  and 

(2)  Maintaining  a  state  of  readiness  to 
function  as  a  specialized  service  in  the 
Navy,  in  time  of  war  or  when  the  Presi¬ 
dent  shall  direct,  as  provided  in  section  3 
of  title  14,  United  States  Code. 

(c)  The  Federal  Aviation  Adminlstra~ 
tion.  Is  responsible  for — 

(1)  Promulgating  and  enforcing  regu¬ 
lations  on  all  safety  matters  relating  to 
the  manufacture,  operation,  and  main¬ 
tenance  of  aircraft; 

(2)  Registering  aircraft  and  recording 
rlidits  in  aircraft; 

(3)  Developing,  modifying,  testing,  and 
evaluating  systems,  procedures,  facil¬ 
ities,  and  devices  needed  for  the  safe  and 
efficient  navigation  and  traffic  control  of 
aircraft; 

(4)  Locating,  constructing  or  install¬ 
ing,  maintaining,  and  operating  Federal 
aids  to  air  navigation,  vdierever  neces¬ 
sary; 

(5)  Developing  air  traffic  regulations, 
and  administering  air  traffic  control  of 
civil  and  military  air  operations  within 
n.S.  airspace; 

(6)  Providing  grants-in-aid  for  devel¬ 
oping  public  airports;  and 

(7)  Promoting  and  encouraging  civil 
aviation  abroad  through  technical  avia¬ 
tion  assistance  to  other  governments. 

(d)  The  Federal  Highway  Administra¬ 
tion.  Is  responsible  for — 

(1)  Planning,  in  cooperation  with  the 
States,  the  national  highway  system; 

(2)  Providing  for  Improving,  in  coop¬ 
eration  with  the  States.  rocUis  on  the 
Federal-aid  primary,  secondary,  and  in¬ 
terstate  highway  systems  and  urban  ex¬ 
tensions  thereof; 

(3)  Highway  beautification  and  scenic 
enhancement  of  the  Federal-aid  hi^- 
way  systems; 

(4)  Surveying  and  constructing  forest 
highway  system  roads,  defense  highways 
and  access  roads,  and  parkways  and 
roads  in  national  parks  and  other  feder¬ 
ally  administered  areas; 

(5)  Inspecting  records  of  motor  car¬ 
riers  operating  in  interstate  commerce. 
Inspecting  motor  carrier  vehicles,  and  in¬ 
vestigating  accidents  and  reporting  viola¬ 
tions  of  motor  caiTier  safety  regulations; 
and 

(6)  Developing  and  administering  uni¬ 
form  State  standards  for  highway  safety 
programs  with  respect  to  identification 
and  surveillance  of  accident  locations; 
highway  design,  construction,  and  main¬ 


tenance,  including  highway  related  as¬ 
pects  of  pedestrian  safety;  and  traffic 
control  devices. 

(e)  The  Federal  Railroad  Administra¬ 
tion.  Is  responsible  for — 

(1)  Operating  and  managing  the 
Alaska  Railroad; 

(2)  Conducting  research  and  develop¬ 
ment  activity  in  support  of  improved  rail 
transportation ; 

(3)  Regulating  safety  fimctions  per¬ 
taining  to  railrocuis,  express  companies, 
and  water  carriers  operating  in  connec¬ 
tion  with  raUroads  under  a  common  con¬ 
trol,  management,  or  arrangement  for 
continuous  carriage  or  shipment;  and 

(4)  Investigating  and  issuing  reports 
concerning  collisions,  derailments,  and 
other  railroad  accidents  resulting  in  se¬ 
rious  injury  to  persons  or  to  the  prop¬ 
erty  of  a  railroad. 

(f)  The  National  Highway  Traffic 
Safety  Administration.  Is  responsible 
for — 

(1)  Promulgating  uniform  standards 
for  developing  State  highway  safety  pro¬ 
grams,  except  for  those  standsurds  the 
development  and  administration  of 
which  are  delegated  to  the  Federal  High¬ 
way  Administration; 

(2)  Establishing,  prescribing,  and  en¬ 
forcing  National  standards  for  improv¬ 
ing  safety  in  the  operation  and  perform¬ 
ance  of  motor  vehicles  and  equipment; 
and 

(3)  Informing  the  public  of  the  com¬ 
parative  characteristics  and  operational 
cost  of  passenger  motor  vehldes  and  re¬ 
quiring  display  of  comparative  insurance 
costs  by  automobile  dealers. 

(g)  The  Urban  Mass  Transportation 
Administration.  Is  responsible  for — 

(1)  Exercising  the  authority  vested  in 
the  Secretary  for  developing  comprehen¬ 
sive  and  coordinated  mass  transportation 
systems  to  serve  metropolitan  and  other 
urban  areas; 

(2)  Administering  urban  mass  trans¬ 
portation  programs  and  functions;  and 

(3)  Assuring  appropriate  liaison  and 
coordination  with  other  governmental 
organization,  with  respect  to  the  fore¬ 
going. 

(h)  The  St.  Lawrence  Seaway  De¬ 
velopment  Corporation.  Is  responsible 
for  the  development,  operation,  and 
maintenance  of  that  part  of  the  St. 
Lavrrence  Seaway  within  the  territorial 
limits  of  the  United  States. 

(i)  The  Materials  Transportation  Bu¬ 
reau.  Is  responsible  for — 

(1)  Exercising  the  authority  vested  in 
the  Secretary  for  the  safe  transportation 
of  gases  or  hazardous  liquids  by  pipe¬ 
lines;  and 

(2)  Exercising  the  authority  vested  in 
the  Secretary  with  respect  to  intermodal 
hazardous  materials  functions  and  the 
issuance  of  all  hazardous  materials  regu¬ 
lations,  exemptions,  and  registration  cer¬ 
tificates  except  for  those  regulations  and 
exemptions  governing  ships'  stores  and 
supplies  and  the  bulk  transportation  of 
hazardous  materials  which  are  loaded  or 
carried  on  board  a  vessel  without  ben¬ 
efit  of  containers  or  labels  and  received 
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or  handled  by  the  vessel  carrier  without 
mark  or  count. 

Subpart  B — Office  of  the  Secretary 
§  1^21  P«rpo«e. 

This  subpart  establishes  the  basic  or¬ 
ganizational  structure,  spheres  of  pri¬ 
mary  responsibility,  and  lines  of  author¬ 
ity  in  the  Office  of  the  Secretary.  It  also 
describes  the  relationships  between  the 
Office  of  the  Secretmr  and  the  operating 
administrations,  and  provides  for  succes¬ 
sion  to  the  position  of  Secretary  in  case 
of  need. 

$  1.22  Structure. 

The  structure  of  the  Office  of  the  Sec- 
retaiT  through  the  level  of  functional  of¬ 
fices  is  as  follows: 

(a)  Secretary.  The  Secretary  and  Dep¬ 
uty  Secretary  are  assisted  by  the  Deputy 
Under  Secrctiuy,  Deputy  Under  Secre¬ 
tary  for  Budget  and  Program  Review,  the 
Executive  Secretary,  the  Contract  Ap¬ 
peals  Board,  the  Departmental  Office  of 
Civil  Rights,  and  the  Office  of  Public 
Affairs,  and  the  Office  of  Deepwater 
Ports,  an  of  which  report  to  the  Secre- 
taJ7  and  Deputy  Secretary.  The  Assistant 
Secretaries,  the  General  Counsel,  and 
the  Reglonsd  Representatives  of  ttie  Sec¬ 
retary  report  directly  to  the  Secretary 
and  the  Deputy  Secretary. 

(b)  Deputy  Under  Secretary.  The  Dep¬ 
uty  Under  Secretary  reports  to  the  Sec¬ 
retary  and  the  Deputy  Secretary  with 
respect  to  those  functions  within  his 
sphere  of  responsibility. 

(c)  Deputy  Under  Secretary  for 
Budget  and  Program  Review.  The  Office 
of  Planning  and  Program  Review  and 
the  Office  of  Budget  report  to  the  Deputy 
Under  Secretary  for  Budget  and  Program 
Review  who  reports  to  the  Secretary  and 
the  Deputy  Secretary. 

(d)  Office  of  the  Assistant  Secretary 
for  Policy.  Plans  and  International  Af¬ 
fairs.  This  office  is  composed  of  the  Oflic^ 
of  Transportation  Planning  Analysis; 
Policy  Review;  Transportation  Policy 
Development;  International  Programs; 
Transportation  Energy  Policy;  and  Avia¬ 
tion  Economic  Policy. 

<e)  Office  of  the  General  Counsel.  This 
office  is  composed  of  the  Offices  of  Opera¬ 
tions  and  Legal  Counsel;  Regffiation; 
Litigation;  and  Legislation. 

(f)  Office  of  the  Assistant  Secretary 
for  Environment.  Safety  and  Consumer 
Affairs.  This  office  is  composed  of  the 
Offices  of  Safety  Affairs;  Hazardous 
Materials  Policy;  Consumer  Affairs;  Fa¬ 
cilitation;  Transportation  Security;  and 
Environmental  Affairs. 

(g)  Office  of  the  Assistant  Secretary 
for  Administration.  This  office  is  com¬ 
posed  of  the  Offices  of  Personnel  and 
Training;  Management  Systems;  Admin¬ 
istrative  Operations;  Investigations  and 
Security;  Installations  and  Logistics; 
Audits;  and  Emergency  Transportation. 

(h)  Office  of  the  Assistant  Secretary 
for  Systems  Development  and  Tech¬ 
nology.  This  office  is  composed  of  the 
Transportation  Systems  Center  and  the 
Offices  of  R&D  Policy;  R&D  Plans  and 
Resources;  Systems  Engineering;  Noise 
Abatement;  and  University  Research. 


(i)  Office  of  the  Assistant  Secretary 
for  Congressional  and  Intergovernmental 
Affairs.  This  ofiBce  is  composed  of  the 
Office  of  Congressional  Relations  and  the 
Office  of  Intergovernmental  Affairs. 

(j)  Regional  Representatives  of  the 
Secretary.  These  officials  represent  the 
Secretary  in  the  field  and  constitute  a 
principal  point  of  contact  for  the  ex¬ 
change  of  information  in  regional  inter¬ 
agency  and  intergovermnental  affairs. 

§  1.23  Spheres  of  primary  responsibil¬ 
ity. 

(a)  Secretary  and  Deputy  Secretary. 
Overall  planning,  direction,  and  control 
of  Departmental  affairs,  liicluding  civil 
rights,  public  affairs,  programming,  and 
budgeting.  Both  the  Deputy  Under  Sec¬ 
retary  and  the  Deputy  Under  Secretary 
for  Btidget  and  Program  Review  assist 
the  Secretary  and  the  Deputy  Secretary 
in  the  performance  of  these  responsfliill- 
ties. 

(b)  Assistant  Secretary  for  Policy, 
Plans  and  International  Affairs.  Domestic 
and  international  transportation  policies, 
idans  and  programs;  international  tech¬ 
nological  cooperation;  technical  assist¬ 
ance  to  developing  countries;  transpor¬ 
tation  system  assessment  forecasting  and 
planning;  transportation  energy  policy 
coordination;  Federal  economic  policy  re¬ 
lating  to  transportation. 

(c)  General  Counsel.  Legal  services  as 
the  chief  legal  officer  of  the  Department, 
legal  advisor  to  the  Secretary  and  the 
Office  of  the  Secretary,  and  final  author¬ 
ity  within  the  Departoent  on  questions 
of  law;  professional  supervision,  includ¬ 
ing  coordination  and  review,  over  the 
legal  work  of  the  legal  offices  of  the  De¬ 
partment;  drafting  of  legislation  and  re¬ 
view  of  legal  aspects  of  legislative  mat¬ 
ters;  exercise  of  fvmctions,  powers  and 
duties  as  a  Judge  Advocate  General  under 
the  Uniform  Code  of  Military  Justice 
(Chapter  47  of  title  10,  Unit^  States 
Code)  with  respect  to  the  United  States 
Coast  Guard;  advice  and  assistance  with 
respect  to  uniform  time  matters;  review 
and  final  action  on  applications  for  re¬ 
consideration  of  initial  decisions  not  to 
disclose  unclasped  records  of  the  Of¬ 
fice  of  the  Secretary  requested  under 
5  U.S.C.  552(a)  (3) ;  promotion  and  co¬ 
ordination  of  efficient  use  of  Depart¬ 
mental  legal  resources;  and  recommen¬ 
dation.  in  conjxmction  with  the  Assistant 
Secretary  for  Administration,  of  legal 
career  development  programs  within  the 
Department. 

(d)  Assistant  Secretary  for  Environ¬ 
ment,  Safety  and  Consumer  Affairs.  Pol¬ 
icy  for  safety  affairs  (including  policy 
guidance  for  hazardous  materials  and 
pipeline  safety) ;  consumer  and  commu¬ 
nity  affairs;  transportation  facilitation; 
transportation  secmity;  and  environment 
enhancement  programs. 

(e)  Assistant  Secretary  for  Adminis¬ 
tration.  Organization;  delegations  of  au¬ 
thority;  manpower  control;  management 
studies;  personnel  management;  train¬ 
ing;  logistic  and  prociurement  policy;  ac- 
eoimting  and  data  systems  management; 
financial  management  policy;  automatic 
data  processing  management;  informa¬ 


tion  systems  management;  paperwork 
management;  management  information; 
investigations  and  security;  audit;  ad¬ 
ministrative  support  services  for  the  Of¬ 
fice  of  the  Secretary  and  certain  other 
components  of  the  Departeent;  and 
emergency  transportation. 

(f)  Assistant  Secretary  for  Systems 
Development  and  Technolofnf.  Research 
and  development  advancing  transporta¬ 
tion  capability  as  to  its  safety,  effective¬ 
ness,  economy,  and  visibility  including 
university  activities;  technologlcsd  in¬ 
put  to  developpient  of  trsmsportatlon 
policy;  abatement  of  noise  generated  by 
transportation  equipment;  telecommimi- 
cations;  and  the  executive  direction  and 
progrsunmatic  guidance  of  the  Trans¬ 
portation  Systems  Center. 

(g)  Assistant  Secretary  far  Congres¬ 
sional  and  Intergovernmental  Affairs. 
Coordination  of  legislative  and  non¬ 
legislative  relationships;  Congressional 
affairs ;  communication  and  coordination 
with  Federal,  State  and  local  govern¬ 
ments  and  industry  and  labor  in  devetep- 
Ing  and  promoting  DOT  programs. 

(h)  Executive  Secretary.  Central  facfil- 
ties  staff  for  the  Immediate  Ofliee  of  the 
Secretary  and  the  Becretarisd  OfBeess. 

(i)  Contract  Appeals  Board.  Hearings 
and  decisions  on  appeals  from  decisions 
of  Departmental  contracting  officers  and 
on  claims  for  extraordinary  relief  under 
Pub.  L.  86-804. 

(j)  Departmental  Office  of  Civil  Rights. 
DOT  Director  of  Equal  Employment  Op¬ 
portunity:  Contracts  Compliance  Officer; 
Title  VI  (Civil  Rights  Act  of  1964)  Co¬ 
ordinator;  Department- wide  compliance 
with  related  laws.  Executive  orders,  regu¬ 
lations,  and  policies;  and  formal  com¬ 
plaints  of  discrimination. 

(k)  Office  of  Public  Affairs.  Public 
Information  and  Departmental  relations 
with  the  news  media,  the  general  public 
and  selected  special  publics. 

(l)  Office  fif  Deepwater  Ports.  Oversee 
the  implementation  of  the  Deepwater 
Port  Act  of  1974. 

(m)  Regional  Representatives  of  the 
Secretary.  Interagency,  intergovern¬ 
mental  coordination  in  the  field;  mem¬ 
bership  on  Regional  Coimcils  and  Field 
Coordination  Groups. 

§  1.24  Authority. 

(a)  The  Deputy  Secretary  may  exer¬ 
cise  the  authority  of  the  Secretary,  ex¬ 
cept  where  specifically  limited  by  law, 
order,  regulation,  or  instructions  of  the 
Secretary. 

(b)  The  Deputy  Under  Secretary  is 
authorized  to  act  for  the  Secretary  and 
the  Deputy  Secretary  in  respect  to  the 
Immediate  Office  of  the  Secretary  and 
to  represent  the  Secretary  and  the  Dep¬ 
uty  Secretary  in  matters  assigned  by 
them. 

(c)  Acting  in  his  own  name  and  title, 
each  Assistant  Secretary  or  the  General 
Counsel,  within  his  sphere  of  responsibil¬ 
ity,  is  authorized  to  identify  and  define 
the  requirements  for,  and  to  recommend 
to  the  Secretary,  new  or  revised  Depart¬ 
mental  policies,  plans,  and .  propoM^s. 
Each  of  these  officers  is  aut^rized  to 
Issue  Departmental  standards,  criteria. 
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agntems.  and  procedures  that  are  con- 
sisient  edth  applicable  laws.  Executive 
orders.  Qovemment-wlde  regulations 
and  prides  established  by  the  Secre* 
lary.  and  to  inspect,  review,  and  eval¬ 
uate  Departmental  program  performance 
and  effectiveness  and  advise  the  Secre¬ 
tary  regarding  the  adequacy  thereof.  Es¬ 
tablishment  of  policy  is  reserved  to  the 
Secretary. 

(d)  Except  for  nonddegable  statutory 
duties,  including  those  which  devolve  as 
a  result  of  succession  to  act  as  Secretary 
of  Trausportaticm,  each  Deputy  Assist¬ 
ant  Secretary  and  the  Deputy  General 
Counsel  is  authorized  to  act  for  and  per¬ 
form  the  duties  of  his  principal  in  the 
absence  or  disability  of  the  principal  and 
as  otherwise  directed  by  the  principal. 

§  1.2S  Rdationships. 

(a)  Normal  staff  role.  Normally,  the 
fimctions  of  the  Assistant  Secretaries 
are  staff  and  advisory  in  nature.  In  per¬ 
forming  their  fimctions,  the  Assistant 
Secretaries  are  responsible  for  continu¬ 
ing  liaison  and  coordination  among 
themselves  and  with  the  operating  ad¬ 
ministrations  to— 

(1)  Avoid  unnecessary  duplication  of 
effort  by  or  in  conflict  with  the  perform¬ 
ance  of  similar  activities  by  the  operat-. 
Ing  administrations  and  the  other  Assist¬ 
ant  Secretaries  pursuant  to  their  Secre¬ 
tarial  delegations  of  authority ;  and 

(2)  Assure  that  the  views  of  the  op¬ 
erating  administrations  are  considered 
in  developing  Departmental  policies, 
plans,  and  proposals. 

The  Assistant  Secretaries  are  also  avail¬ 
able  to  assist,  as  appropriate,  the  op¬ 
erating  administrations  in  implement¬ 
ing  Departmental  policy  and  programs. 
As  primary  staff  advisors  to  the  Secre¬ 
tary,  the  Assistant  Secretaries  are  con¬ 
cerned  with  transportation  matters  of 
the  broadest  scope.  Including  modal,  in- 
termodal,  and  other  mattelrs  of  Secre¬ 
tarial  interest. 

(b)  Exceptions.  There  are  exceptions 
to  the  normal  staff  role  described  in  para¬ 
graph  (a)  of  this  section.  In  select^  in¬ 
stances.  the  Secretary  has  speciflcsdly 
delegated  to  Assistant  Secretaries  au¬ 
thority  which  they  may  exercise  on  his 
behalf.  For  example,  the  Secretary  has 
delegated  authority  to  the  Assistant  Sec¬ 
retary  for  Policy,  Plans  and  Interna¬ 
tional  Affairs  to  decide  on  most  requests 
to  intervene  or  appear  before  adminis¬ 
trative  agencies,  subject  to  the  concur¬ 
rence  of  the  General  Counsel.  Also,  from 
time  to  time,  activities  of  an  operational 
character  may  be  delegated  to  an  Assist¬ 
ant  Secretary  when  the  nature  of  the 
function  or  its  stage  of  development 
makes  it  untimely  to  effect  assignment 
to  an  administration. 

§  1.26  Secretarial  auccession. 

The  following  officials,  in  the  order 
Indicated,  shall  act  as  Secretary  of 
Transportation,  in  case  of  the  absence  or 
disability  of  the  Secretary,  imtil  the  ab¬ 
sence  or  disability  ceases,  or  in  case  of 
a  vacancy,  until  a  successor  is  appointed. 


(a)  Deputy  Secretary. 

(b)  'General  Counsel. 

(c>  Assistant  Secretary  for  Policy, 

Flans  and  International  Affairs. 

(d>  Assistant  Secretary  for  Environ¬ 
ment,  Safety  and  Consiuner  Affairs. 

(e>  Assistant  Secretary  for  Adminis¬ 
tration.  ^ 

(f)  Assistant  Secretary  for  Systems 
Development  and  Technology. 

(g)  Assistant  Secretary  for  Congres¬ 
sional  and  Intergovernmental  Affairs. 

Subpart  C — Delegations 
§  1.41  Purpose. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  section,  this  subpart  provides 
for  the  exercise  of  the  powers  and  per¬ 
formance  of  the  duties  vested  in  the  Sec¬ 
retary  of  Transportation  by  law. 

(b)  For  delegations  of  authority  vested 
in  the  Secretary  by  Executive  Order 
11652  originally  to  classify  documents  as 
secret  or  confidential,  see  §  8.11  of  this 
subtitle. 

§  1.42  Exercise  of  authority. 

In  exercising  powers  and  performing 
duties  delegated  by  this  subpart  or  re¬ 
delegated  pursuant  thereto,  officials  of 
the  Department  of  Transportation  are 
govern^  by  aiH^Hcable  laws.  Executive 
orders,  and  relations,  and  by  policies, 
objectives,  plans,  standards,  proc^ures, 
and  limitations  as  may  be  l^ued  from 
time  to  time  by  or  on  behalf  of  the  Sec¬ 
retary,  or.  with  respect  to  matters  under 
their  Jurisdictions,  by  or  on  behalf  of  the 
Depu^  Secretary,  the  Deputy  Under 
Secretary,  an  Assistant  Secretary,  the 
General  Counsel,  or  an  Administrator. 
This  Includes,  wherever  specified,  the  re¬ 
quirement  for  advance  notice  to,  prior 
coordination  with,  or  prior  approv^  by 
an  avithority  other  than  that  of  the  offi¬ 
cial  proposing  to  act. 

§  1.43  General  limitacifuu  and  reserva¬ 
tions. 

(a)  All  powers  and  duties  that  are  not 
delegated  by  the  Secretary  in  this  sub- 
part.  or  otherwise  vested  in  officials 
other  than  the  Secretary,  are  reserved  to 
the  Secretary. 

(b)  Except  as  provided  in  {  1.42  and 
siffiject  to  paragraph  (a)  of  this  section 
and  { 1.44,  the  Deputy  Secretary,  the 
Depu^  Under  Secretary,  the  Assistant 
Secretaries,  the  General  Counsel,  the  Ad¬ 
ministrators.  and  the  Director  of  the 
Transportation  Systems  Center  exercise 
the  powers  and  perform  the  duties  dele¬ 
gated  to  them  under  this  subpart. 

§  1.44  Rescrrations  of  authority. 

The  delegations  of  authority  in  §§  1.45 
through  1.53  do  not  extend  to  the  follow¬ 
ing  actions,  authority  for  which  is  re¬ 
served  to  the  Secretary  or  his  delegatee 
within  the  Office  of  the  Secretary; 

(a)  General  transportation  matters. 
(1)  Transportation  leadership  authority 
vinder  section  4(a)  of  the  Department  of 
Transportation  Act  (49  U.S.C.  1653(a)). 

(2)  Functions  relating  to  transporta¬ 
tion  activities,  plans,  and  programs  un¬ 
der  section  4(g)  of  the  Department  of 
Tran^rtation  Act  (49  U5.C.  1653(g)). 


(3)  Authority  to  develop,  prepare,  co-  ^ 
ordinate,  transmit,  and  revise  transpor¬ 
tation  investment  standards  and  criteria 
under  section  7  of  the  Department  of 
Transportation  Act  (49  UJS.C.  1656). 

(4)  Authority  relating  to  standard  time 
zones  and  advanced  (daylight)  time  (15 
U.S.C.  260  et  seq.) . 

(5)  Authority  related  to  national 
transportation  policy  under  section  3  of 
the  Airport  and  Airway  Development  Act 
of  1970  (84  Stat.  219) . 

(b)  Legislation  and  reports.  (1)  Sub¬ 
mission  to  the  President,  the  Director  of 
the  Office  of  Management  and  Budget, 
or  the  Congress  of  proposals  or  recom¬ 
mendations  for  legi^tion.  Executive  or¬ 
ders.  proclamations  or  reorganization 
plans  or  other  Presidential  action. 

(2)  Submission  to  Congress  or  the 
President  of  any  report  or  any  proposed 
transportati(Mi  policy  or  investment 
standards  or  criteria,  except  with  the 
prior  written  approval  of  the  Secretary. 

(c)  Budget  and  finance.  (1)  Approval 
and  submission  to  the  Office  of  Manage¬ 
ment  and  Budget  of  original  or  amended 
budget  estimates  or  requests  for  alloca¬ 
tions  of  personnel  ceiling  (31  UB.C.  22- 
24). 

(2)  Approval  of  requests  for  leglslaticm 
which,  if  enacted,  would  authorize  sub¬ 
sequent  appropriations  for  the  Depart¬ 
ment  (31  U.S.(i:.  581b) . 

(3)  Transfer  of  the  balance  of  an  ap¬ 
propriation  from  one  cH^erating  element 
to  another  within  the  Department  (31 
U.S.C.  581c) . 

(4)  Submission  to  the  Director  of  the 
Office  of  Management  and  Budget  of  re¬ 
quests  for  the  transfer  of  the  balance  or 
portions  of  an  appropriation  from  one 
element  to  another  within  the  Depart¬ 
ment  (31  U.S.C.  665) . 

(d)  Interventions  and  appearances. 
Except  with  respect  to  proceedings  re¬ 
lating  to  safety  fitness  of  an  applicant 
(49  UB.C.  1653(e)).  the  making  of  de¬ 
cisions  on  requests  to  intervene  or  ap¬ 
pear  before  courts  and  administrative 
agencies  to  present  the  view.s  of  the 
Department. 

(e)  Personnel.  (1)  Recommendations 
to  the  Civil  Service  C(»nmission  of  the 
cdlocation  of  a  position  to  GS-16.  17.  or 
18  or  an  equivalent  level  (5  U.S.C.  5108) . 

(2)  Recommendations  to  the  Civil 
Service  Commission  of  approval  of  the 
qualifications  of  any  candidate  for  a  po¬ 
sition  at  grade  GS-16.  17,  or  18  or  an 
equivalent  level  (5  U.S.C.  3324) .  or  to  an 
executive  level  position. 

(3)  Recommendations  to  the  Civil 
Service  Commission  of  a  Lump-Sum  In¬ 
centive  Award  in  Excess  of  $5,900  (5 
U.S.C.  4502) . 

(4)  Approval  of  the  following  actions 
relating  to  Schedules  A  B,  and  C  and 
noncareer  executive  assignment  positions 
or  incumbents,  except  for  actions  under 
Schedules  A  and  B  limited  to  one  year 
or  less  at  grade  GS-9  or  lower,  or  an 
eqtiivalMit  level: 

(i)  Establishment  or  abolition  of 
positions; 

(ii)  Hires; 

(iii)  Promoticms  othor  than  quality  and 
periodic  wlthin-grade  promotions; 
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(iv)  Transfer  of  personnel  to  Sched¬ 
ule  A,  B.  or  C  positions  or  non-career 
wcecutive  assignment  positions,  either 
permanently  or  on  detail;  and 

(v)  Transfer  of  personnel  from  Sched¬ 
ule  A,  B.  or  C  or  non-career  executive 
assigriment  positions  to  career  Civil  Serv¬ 
ice  positions. 

(5)  Approval  of  employment  of  ex¬ 
perts  or  consultants. 

(6)  Authority  relating  to  scientific  and 
professional  positions  imder  section  6(a) 

(5)  of  the  Department  of  Transportation 
Act  (49  n.S.C.  1655(a)  (5) ) . 

(7)  Authority  to  determine  the  maxi¬ 
mum  limit  of  age  for  appointment  of  air 
traffic  controllers  as  provided  by  5  U.S.C. 
S307(b)  (86  Stat.  141) . 

(f)  Security.  (1)  Suspension  or  re¬ 
moval  of  an  employee  from  a  position 
in  the  Department  for  security  reasons 
rmder  Executive  Order  10450  (3  CPR,^ 
1949-53  Comp.,  p.  936)  or  the  employ-^ 
ment  in  the  Department  of  a  person  who 
was  previously  separated  for  security 
reasons  from  any  Federal  agency. 

(2)  Authorizing  the  filling  of  a  criti¬ 
cal-sensitive  position  for  a  limited  period 
by  a  person  on  whom  a  preappointment 
full  field  investigation  has  not  been  com¬ 
pleted  (Executive  Order  10450). 

(3)  Requesting  Presidential  approval 
of  a  claim  of  executive  privilege  with  re¬ 
spect  to  infoimation  requested  by  a  con¬ 
gressional  committee  or  Member  of  Con¬ 
gress. 

(4)  Making  determinations  prescribed 
by  sections  4(a)(2)(B),  4(b)(3),  5(b), 
and  9  of  Executive  Order  10865  (3  CPR, 
1959-63  Comp.,  p.  398)  relating  to  the 
adjudication  and  final  denial  of  access 
to  classified  Information  to  industry  per¬ 
sonnel. 

(5)  Making  those  determinations  or 
delegations  prescribed  by  sections  2(B) 

(3),  5(E)  (1)  and  (2)  of  Executive  Or¬ 
der  11652  (37  PR  5209,  March  10,  1972) 
which  are  reserved  to  the  head  of  the 
Department. 

(g)  Procurement.  Exercise  of  the  ex¬ 
traordinary  authority  for  defense  con¬ 
tracts  provided  for  in  Pub.  L.  85-804  (50 
U.S.C.  1431-1435),  and  considerations 
and  decisions  on  contract  appeals  and 
other  matters  pursuant  to  the  Depart¬ 
ment  of  Transportation  Contract  Ap¬ 
peals  Regulations  (41  CFR  Part  12-60). 

(h)  Printing.  Requesting  approval  of 
the  Joint  Committee  on  Printing  for  any 
procurement  or  other  action  requiring 
Committee  approval. 

(1)  Interagency  agreements.  Execution 
of  any  written  interdepartmental  or  in¬ 
teragency  agreement  with  the  head  of 
another  executive  department  or  agency. 

(j)  Withholding  of  funds.  Withholding 
or  suspension  of  Federal-Aid  Highway 
funds  on  a  statewide  basis  and  the  waiver 
or  compromise  of  such  withholding  or 
suspension. 

(k)  Alaska  Railroad.  Extension  or 
abandonment  of  railroad  service. 

(l)  National  Highway  Safety  Advisory 
Committee.  Directing  the  National  High¬ 
way  Safety  Advisory  Committee  to  meet 
(23  U.S.C.  404(c)). 

(m)  Coast  Guard.  The  following 
powers  relating  to  the  Coast  Guard: 
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(1)  Appointment  of  Advisory  Commit¬ 
tee  to  the  Academy  (14  n.S.C.  193) . 

(2)  Fixing  date  for  visit  to  Academy  by 
Board  of  Visitors  (14  U.S.C.  194(b) ). 

(3)  Establishment  of  promotion  zone 
for  selection  of  rear  admirals  (14  n.S.C. 
256(b)). 

(4)  Removal  of  an  officer  from  active 
duty  when  recommended  by  a  board  con¬ 
vened  under  section  323  of  title  14, 
United  States  Code  (14  U.S.C.  326). 

(5)  Responsibility  for  supervising  ac¬ 
tivities  of  Reserve  components  (10  U.S.C. 
264(b)). 

(6)  Convening  General  Courts-Martial 
under  the  personal  authority  grsmted  by 
law  (10  U.S.C.  822(a)  (2) ) . 

(7)  Approval  of  execution  of  a  sen¬ 
tence  dismissing  g  commissioned  officer 
or  cadet  (10  U.S.C.  871(b) ) . 

(8)  Approval  of  vacation  of  a  suspen¬ 
sion  of  dismissal  (10  n.S.C.  872(b)). 

(9)  Establishing  procedures  for  the 
correction  of  military  records  (10  U.S.C. 
1552(a) ) . 

(10)  Establishing  a  board  of  review  to 
review  discharge  or  dismissed  of  former 
Coast  Guard  members  (10  U.S.C. 
1553(a)). 

(11)  Reviewing  findings  of  board  es¬ 
tablished  imder  section  1553(a)  (10 

U.S.C.  1553(b)). 

(12)  Reviewing  findings  of  board  es¬ 
tablished  imder  section  1554(a)  to  for¬ 
ward  requests  of  officers  released  or  re¬ 
tired  from  active  duty  without  pay  for 
physical  disability  (10  U.S.C.  1554(b)). 

(n)  Automatic  Data  Processing.  Ap¬ 
proval  authority  relating  to  automatic 
data  processing  equipment  aasd  services 
as  delimited  DOT  1370.2A,  Procure¬ 
ment  of  Automatic  Data  Processing 
Equipment  and  Services,  of  7.22.70. 

(o)  Deepwater  Ports.  The  following 
powers  and  duties  relating  to  the  Deep¬ 
water  Port  Act  of  1974  (33  U.S.C.  1501- 
1624) : 

(1)  The  authority  to  issue,  transfer, 
amend  or  renew  a  license  for  the  con¬ 
struction  and  operation  of  a  deepwater 
port  (33  U.S.C.  1503(b)). 

(2)  Approval  of  fees  charged  by  ad¬ 
jacent  coastal  States  for  use  of  a  deep¬ 
water  port  and  directly  related  land 
based  facilities  (33  U.S.C.  1504(h)(2)). 

(3)  Consultation  with  the  Secretary 
of  State  relating  to  international  actions 
and  cooperation  in  the  economic,  trade 
and  general  transportation  policy  aspects 
of  the  ownership  and  operation  of  deep¬ 
water  ports  (33  U.S.C.  1510). 

(4)  Prescription  of  regulations  for  the 
submission  of  notice  of  the  commence¬ 
ment  of  a  civU  suit  (33  U.S.C.  1515(b) 
(2)). 

(5)  Intervention  in  any  civil  action  to 
which  the  Secretary  is  not  a  party  (33 
U.S.C.  1515(c)). 

(6)  Authority  to  recover  for  damages 
to  natural  resources  (33  U.S.C.  1517(1) 
(3)). 

(7)  Authority  to  request  the  Attorney 
General  to  seek  the  suspension  or  termi¬ 
nation  of  a  deepwater  port  license  and  to 
initiate  a  proceeding  before  the  Inter¬ 
state  Commerce  Commission  (33  UB.C. 
1507,  1511) . 
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§  1.45  Delegations  to  all  Administrators. 

(a)  Except  as  otherwise  prescribed  by 
the  Secretary  of  Transportation,  each 
Administrator  is  author!^  to— 

(1)  Exercise  the  authority  of  the  Sec¬ 
retary  over  and  with  respect  to  any  per¬ 
sonnel  within  their  respective  organiza¬ 
tions. 

(2)  Exercise  the  authority  of  the  Sec¬ 
retary  as  executive  head  of  a  department, 
under  any  statute.  Executive  order  or 
regulation. 

(3)  Request  the  Attorney  General  to 
approve  the  award,  compromise,  or  set¬ 
tlement  of  any  tort  claim  for  an  amoimt 
exceeding  $25,000  (28  U.S.C.  2672). 

(4)  Carry  out  the  functions  vested  in 
the  Secretary  by  section  4(f)  of  the  De¬ 
partment  of  Transportation  Act,  as 
amended  (49  U.S.C.  1653(f)). 

(5)  Carry  out  the  emergency  pre¬ 
paredness  functions  assigned  to  the  Sec¬ 
retary  by  Executive  Order  11490  and  by 
the  Office  of  Preparedness,  General  Serv¬ 
ices  Administration,  as  they  pertain  to 
his  administration,  including  those  relat¬ 
ing  to  continuity  of  operations,  emer¬ 
gency  transportation  service  or  support 
thereof,  emergency  resource  manage¬ 
ment,  associated  Federal  claimant  pro¬ 
cedures,  facilities  protection  and  war¬ 
fare  effects  monitoring  and  reporting,  re¬ 
search,  stockpiling,  financial  aid,  and 
training. 

(6)  Enter  into  inter-  and  Intra- 
departmental  reimbursable  agreements 
other  than  with  the  head  of  another  de¬ 
partment  or  agency  (31  UB.C.  686) .  This 
authority  may  be  redelegated  only  to  Of¬ 
fice  Directors,  Regional  Directors,  Dis¬ 
trict  Conunanders  or  other  comparable 
levels  and  Contracting  Officers. 

(7)  Determine  the  existenee  and 
amount  of  indebtedness  and  the  metiaod 
of  collecting  repa3mients  from  emi^oyees 
and  members  within  their  respective  ad¬ 
ministrations  and  collect  repayments  ac¬ 
cordingly,  as  provided  by  5  U.S.C.  5514. 
Redelegation  of  this  authority  may  be 
made  only  to  the  principal  officials  re¬ 
sponsible  for  financial  management  or 
such  officials*  principal  assistants. 

(8)  Waive  claims  and  make  refunds 
In  cOTinectlon  with  claims  of  the  United 
States  for  overpayment  of  pay  and  al¬ 
lowances  in  amounts  aggregating  not 
more  than  $500  without  regard  to  any 
repasnments,  as  provided  by  5  U.S.C.  5584 
and  10  U.S.C.  2774.  Redelegation  of  this 
authority  may  be  made  only  to  the  level 
of  Regional  Director  or  District  Com¬ 
mander. 

(9)  Settle  and  pay  claims  by  employees 
for  personal  property  losses  as  provided 
by  31  U.S.C.  241  (a)  or  (b),  as  appro¬ 
priate.  This  authority  may  be  redelegated 
only  to  Office  Directors,  Regional  Direc¬ 
tors,  District  Commanders  or  other  com¬ 
parable  levels  and  to  those  individuals 
that  report  to  the  above  officials. 

(b)  Except  as  otherwise  specifically 
provided,  each  official  to  whom  authority 
is  granted  by  18  1.45  through  1.53  may 
redelegate  and  authorise  successive  re¬ 
delegations  of  that  authority  within  the 
organization  under  his  jurisdiction. 
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§  1.46  'Delegations  to  Commandant  of 
tfie  Coast  CiiarcL 

The  Commandant  of  the  Coast  Guard 
Is  delegated  authority  to — 

(a)  Carry  out  the  Great  Lakes  Pilotage 
Act  of  1960.  as  amended,  except  the  au¬ 
thority  to  enter  into,  rerise,  or  amend 
arrangements  with  Canada  (74  Stat.  2S9. 

46  U.S.C.  216  et  seq.) . 

(b)  Carry  out  all  the  actlyities  of  the 
Coast  Guard,  including,  but  not  limited 
to,  law  enforcement,  safety  of  life  and 
property  at  sea  (excluding  46  U.S.C.  170 

(7),  (10)  and  (ID),  aids  to  navigation, 
search  and  rescue,  icebreaking,  (x^eano- 
graphic  research  and  military  readiness 
functions  (49  U.S.C.  1655(b)  (1) ) . 

(c)  Carry  out  the  following  laws  relat¬ 
ing  generally  to  water  vessel  anchorages, 
drawbridge  operating,  regulations,  ob¬ 
structive  bridges,  pollution  of  the  sea  by 
oil  and  the  locations  and  clearances  of 
bridges  and  causeways  over  the  navigable 
waters  of  the  United  States; 

(1)  Section  7  of  the  Act  of  March  4, 
1915,  as  amended  (38  Stat.  1053, 33  U.S.C. 
471); 

(2)  Article  11  of  section  1  of  the  Act  of 
June  7, 1897,  as  amended  (30  Stat.  98,  33 
U.S.C.  180) : 

(3)  Rule  9  of  section  1  of  the  Act  of 
P^bruary  8,  1895,  as  amended  (28  Stat. 
647,  33  u  s  e.  258)  : 

(4)  Rule  numbered  13  of  section  4233 
of  the  Revised  Statutes,  as  amended  (33 
U.S.C.  322)  ; 

(5)  Section  5  of  the  Act  of  August  18, 
1894,  as  amended  (28  Stat.  362,  33  U.S.C. 
499); 

(6)  The  Act  of  June  21,  1940,  as 
amended  (54  Stat.  497,  33  U.S.C.  511  et 
seq.) ; 

(7)  The  on  Pollution  Act,  1961,  as 
amended  (75  Stat.  402,  33  U.S.C.  1001  et 
seq.) ; 

(8)  Section  9  of  the  Act  of  March  3. 
1899,  as  amended  (30  Stat.  1151, 33  U.S.C. 
401); 

(9)  The  Act  of  March  23,  1906,  as 
amended  (34  Stat.  84.  33  TJB.C.  491  et 
seq.) ;  and 

(10)  The  General  Bridge  Act  of  1946, 
as  amended  (60  Stat.  847,  33  UB.C.  525 
et  seq.)  except  sections  502(c)  and  503. 

(d)  Carry  out  Reorganizatkm  Plan 
No.  1  of  1967,  relating  to  ship  mortgages. 

(e)  Request  the  Secretary  of  the  Navy 
to  build  at  naval  shipyards  Coast  Guard 
vessels  not  normally  or  economically  ob¬ 
tainable  from  private  contractors  (14 
UB.C.  145(a)(1)). 

(f)  Administer  Executive  Order  11459 
(34  PR  5057) .  relating  to  approval  of  (»n- 
tainers  for  transport  under  Customs  seal. 

(g)  Exchange  information,  through 
the  Secretary  of  State,  with  foreign  gov¬ 
ernments  on  matters  dealing  with  the 
safety  of  life  and  property  at  sea,  other 
than  radio  communications,  but  not  in¬ 
cluding  tile  submission  of  suggestions  to 
the  Secretary  of  State  on  international 
collaboration  and  (xmferenoes  (14  UB.C. 
142). 

(h)  Exchange  personnel,  vessels,  fa¬ 
cilities,  and  equipment  with  the  Secre¬ 
tary  of  the  Navy  to  facilitate  operattonal 
readiness  for  wartime  service  with  the 


Navy,  and  agree  to  undertake  such  as¬ 
signments  and  functions  for  the  mutual 
benefit  of  the  Navy  aiul  Coast  Ckiard  as 
are  necessary  and  advlsaMe.  except  with 
respect  to  those  exchanges  and  agree¬ 
ments  which,  in  the  Ck>mmandant’s  Judg¬ 
ment,  may  have  substantial  political  im¬ 
pact  or  adversely  affect  mission  perform¬ 
ance  (14  U.S.C.  145(c) ) . 

(1)  Approve  retention  of  a  rear  ad¬ 
miral  on  active  duty  for  a  period  not 
exceeding  one  year  (14  U.S.C.  290(b)). 

(j)  Through  the  Chief  Counsd,  U.S. 
Coast  Guard,  settle  and  pay  claims 
against  the  United  States  as  provided  by 
10  UB.C.  2733. 

(k)  Award  life-saving  medals  and 
military  decorations  (except  the  Medal 
of  Honor,  the  Distinguished  Service 
Medal,  and  the  Legion  of  Merit)  and 
carry  out  the  laws  and  Executive  orders 
relating  to  those  awards  ( 14  U.S.C.  492a, 
493,  494,  496,  497,  498,  500,  501,  502;  Ex¬ 
ecutive  Order  No.  4601,  Mar.  1,  1926,  as 
amended  by  Executive  Order  No.  7786 
(3  FR  39) :  Executive  Order  No.  9158  (7 
PR  3541),  as  amended  by  Executive 
Order  No.  9242 A  (7  FR  7874) ;  Executive 
Order  No.  10637  (20  FR  7025) ;  Executive 
Order  No.  11016  (27  FR  4139) ;  Execu¬ 
tive  Order  No.  11046  (27  FR  8575) ;  Ex¬ 
ecutive  Order  No.  11448  (34  FR  915) ) . 

(l)  Carry  out  the  functions  vested  in 
the  Secretary  by  sections  104(1),  104(j), 
311(b) (6) ,  311 (p) (6) . 312,  and  402(b) (6) 
of  the  Federal  Water  Pollution  Control 
Act,  as  amended  by  the  Federal  Water 
Pollution  Control  Act  Amendments  of 
1972  (86  Stat.  862). 

(m)  Carry  out  the  functions  assigned 
to  the  Secretary  by  sections  2,  5.  and  6 
of  Pbcecutive  Order  11735  (33  FR  21243), 
assigning  functions  under  the  Federal 
Water  Pollution  Control  Act,  as  amended 
(86  Stat.  862). 

(n)  Carry  out  the  functions  vested  in 
the  Secretary  by  the  following  statutes: 

(1)  Federal  Boat  Safety  Act  of  1971 
(85  Stat.  213) ; 

(2)  Vessel  Bridge-to-Bridge  Radio- 
Telephone  Act  (85  Stat.  164) ; 

(3)  Pub.  L.  92-339,  relating  to  the 
licensing  of  personnel  on  certain  towing 
vessels  (86  Stat.  423) ; 

(4)  Ports  and  Waterways  Safety  Act 
of  1972  (86  Stat.  424),  except  sections 
101,  102,  104,  106,  and  107  to  the  extent 
that  those  sections  pertain  to  the  opera¬ 
tion  of  the  St.  Lawrence  Seaway ; 

(5)  Sections  104  (a)  and  (g),  107(c), 
108,  201,  and  302(a)  of  the  Marine  Pro¬ 
tection,  Research,  and  Sanctuaries  Act 
of  1972  (Pub.  L.  92-532)  relating  to  ocean 
diimping; 

(6)  International  Voyage  Load  Line 
Act  of  1973  (Pub.  L.  93-115) ;  and 

(7)  Intervention  on  the  High  Seas  Act 
(Pub.  L.  93-248)  except  section  13(a). 

(o)  Carry  out  the  fimctions  vested  in 
the  Secretary  by  14  U.S.C.  475  and  Ex¬ 
ecutive  Order  11645,  3  CFR  371  (1973). 
37  PR  2923,  February  10,  1972,  relating 
to  the  rental  of  housing  facilities  at  or 
near  Coast  Guard  installations. 

(p)  Carry  out  the  functions  vested  in 
the  Secretary  by  Pub.  L.  92-425  and  Ex¬ 
ecutive  Order  11687  (37  FR  21479) ,  relat¬ 


ing  to  the  Retired  Serviceman’s  Survivor 
Benefit  Plan. 

(q)  Carry  out  the  functions  vested  in 
the  Secretary  by  section  5  of  the  Inter¬ 
national  Bii^  Act  of  1972  (Pub.  L.  92- 
434)  as  it  relates  to  navigable  waterways 
other  than  the  St.  Lawrence  River. 

(r)  Carry  out  the  fimctions  vested  in 
the  Secretary  by  14  U.S.C.  657,  relating 
to  schooling  and  transportation  to 
schools  for  dependents  of  Coast  Guard 
personneL 

(s)  Carry  out  the  functions  and  re¬ 
sponsibilities  vested  in  the  Secretary  by 
the  Deepwater  Port  Act  of  1974  (33  U.S.C. 
1501-1524) ,  except  as  reserved  by  9  1.44 
(o)  and  delegated  by  9 1.53(c). 

(t)  Carry  out  the  functions  vested  in 
the  Secretary  by  49  U.S.C.  1804(a).  180« 

(a)  and  (b).  and  46  U.S.C.  170  (7),  (10), 
and  (11)  to  the  extent  they  relate  to 
regulations  and  exemptions  govenfing 
the  bulk  trsmsportation  of  hazardous 
materials  which  are  loaded  or  carried  on 
board  a  vessel  without  benefit  of  con¬ 
tainers  or  labels,  and  received  and  han¬ 
dled  by  the  vessti  carrier  without  mark 
or  (x>unt  and  regulations  and  exemptions 
governing  ship»s’  stores  and  supplies. 

(u)  Carry  out  the  functions  vested  in 
the  Secretaiy  by  49  U.S.C.  1808(a).  (b), 
and  (c)  and  1809  and  1810.  relating  to 
Investigations,  records,  inspections,  pen¬ 
alties.  and  specific  relief,  so  far  as  they 
apply  to  the  transportation  or  shipment 
of  hazardous  materials  by  wator. 

§  1.47  Delegations  to  Federal  Aviation 
Administrator. 

The  Federal  Aviation  Administrator 
Is  delegated  authority  to — 

(a)  CJarry  out  the  powers  and  duties 

transferred  to  the  Secretary  of  Trans¬ 
portation  by  section  6(c)(1)  of  the  De¬ 
partment  of  Transportation  Act  (49 
U.S.C.  1655(c)  (1)),  Including  those  per¬ 
taining  to  aviation  safety  set  forth  in 
sections  306,  307,  308,  309,  312,  313,  314. 
1101.  1105,  and  1111  and  titles  VI.  vn. 
IX,  and  xn  of  the  Federal  Aviation  Act 
of  1958,  as  amended.  _ 

(b)  Carry  out  title  XITT  of  the  Federal 
Aviation  Act  of  1958,  as  amended  (72 
Stat.  800;  49  n.S.C.  1931  et  seq.).  relat¬ 
ing  to  War  Risk  Insurance. 

(c)  Pro^de  for  guarantees  of  private 
loans  for  the  purchase  of  aircraft,  in¬ 
cluding  consultation  with  the  Civil  Aero¬ 
nautics  Board  under  the  Act  of  Septem¬ 
ber  7.  1957,  as  amended  (49  U.S.C.  1324 
(note) ) ,  and  the  Department  of  Trans¬ 
portation  Act  (49  UB.C.  1655(a)  (3)  (A) 
and  (B) ) . 

(d)  Administer  Executive  Orders  11419 
and  11322  relating  to  prohibited  avia¬ 
tion  operations  and  the  prohibited  car¬ 
riage  (ff  commodities  and  products  to 
and  frcun  Southern  Rhodesia. 

(e)  Provide  certain  facilities  and  serv¬ 
ices  to  FAA  employees  and  their  de¬ 
pendents  at  remote  locations  (49  U.S.C. 
1659). 

(f)  Carry  out  the  functions  vested  in 
the  Secretary  by — 

(1)  The  Airport  and  Airway  Develop¬ 
ment  Act  of  1970  (49  UJS.C.  1701  et  seq.) . 
except  sections  3  and  4  (49  nJ5.C.  1702, 
1703) ;  and 
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(2)  Sections  208  and  209  of  the  Air¬ 
port  and  Airway  Revenue  Act  of  1970 
(84  Stat.  250.  253). 

(g)  Carry  out  the  functions  vested  In 
the  Secretary  by  Part  B  of  title  n  of  the 
Clean  Air  Act.  as  amended  (84  Stat 
1703). 

(h)  Carry  out  the  functions  of  the 
Secretary  under  section  208  of  the  Ap¬ 
palachian  Regional  Development  Act  of 
1965  (85  Stat.  168;  40  U.S.C.  App.  208). 

(1)  Carry  out  the  fxmctions  vested  In 
the  Secretary  by  section  902(h)  (2)  of 
the  Federal  Aviation  Act  of  1958.  as 
amended,  as  it  relates  to  enforcement  of 
hazardous  materials  regulations  as  they 
apply  to  the  transportation  or  shipment 
of  such  materials  by  air. 

(j)  Carry  out  the  fimctlons  vested  in 
the  Secretary  by  49  D.S.C.  1808  (a) .  (b) , 
lates  to  the  establishment  of  procedures 
for  monitoring  and  enforcing  provisions 
of  regulations  with  respect  to  the  trans¬ 
portation  of  radioactive  materials  on 
passenger-carrying  aircraft. 

(k)  Carry  out  the  functictas  vested  in 
the  Secretary  by  49  U.S.C.  1808(a).  (b), 
and  (c),  1809.  and  1810  relating  to  inves¬ 
tigations.  records,  inspections,  penalties, 
and  specific  relief  so  far  as  they  apply 
to  the  transportation  or  shipment  of 
hazardous  materials  by  air. 

§  1.48  Delegations  to  Federal  Highway 
Administra  tor. 

The  Federal  Highway  Administrator  is 
delegated  authority  to — 

(a)  Investigate  and  report  on  the  safe¬ 
ty  compliance  records  of  applicants  seek¬ 
ing  operating  authority,  or  approval  of 
transactions  involving  transfer  of  operat¬ 
ing  authority,  from  the  Interstate  Com¬ 
merce  Commission,  and  to  intervene  and 
present  evidence  concerning  applicants’ 
fitness  in  Commission  proceedings  under 
49  UJ5.C.  1653(e),  so  far  as  it  relates  to 
motor  carriers. 

(b)  Administer  the  following  sections 
of  title  23.  United  States  Code; 

(l)  (i)  101(a)  (as  it  involves  approval 
of  boundaries  of  urban  and  urbanized 
areas)  with  the  concurrence  of  the  Urban 
Mass  Transportaticm  Administrator;  and 

(ii)  101  (b) .  (c) .  (d) .  and  (e) .  except 
as  they  involve  mass  transportation  proj¬ 
ects  authorized  by  sections  103(e)(4), 
142(a)(2).  or  142(c); 

(2)  103.  except  as  it  involves  mass 
transportation  projects  authorized  by 
subsection  (e)  (4) ; 

(3)  104.  includhig  the  apportionment 
of  funds  for  Federal-aid  highways  once 
Congress  approves  estimates  submitted 
by  the  Secretary,  except  that  subsecttcm 
(f)  (4)  is  to  be  administered  with  the 
concurrence  of  the  Urban  Mass  Trans¬ 
portation  Administrator; 

(4)  105,  except — 

(i)  As  subsections  (a)  and  (g)  involve 
mass  transportation  projects  authorized 
by  sections  103(e)(4),  142(a)(2),  or  142 

(c) ;  and 

(ii)  That  subsection  (d)  is  to  be 
administered  with  the  concurrence  of 
the  Urban  Mass  Transportation  Admin¬ 
istrator;  (5)  106,  except — 

(A)  Subsections  (a),  (c),  and  (d)  as 
they  involve  mass  transportation  projects 


authorized  by  secticms  103(e)  (4),  142(a) 
(2), or  142(c) :  and 

(B)  That  subsection  (b)  as  It  Involves 
the  Federal-aid  urban  system  is  to  be 
administered  with  the  concurrence  of 
the  Urban  Mass  Transportation  Admin¬ 
istrator; 

(8)  107; 

(7)  108,  except  as  it  Involves  mass 
transportation  projects  authorized  by 
sections  103(e)  (4) .  142(a)  (2) .  or  142(c) ; 

(8)  109.  except  subsections  (a),  (g). 
and  (h)  as  they  involve  mass  transporta¬ 
tion  projects  authorized  by  sections 
103(e)  (4) .  142(a)  (2) .  or  142(c) ; 

(9)  110.  except  as  it  involves  mass 
transportation  projects  authorized  by 
sections  103(e)  (4),  142(a)  (2).  or  142(c) ; 

(10)  111; 

(11)  112.  113.  and  114.  except  as  they 
Involve  mass  transportation  projects  au¬ 
thorized  by  sections  103(e)(4),  142(a) 
(2),  or  142(c); 

(12)  115; 

(13)  116,  except  subsections  (a)  and 
(c)  as  they  involve  mass  transportation 
projects  authorized  by  sections  103(e) 
(4),  142(a)  (2), or  142(c); 

(14)  117,  except  as  it  involves  mass 
transportation  projects  autiiorized  by 
sections  103(e)  (4) .  142(a)  (2) ,  or  142(c) ; 

(15)  118  and  120; 

(16)  121  and  122,  except  as  they  in¬ 
volve  mass  transportation  projects  au¬ 
thorized  by  sections  103(e)(4),  142(a) 
(2),  or  142(c); 

(17)  123; 

(18)  124,  except  as  it  involves  mass 
transportation  projects  authorized  by 
sections  103(e)  (4) .  152(a)  (2) ,  or  142(c) ; 

(19)  125. 126,  and  127; 

(20)  128.  except  as  it  involves  mass 
transportation  projects  authorized  by 
sections  103(e)  (4) .  142(a)  (2) ,  or  142(c) ; 

(21)  129, 130, 131,  and  132; 

(22)  134(a).  with  the  concurrence  of 
the  Urban  Mass  Transportation  Admin¬ 
istrator; 

(23)  135,  136,  137,  138.  and  139; 

(24)  140,  except  subsection  (a)  as  It 
Involves  mass  transportation  projects 
authorized  by  sections  103(e)  (4),  142(a) 
(2),  or  142(c) ; 

(25)  141,  with  the  concurrence  of  the 
National  Highway  TrafBc  Safety  Admin¬ 
istrator  as  the  section  relates  to  certifi¬ 
cation  of  the  enforcement  of  speed  limits; 

(26)  142,  except  as  it  involves  mass 
transportation  projects; 

(27)  143  and  144; 

(28)  145,  except  as  it  involves  mass 
transportation  projects  authorized  by 
sections  103(e)  (4) .  142(a)  (2) ,  or  142(c) ; 

(29)  146, 147, 148,  and  149; 

(30)  150,  with  the  concurrence  of  the 
Urban  Mass  Transportation  Administra¬ 
tor; 

(31)  151. 152,  and  153; 

(32)  154,  subsections  (a) .  (b) ,  and  (d) 
with  the  concurrence  of  the  National 
Highway  TrafBc  Safety  Administrator; 

(33)  155; 

(34)  201  through  219  (Chapter  2) ; 

(35)  301, 302,  and  303; 

(36)  304,  305.  and  306,  except  as  they 
involve  mass  transportation  projects  au¬ 
thorized  by  section  103(e)  (4) ,  142(a)  (2), 
or  142(c) ; 


(37)  307  through  314,  Inclusive; 

(38)  315  and  317,  except  as  tbey  In- 
v<dve  mass  transportation  projects  au¬ 
thorized  by  sections  103(e)(4),  142(a) 

(2).  or  142(c); 

(39)  318  through  322.  inclusive;  and 

(40)  323  and  324,  except  as  they  in¬ 
volve  mass  transportation  projects  au¬ 
thorized  by  sections  103(e)(4).  142(a) 
(2).  or  142(c). 

(c)  Administer  the  following  laws  re¬ 
lating  generally  to  highways: 

(1)  Sections  103,  104,  111(b),  128(b), 
131,  133(b).  135,  136,  141.  147  (with  the 
concurrence  of  the  Urban  Mass  Trans¬ 
portation  Administrator).  149,  154.  158, 
159,  160,  161,  163.  203,  206.  401,  and  402 
of  the  Federal-Aid  Highway  Act  of  1973. 
as  amended  (Pub.  L>  93-87,  87  Stat.  250; 
Pub.  L.  93-643.  88  SUt.  2281) ; 

(2)  Tbe  Federal- Aid  Highway  Act  of 
1970.  as  amended  (except  section  118) 
(84  Stat.  1713) ; 

(3)  The  Federal- Aid  Highway  Act  of 
1968,  as  amended  (82  Stat.  815) ; 

(4)  The  Federal- Aid  Highway  Act  of 
1966,  as  amended  (80  Stat.  766) ; 

(5)  The  Federal- Aid  Highway  Act  of 
1962,-  as  amended  (76  Stat.  1145.  23 
U.S.C.  307  note) ; 

(6)  The  Federal -Aid  Highway  Act  of 
1954,  as  amended  (68  Stat.  70); 

(7)  The  Act  of  September  26,  1961, 
as  amended  (75  Stat.  670) ; 

(8)  The  Highway  Revenue  Act  of  1956, 
as  amended  (70  Stat.  387,  23  UJS.C.  120 
note) ; 

(9)  The  Highway  Beautification  Act 
of  1965,  as  amended  (79  Stat.  1028,  23 
U.S.C.  131  et  seq.,  notes) ; 

(10)  Hie  Alaska  Onmibus  Act,. as 
amended  (73  Stat.  141,  48  UJS.C.  21.  n(^ 
prec.) ; 

(11)  The  Joint  Resolution  of  August 
28.  1965.  as  amended  (79  Stat.  578,  23 
U.S.C.  101  et  seq.,  notes) ; 

(12)  Section  502(c)  of  the  General 
Bridge  Act  of  1946,  as  amended  (60  Stat. 
847,  33  U.S.C.  525(c)); 

(13)  The  Act  of  April  27. 1962  (76  Stat. 
59); 

(14)  Reorganization  Plan  No.  7  of  1949 
(63  Stat.  1070);  and 

(15)  Section  3  of  the  Emergency  High¬ 
way  Energy  Conservation  Act,  as  amend¬ 
ed  (Pub.  L.  93-239,  87  Stat.  1046). 

(d)  Carry  out  sections  831-835  of  title 
18.  United  States  Code,  relating  gen¬ 
erally  to  explosives  and  other  dangerous 
articles,  so  far  as  they  pertain  to  in¬ 
vestigations,  records.  Inspections  and 
penalties  with  respect  to  tiansportation 
or  shipment  of  hazardous  materials  by 
motor  carrier. 

(e)  Carry  out  section  226  of  the  Inter¬ 
state  Commerce  Act,  as  amended  (49 
UJS.C.  325),  relating  generally  to  inves¬ 
tigation  of  motor  vehicle  sizes,  weights, 
and  services  of  employees. 

(f)  Carry  out  sections  204(a)  (1),  (2), 

(3) ,  (3a) ,  and  (5)  of  the  Interstate  Com¬ 
merce  Act,  as  amended  (49  UJS.C.  304) , 
relating  generally  to  quaUflcations  and 
maximiun  hours  of  service  of  employees 
and  safety  of  operation  and  equlmnent 
of  motor  carriers. 

(g)  Carry  out  sections  221(a),  321(c). 
and  224  of  the  Interstate  Commerce  Act^ 
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as  amended  (49  UiS.C.  et  seq.).  relating 
g^erally  to  service  of  process,  designa* 
tlon  of  agents  to  receive  service  of  proc¬ 
ess.  and  identification  of  Interstate  motor 
vehicles,  so  far  as  they  pertain  to  private 
carriers  of  property  by  motor  vehicle  and 
carriers  of  migrant  vrorkers  by  motor  ve¬ 
hicle  other  than  contract  carriers. 

(h)  Exercise  the  administrative 
powers  under  the  Interstate  Commerce 
Act  with  respect  to  powers  and  duties 
pertaining  to  motor  carrier  safety 
transferred  to  the  Secretary  from  the 
Interstate  Commerce  Commission  (49 
U.S.C.  1655(f)  (2)  (B)  (U)  ) . 

(i)  Administer  the  following  laws  re¬ 
lating  generally  to  the  reasonableness  of 
tolls: 

(1)  Section  4  of  the  Act  of  March  23, 
1906,  as  amended  (34  Stat.  85,  33  UJ3.C. 
494); 

(2)  Section  503  of  the  General  Bridge 
Act  of  1946,  as  amended  (60  Stat.  847, 

33  UB.C.  526) ; 

(3)  Section  17  of  the  Act  of  June  10, 
1930,  as  amended  (46  Stat.  552,  33  UB.C. 
498a); 

(4)  The  Act  of  Jime  27,  1930,  as 
amended  (46  Stat.  821,  33  U.S.C.  498b) ; 
and 

(5)  The  Act  of  August  21,  1935,  as 
amended  (49  Stat.  670,  33  U.S.C.  503  et 
seq.). 

(j)  Carry  out  the  functions  of  the  Sec¬ 
retary  imder  the  Appalachian  Regional 
Development  Act  of  1965  (79  Stat.  5;  40 
U.S.C.  App.) .  except  section  208. 

(k)  Carry  out  section  212(a)  of  the  In¬ 
terstate  Commerce  Act,  as  amended  (49 
Stat.  555,  49  U.S.C.  312(a)).  relating 
generally  to  the  suspension,  change,  or 
revocation  of  motor  carrier  certificates, 
permits,  or  licenses. 

(l)  Carry  out  the  Act  of  September  21, 
1966,  Pub.  L.  89-599,  relatixtg  generally 
to  certain  approvals  concerned  with  a 
compact  between  the  States  of  Missouri 
and  Kansas. 

(m)  Carry  out  the  law  relating  to  the 
Chamizal  border  highway  (80  Stat. 
1477). 

(n)  Carry  out  the  Highway  Safety  Act 
of  1966,  as  amended  (80  Stat.  731),  and 
Ch{4>ter  4  of  title  23,  United  States  Code, 
for  highway  safety  programs,  research, 
and  development  relating  to  highway 
design,  construction,  and  maintenance, 
traffic  control  devices,  identification  and 
surveillance  of  accident  locations,  and 
highway-related  aspects  of  pedestrian 
and  bicycle  safety. 

(o)  Exercise  the  authority  vested  in 
the  Secretary  by  section  204(b)  of  the 
Federal  Railroad  Safety  Act  of  1970  (84 
Stat.  972;  45  U.S.C.  433(b) )  with  respect 
to  the  laws  administered  by  the  Federal 
Highway  Administrator  pertaining  to 
highway  safety  and  highway  construc¬ 
tion. 

(p)  Carry  out  the  functions  vested  in 
the  Secretary  by  subsections  (b)  (except 
as  it  relates  to  conducting  consultations 
with  the  Administrator  of  the  Environ¬ 
mental  Protection  Agency)  and  (c)  of 
section  18  of  the  Noise  Control  Act  of 
1972  (Pub.  L.  92-574). 

(q)  Carry  out  the  functions  vested  in 
the  Secretary  by  section  5  (as  it  relates 


to  Bridges,  other  than  raOroad  bridges, 
not  over  navigable  waterways) .  and  sec¬ 
tions  6  and  8(a)  (as  they  relate  to  all 
bridges  other  than  railroad  bridges)  of 
the  International  Bridge  Act  of  1972 
(Pub.L.  92-434). 

(r)  C^arry  out  the  functions  vested  in 
the  Secretary  by  Title  m  of  the  National 
Mass  Transportation  Assistance  Act  of 
1974  (Pub.L. 93-503). 

(s)  Carry  out  the  functions  vested  in 
the  Secretary  by  the  following  sections 
of  the  Urban  Mass  Transportation  Act 
of  1964,  as  amended,  with  the  concur¬ 
rence  of  the  Urban  Mass  Transportation 
Administrator : 

(1)  Sections  3(a)(2)  and  (e)(1).  4(a). 
and  5(g)(1)  and  (1)  as  they  relate  to 
urban  planning  (49  U.S.C.  1602(a)(2) 
and  (e)(1),  1603(a). and  1604(g)(1)  and 
(l));and 

(2)  Section  5(a)(3)  relating  to  ap¬ 
proval  of  boundaries  of  urbanized  areas 
(49  U.S.C.  1604(a)(3)). 

(t)  Exercise  the  authority  vested  in 
the  Secretary  by  sections  101,  118,  119, 
120(b) ,  123,  and  124  of  the  Federal-Aid 
Highway  Amendment  of  1974  (Pub.  L. 
93-643,  January  4,  1975;  88  Stat.  2281). 

(u)  Carry  out  the  functions  vested  in 
the  Secretary  by  49  U.S.C.  1804(b)  relat¬ 
ing  to  consviltation  and  cooperation  with 
the  Interstate  Commerce  Commission 
concerning  regiilations  governing  the 
routing  of  hazardous  materials  by  high¬ 
way. 

(v)  Carry  out  the  fimctions  vested  in 
the  Secretary  by  49  U.S.C.  1808  (a) ,  (b) , 
and  (c),  1809  and  1810  relating  to  in¬ 
vestigations,  records,  inspections,  p«ial- 
ties,  and  specific  relief  so  far  as  they 
apply  to  the  transportation  or  shiiHu^it 
oi  hazardous  materials  by  highway,  in¬ 
cluding  the  manufacture,  fabrication, 
marking,  maintenance,  reconditioning, 
r^air  or  test  of  containers  which  are 
represented,  marked,  certified,  or  sold 
for  use  in  the  bulk  transportation  of 
hazardous  materials  by  highway. 

§  1.49  Delegations  to  Federal  Railroad 
*  Administrator. 

The  Federal  Railroad  Administrator  is 
delegated  authority  to — 

(a)  Investigate  and  report  on  safety 
compliance  records  of  applicants  seek¬ 
ing  railroad  operating  authority  from 
the  Interstate  Commerce  Commission, 
and  to  intervene  and  present  evidence 
concerning  applicants’  fitness  in  Com¬ 
mission  proceedings  tmder  49  U.S.C. 
1653(e),  relating  to  railroads. 

(b)  Carry  out  the  Act  of  Septem¬ 
ber  30, 1965,  as  amended  (79  Stat.  893, 49 
U.S.C.  1631  et  seq.),  relating  generally 
to  high  speed  groimd  transportation,  ex¬ 
cept  issuance  of  reports  reqffired  by  sec¬ 
tion  13(C)  (49  U.S.C.  1643(c)). 

(c)  Carry  out  the  following  laws  re¬ 
lating  generally  to  safety  appliances  and 
equipment  on  railroad  engines  and  cars, 
and  protection  of  employees  and  travel¬ 
ers: 

(1)  The  Act  of  March  2,  1893,  as 
amended  (27  Stat.  531,  45  U.S.C.  1  et 
seq.) : 


(2)  The  Act  of  March  2,  1903,  as 
amended  (32  Stat.  943,  45  U.S.C.  8  et 
seq.) ; 

(3)  Hie  Act  of  April  14,  1910,  as 
amended  (36  Stat.  298,  45  U.S.C.  11  et 
seq.); 

(4)  The  Act  of  May  30.  1908,  as 
amended  (35  Stat.  476,  45  U.S.C.  17 
etseq.) ; 

(5)  'The  Act  of  February  17,  1911,  as 
amended  (36  Stat.  913,  45  U.S.C.  22  et 
seq.) ; 

(6)  The  Act  of  March  4,  1915,  as 
amended  (38  Stat.  1192,  45  U.S.C.  30) ; 

(7)  Reorganization  Plan  No.  3  of  1965 
(79  Stat.  1320,  45  U.S.C.  22  note) ; 

(8)  Joint  Resolution  of  June  30,  1906, 
as  amended  (34  Stat.  838,  45  U.S.C.  35) ; 

(9)  The  Act  of  May  27,  1908,  as 
amended  (35  Stat.  325,  45  U.S.C.  36  et 
seq.) ; 

(10)  The  Act  of  March  4,  1909,  as 
amended  (35  Stat.  965,  45  U.S.C.  3T) ; 
and 

(11)  The,  Act  of  May  6,  1910,  as 
amended  (36  Stat.  350,  45  U.S.C.  38  et 
seq.). 

(d)  Carry  out  the  Act  of  March  4, 
1907,  as  amended  (34  Stat.  1415,  45 
UT».C.  61  et  seq.),  relating  generally  to 
hours  of  service  of  railroad  employees. 

(e)  Carry  out  the  functions  vested  in 
the  Secretary  by  section  5  of  the  Inter¬ 
national  Bridge  Act  of  1972  (Pub.  L.  92- 
434)  as  it  relates  to  railroad  bridges  not 
over  navigable  waterways. 

(f)  Carry  out  the  functions  of  the 
Secretary  under  sections  831-835  of  title 
18,  Unit^  States  Code,  relating  generally 
to  explosive  and  other  dangerous  articles, 
so  far  as  they  pertain  to  investigations, 
records,  inspections  and  penalties  with 
respect  to  the  transportation  or  ship¬ 
ment  of  hazardous  materials  by  railroad. 

(g)  Carry  out  section  25  of  the  Inter¬ 
state  Commerce  Act,  as  amended  (49 
U.S.C.  26),  relating  generally  to  rail¬ 
road  safety  appliances,  methods,  and 
systems. 

(h)  Exercise  the  administrative  powers 
under  the  Interstate  Commerce  Act  with 
respect  to  powers  and  duties  pertaining 
to  railroad  safety  transferr^  to  the 
Secretary  (49  U.S.C.  1655(f)). 

(1)  Operate  and  administer  the  Alaska 
Railroad  under  the  Act  of  March  12, 
1914,  as  amended  (38  Stat.  305),  and 
Executive  Order  No.  11107  (28  FR  4225 
(1963)). 

(j)  Make  individual  and  general 
changes  in  freight  rates  and  passenger 
fares  for  the  Alaska  Railroad,  without 
power  to  redelegate  except  with  respect 
to  Individual  rates  and  joint  rates  pub¬ 
lished  or  established  with  Alaska  Rail¬ 
road  concurrence  by  tariff  authorities 
other  than  the  Alaska  Railroad  (49 
U.S.C.  1655  (i)). 

(k)  Promote  and  tmdertake  research 
and  development  relating  to  rail  matters 
generaUy  (49  U.S.C.  1653(a),  1657(e)  (1), 
1657(n)(l),  and  1657(q)(l)). 

(l)  Carry  out  the  fimctions  vested  in 
the  Secretary  by  the  Rail  Passenger  Serv¬ 
ice  Act,  as  amended,  except  that  the  Ad¬ 
ministrator  shall  serve  as  the  alternate 
representative  of  the  Secretary  on  the 
Board  of  Directors  of  the  National  Rail- 
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road  Passenger  Corporation  only  when  so 
designated  by  the  Secretary  or  Deputy 
Secretary. 

(m)  Exercising  the  authority  vested  In 
the  Secretary  by  the  Emergency  Rail 
Services  Act  of  1970  (Pub.  L.  91-663) ,  ex¬ 
cept  the  authority  to  make  findings  re¬ 
quired  by  section  3(a)  of  that  Act  and 
the  authority  to  sign  guarantees  of  cer¬ 
tificates  issued  by  trustees. 

(n)  Carry  out  the  functions  vested  in 
the  Secretary  by  the  Federal  Railroad 
Safety  Act  of  1970  (Title  H  of  Pub.  L. 
91-458) ;  84  Stat.  971.  45  U.S.C.  421  et. 
seq.) ,  except  section  204(b)  (84  Stat.  972, 
45  U.S.C.  433(b) )  with  respect  to  high¬ 
way.  traffic,  and  motor  vehicle  safety  and 
highway  construction. 

(o)  Carry  out  the  fimctions  vested  in 
the  Secretary  by  the  Emergency  Rail 
Facilities  Restoration  Act  of  1972  (Pub. 
L.  92-591). 

(p)  Carry  out  the  functions  vested  in 
the  Secretary  by  subsections  (b)  (ex¬ 
cept  as  it  relates  to  conducting  consul¬ 
tations  with  the  Administrator  of  the 
Environmental  Protection  Agency)  and 
(c)  of  section  18  of  the  Noise  Control  Act 
of  1972  (Pub.  L.  92-574) . 

(q)  Carry  out  the  functions  vested  in 
the  Secretary  by  sections  201(1X3); 
202(b)  (7) :  203,  as  applicable  (except  au¬ 
thority  to  issue  subpoenas) ;  210;  212(a) ; 
213;  215;  402  (except  subsection  (g)  (2) ) ; 
403;  and  601;  and  serve  as  the  alternate 
representative  of  the  Secretary,  when  so 
designated  by  the  Secretary  or  Deputy 
Secretary,  as  member  of  the  Board  of 
Directors  and  member  of  the  Executive 
Committee  of  the  Board  of  Directors  of 
the  United  States  Railway  Association 
under  sections  201(d)  (2)  and  (h)  of  the 
Regional  Rail  Reorganization  Act  of 
1973  (Pub.  L.  93-236). 

(r)  Carry  out  Uie  functions  vested  in 
the  Secretary  by  subsections  4  (h)  and 

(i)  of  the  Department  of  Transportation 
Act,  except  as  subsection  (i)(7)  relates 
to  the  conduct  of  audits  (Pub.  L.  93-496; 
88  Stat.  1528;  49  U.S.C.  1653  (h)  and 
(i)). 

(s)  Carry  out  the  functions  vested  in 
the  Secretary  by  49  U.S.C.  1804(b)  relat¬ 
ing  to  consultation  and  cooperation  with 
the  Interstate  Commerce  Commission 
(X)nceming  regulations  governing  the 
routing  of  hazardous  materials  by  rail¬ 
road. 

(t)  Carry  out  the  functions  vested  in 
the  Secretary  by  49  U.S.C.  1808  (a),  (b), 
and  (c),  1809  and  1810,  relating  to  in¬ 
vestigations.  records,  inspections,  penal¬ 
ties,  and  specific  relief  so  far  as  they  apply 
to  the  transportation  or  shipment  of 
hazardous  materials  by  railroad,  includ¬ 
ing  the  manufacture,  fabrication,  mark¬ 
ing,  maintenance,  reconditioning,  repair 
or  test  of  containers  which  are  repre¬ 
sented,  marked,  certified  or  sold  for  use 
in  the  bulk  transportation  of  hazardous 
materials  by  railroad. 

§  1.50  Delegations  to  National  Highway 
Traffic  ^fety  Administrator. 

The  National  Highway  Traffic  Safety 
Administrator  is  delegate  authority  to — 

(a)  Carry  out  the  National  Traffic  and 


Motor  Vehicle  Safety  Act  of  1966,  as 
amended  (80  Stat.  718;  15  UJ3.C.  1381 
et  seq.) . 

(b)  Carry  out  the  Highway  Safety  Act 
of  1966,  as  amended  (80  Stat.  731)  and 
Chapter  4  of  title  23.  United  States  Code, 
except  for  highway  safety  programs,  re¬ 
search,  and  development  relating  to 
highway  design,  construction,  and  main¬ 
tenance,  traffic-control  devices,  identifi¬ 
cation  and  surveillance  of  accident  loca¬ 
tions,  and  highway-related  aspects  of 
pedestrian  and  bicycle  safety. 

.  (c)  Exercise  the  authority  vested  In 
the  Secretary  by  section  210(2)  of  the 
Clean  Air  Act,  as  amended  by  section 
10(b)  of  Pub.  L.  91-604  (84  Stat.  1700). 

(d)  Exercise  the  authority  vested  in 
the  Secretary  by  section  204(b)  of  the 
Federal  Railroad  Safety  Act  of  1970  (84 
Stat.  972;  45  U.S.C.  433(b))  with  respect 
to  the  laws  administered  by  the  National 
Highway  Traffic  Safety  Administrator 
pertaining  to  highway,  traffic,  and  motor 
vehicle  safety. 

(e)  Carry  out  the  Act  of  July  14,  1960, 
as  amended  (74  Stat.  526;  23  U.S.C.  313 
-note) . 

(f)  Carry  out  the  functions  vested  in 
the  Secretary  by  the  Motor  Vehicle  In¬ 
formation  and  Cost  Savings  Act  of  1972, 
as  amended  (15  U.S.C.  1902  et  seq.) . 

(g)  Carry  out  the  functions  vested  in 
the  Secretary  by  section  211(c)  of  the 
Highway  Safety  Act  of  1973,  Pub.  L.  93- 
87,  Title  n  (83  Stat.  282) . 

(h)  Carry  out  the  ftmctlons  vested  in 
the  Secretary  by  section  108  of  the  Mo¬ 
tor  Vehicle  and  Schoolbv.s  Safety 
Amendments  of  1974  (Pub.  L.  93-492, 
October  27, 1974;  88  Stat.  1482) . 

(1)  Administer  the  following  sections 
of  title  23,  United  States  Code,  witti  the 
concurrence  of  the  Federal  Highway  Ad¬ 
ministrator: 

(1)  141,  as  it  relates  to  certification  of 
the  enforcement  of  speed  limits;  and 

(2)  154  (a),  (b).and  (d). 

§  1.51  Delegations  to  the  Urban  Mass 
Transportation  Administrator. 

The  Urban  Mass  Transportation  Ad¬ 
ministrator  is  delegated  authority  to  ex¬ 
ercise  the  fimctions  vested  in  the  Secre¬ 
tary  by — 

(a)  The  Urban  Mass  Transportation 
Act  of  1964,  as  amended  (78  Stat.  302,  49 
U.S.C.  1601  et  seq.) ,  except  that  the  fol¬ 
lowing  sections  are  to  be  administered 
with  the  concuirence  of  the  Federal 
Highway  Administrator: 

(1)  Sections  3  (a)(2)  and  (e)(1), 4(a), 
and  5  (g)(1)  and  (1)  as  they  relate  to 
urban  planning  (49  U.S.C.  1602  (a)(2) 
and  (e)  (1).  1603(a), and  1604  (g)(1)  and 
(1) ) ;  and 

(2)  Section  5(a)  (3)  relating  to  ap¬ 
proval  of  boundaries  of  urbanized  areas 
(49  U.S.C.  1604(a)(3)). 

(b)  Section  1  of  Reorganization  Plan 
No.  2  of  1968  (82  Stat.  1369) . 

(c)  Section  10  of  the  Urban  Mass 
Transportation  Assistance  Act  of  1970 
(Pub.  L.  91-453;  84  Stat.  962,  968). 

(d)  Sections  3  and  9  through  12  of  the 
National  Capital  Transportation  Act  of 
1969,  as  amended  (Pub.  L.  91-143;  83 
Stat.  320). 


(e>  The  Nati(mal  Capital  Area  Transit 
Act  of  1972  (Pub.  L.  92-517) . 

(f)  The  following  sections  of  title  23, 
United  States  Code: 

(1)  103  as  it  involves  mass  transporta- 
tlcm  projects  authorized  by  subsection 
(e)  (4) . 

(2)  101(a)  (as  it  involves  approval  of 
boimdarles  of  urbcm  and  urbanized 
areas),  104(f)(4),  105(d),  106(b)  (as  it 
involves  the  Federal-aid  urban  system) , 
134(a)  and  150  with  the  concurrence  of 
the  Federal  Highway  Administrator. 

(3)  101  (b),  (c),  (d),and  (e) ;  105  (a) 
and  (g);  106  (a),  (c).  and  (d);  108;  109 
(a) ,  (g) ,  and  (h) ;  110;  112;  113;  114;  116 
(a)  and  (c) ;  117;  121;  122;  124;  128;  140 
(a) ;  and  145  as  they  involve  mass  trans¬ 
portation  projects  authorized  by  sections 
103(e)(4),  142(a)(2)  or  142(c). 

(4)  142  as  it  Involves  mass  transporta¬ 
tion  projects.  ' 

(g)  Sections  140,  146,  147  (with  the 
.  concurrence  of  the  P^eral  Highway  Ad¬ 
ministrator)  ,  164  and  165  of  the  Federal- 
Aid  Highway  Act  of  1973,  as  amended 
(Pub.  L.  93-87,  TiUe  I,  87  Stat  250;  Pub. 
L.  93-643,  88  Stat  2281). 

(h)  Section  813  of  the  Housing  and 
Community  Development  Act  of  1974 
(Pub.  L.  93-383) . 

(1)  Section  107  of  the  National  Mass 
Transportation  Assistance  Act  of  1974 
(Pub.  L.  93-503,  November  26, 1974) . 

(j)  Title  n  of  the  National  Mass 
Transportation  Assistance  Act  of  1974 
(Pub,  L.  93-503,  November  26,  1974),  ex¬ 
cept  sections  204  and  205. 

§  1.52  Delegations  to  Administrator  of 
the  St.  Lawrence  Seaway  Develop¬ 
ment  Corporation. 

The  Administrator  of  the  St.  Lawrence 
Seaway  Development  Corporation  is 
delegated  authority  to — 

(a)  Carry  out  the  functions  vested  In 
the  Secretary  by  sections  101,  102,  104, 
106,  and  107  of  the  Ports  and  Waterways 
Safety  Act  of  1972  (Pub.  L.  92-340)  as 
they  relate  to  the  operation  of  the  St. 
Lawrence  Seaway. 

(b)  Carry  out  the  functions  vested  in 
the  Secretary  by  section  5  of  the  Inter¬ 
national  Bridge  Act  of  1972  (Pub.  L.  92- 
434)  as  it  relates  to  the  St.  Lawrence 
River. 

§  1.53  Delegations  to  the  Materials 
Transportation  Bureau  Director. 

The  Materials  Transix>rtation  Bureau 
Director  is  delegated  authority  to  exer¬ 
cise  the  powers  and  perform  the  duties 
vested  in  the  Secretary  by  the  following 
statutes; 

(a)  Natural  Gas  Pipeline  Safety  Act  of 
1968,  as  amended  (49  U.S.C.  1671  et  seq.) . 

(b)  Mineral  Leasing  Act,  as  amended 
(Pub.  L.  93-153,  30  U.S.C.  185). 

(c)  Deepwater  Port  Act  of  1974  (Pub. 
L.  93-627)  relating  to  the  establishment, 
enforcement  and  review  of  regulations 
concerning  the  safe  construction,  opera¬ 
tion  or  maintenance  of  pipelines  on  Fed¬ 
eral  lands  and  the  Outer  Continental 
Shelf  (33  U.S.C.  1520) . 

(d)  Section  5  of  the  International 
Bridge  Act  of  1972  (Pub.  L.  92-434)  as  it 
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relates  to  pipelines  not  over  navigable 
waterways. 

(e)  Title  I — Hazardous  Materials. 
Transportation  Safety  Act  of  1974,  Pub. 

L.  93-633  (49  U.S.C.  1801-1811),  except 
as  delegated  by  §§  1.46  (t)  and  (u) ;  1.47 
(j)  and  (k);  148  (u)  and  (v);  and  1.49 
(s)  and  (t) . 

(f)  Section  170  (7),  (10),  and  (11)  of 
Title  46,  United  States  Code,  except  as 
delegated  by  section  1.46  (t) . 

(g)  Section  831-835  of  Title  18,  United 
States  Code,  except  as  delegated  by 
5§  1.48(d)  and  1.49(f). 

(h)  Sections  601(c)  and  902(h)(1)  of 
the  Federal  Aviation  Act  of  1958,  as 
amended,  as  they  relate  to  regulations 
governing  the  tran^X)rtation  of  hazard¬ 
ous  materials  by  air. 

§  1.54  Delegations  to  all  Secretarial  Of* 
ficers. 

(a)  This  section  sets  forth  general 
delegations  to  the  Deputy  Secretary,  the 
Deputy  Under  Secretary,  the  Qraieral 
Counsel,  and  the  Assistant  Secretaries. 

(b)  Each  officer  named  in  paragraph 
(a)  of  this  section  is  delegated  author¬ 
ity  to — 

(1)  Redelegate  and  authorize  succes¬ 
sive  redelegations  of  authority  granted 
by  the  Secretary  within  their  respective 
organizations,  except  as  limited  by  law 
or  specific  administrative  reservation,  in¬ 
cluding  authority  to  publish  those  redele¬ 
gations  in  Appendix  A  of  this  part. 

(2)  Authorize  and  approve  official 
travel  (except  foreign  travel)  and  trans¬ 
portation  for  themselves,  their  subordi¬ 
nates,  and  others  performing  services  for, 
or  in  cooperation  with,  the  Office  of  the 
Secretary.  This  authority  may  be  re¬ 
delegated  in  accordance  with  regulations 
issued  by  the  Assistant  Secretary  for  Ad¬ 
ministration. 

(3)  Communicate  directly  with  chair¬ 
men  of  Field  Coordination  Groups  pro¬ 
vided  such  communications  are  largely 
informational  in  character  and  do  not 
conflict  with  program  responsibilities  of 
the  operating  administrations. 

(4)  Establish  ad  hoc  committees  for 
specific  tasks  within  their  assigned  staff 
area. 

(5)  Establish,  modify,  extend,  or  ter¬ 
minate  standing  committees  within  their 
specific  areas  of  responsibility  when  di¬ 
rected  or  authorize  to  do  so  by  the 
Secretary. 

(6)  Designate  members  of  interagency 
(XHnmittees  when  such  committees,  are 
specifically  concerned  with  responsibili¬ 
ties  of  direct  interest  to  their  office. 

(7)  Exercise  the  following  authorities 
with  respect  to  executive  level  positions 
(GS-16,  17,  or  18  or  equivalent)  within 
their  respective  areas  of  responsibility: 

(1)  Determine  how  executive  level  posi¬ 
tions  will  be  filled;  i.e.,  by  reassignment, 
promotion,  appointment. 

(li)  Establish  selection  criteria  to  be 
used  in  identifying  eligible  candidates. 

(ill)  Cfonfer  with  the  Administrators 
on  selection  criteria  and  canddates  for 
an  executive  level  position  that  is  a  coun¬ 
terpart  of  an  activity  or  position  in  the 
Office  of  the  Secretary. 


(iv)  Recommend  final  selection  fbr  ex¬ 
ecutive  level  p>ositions,  subject  to  review 
by  the  Executive  Committee  of  the  De¬ 
partmental  Executive  Personnel  Board 
and  approval  by  the  Secretary  and  the 
Civil  Service  Commission. 

(v)  Serve  as  ad  hoc  member  of  the 
Departmental  Ebcecutive  Personnel  Board 
at  the  call  of  the  C^hairman  and  serve 
on  the  Board’s  Executive  Committee 
whenever  matters  involving  their  respec¬ 
tive  offices  or  a  functional  coimteipart 
thereof  in  an  (H>erating  administration 
are  presented  to  the  Executive  Commit¬ 
tee  for  its  consideration. 

(8)  Enter  into  inter-  and  Intra- 
departmental  reimbursable  agreements 
other  than  with  the  head  of  another  de¬ 
partment  or  agency  (31  U.S.C.  686) .  This 
authority  may  be  redelegated  only  to 
office  directors  or  other  cixnpaxable  lev¬ 
els  and  to  contracting  officers. 

(9)  Administer  and  perform  the  func- 
ticms  described  in  their  respective  func¬ 
tional  statements. 

§  1.55  Ddegations  to  Deputy  Soeretary. 

The  Deputy  Secretary  may '  exercise 
the  authority  of  the  Secretary  except 
where  specifically  limited  by  law,  order, 
regulations,  or  instruction  of  the  Secre¬ 
tary.  In  addition,  the  Depu^  Secretary 
is  delegated  authority  to — 

(a)  Exercise  executive  control  over  the 
Departmental  Planning-Programming- 
Budgeting  System. 

(b)  Serve  as  Chairman  of  the  Depart¬ 
mental  Executive  Personnel  Board  and 
its  Executive  Committee. 

(c)  Originate  direct  correspondence  to 
chairmen  of  Field  Coordination  Groups 
on  overall  D^>artmental  matters. 

(d)  Approve  the  establishment,  modi¬ 
fication,  extension,  or  termination  of; 

(1)  Department-wide  (intra-depart¬ 
ment)  committees  affecting  more  than 
one  program. 

(2)  OST-sponsored  interagency 
committees. 

(3)  All  advisory  committees  (including 
industry  advisory  committees)  except 
those  sponsored  by  field  activities  of  the 
operating  administrations. 

(e)  Approve  the  designation  of: 

(1)  Departmental  representatives  and 
the  chairman  for  interagency  committees 
sponsored  by  the  Office  of  the  Secretary. 

(2)  Departmental  representatives  on 
all  advisory  committees  except  those 
sponsored  by  a  field  component  of  one 
of  the  operating  administrations  or  the 
Materials  Transportation  Bureau. 

(3)  Departmental  membeis  for  inter¬ 
national  committees. 

(f)  Authorize  and  approve  official 
travel  and  transportation  for  himself, 
his  subordinates  and  others  performing 
services  for,  or  in  cooperation  with,  the 
Office  of  the  Secretary;  approve  sill  re¬ 
quests  for  foreign  travel  within  the  Of¬ 
fice  of  the  Secretary. 

(g)  Serve  as  the  representative  of  the 
Secretary  on  the  board  of  directors  of 
the  National  Railroad  Passenger  Corpo¬ 
ration  and  carry  out  the  functions  vested 
In  tile  Secretary  as  a  member  oi  the 
board  by  section  303  of  the  RaQ  Passen¬ 
ger  Service  Act  of  1970  (84  Stat.  1330) . 


(h)  Serve  as  the  representative  of  the 
Secretary  as  incorporator,  member  of  the 
acting  board  of  directors,  member  of  the 
board  of  directors,  and  member  of  the 
executive  committee  of  the  board  of  di¬ 
rectors,  of  the  United  States  Railway 
Association  and  when  so  serving  carry 
out  the  functions  vested  in  the  Secretary 
in  each  capacity  by  Title  n  of  the  Re¬ 
gional  Rail  Reorganization  Act  of  1973 
(Pub.  L.  93-236) . 

§  1.56  Delegations  to  General  Counsel. 

The  General  Counsel  is  delegated  au¬ 
thority  to-^ 

(a)  Conduct  all  rule-making  proceed¬ 
ings,  except  the  Issuance  of  final  rules, 
under  specific  laws  relating  generally  to 
standard  time  zones  and  daylight  saving 
(advanced  standard)  time. 

(b)  Determine  the  practicability  of 
applying  the  standard  time  of  any  stand¬ 
ard  time  zone  to  the  movements  of  any 
common  carrier  engaged  in  Interstate  or 
foreign  commerce  and  issue  operating 
exceptions  in  anv  case  in  which  he  deter¬ 
mines  that  it  is  impractical  to  smply  the 
standard  time. 

(c)  Provide  and  coordinate  the  De¬ 
partment’s  counseling  service  to  em¬ 
ployees  on  questions  of  conflict  of  interest 
and  other  matters  of  legal  import  covered 
by  Departmental  regulations  on  employee 
responsibility  and  conduct.  Assure  that 
counseling  and  interpretations  on  these 
matters  are  available  to  designated 
Deputy  Counselors  of  the  Depai^ent. 
Serve  as  the  Department’s  designee  to  the 
CJivll  Service  Commission  on  these 
matters. 

(d)  Serve  as  the  alternate  representa¬ 
tive  of  the  Secretary  on  the  Board  of  Di¬ 
rectors  of  the  National  Railroad  Pas¬ 
senger  Corporation  when  so  designated 
by  the  Secretary  or  Deputy  Secretary  and 
carry  out  the  functions  vested  in  the  Sec¬ 
retary  as  a  member  of  the  board  by  sec¬ 
tion  303  of  the  Rail  Passenger  Service  Act 
of  1970  (84  Stat.  1330) . 

(e)  Review  and  take  final  action  on 
referrals  of  the  findings  of  the  Coast 
Guard  for  the  Correction  of  Military 
Records  and  the  Coast  Guard  Board  for 
the  Review  of  Discharges  and  Dismissals. 

(f)  Approve  vacation  of  suspension  of 
dismissal  of  military  personnel  (10  U.S.C. 
872(b)). 

(g)  Grant  permission,  under  specific 
circumstances,  to  deviate  from  a  policy 
or  procedure  prescribed  by  Part  9  of  the 
regulations  of  the  Office  of  the  Secretary 
(Part  9  of  this  subtitle)  with  respect  to 
testimony  of  OST  employees  as  witnesses 
in  legal  proceedings,  the  serving  of  legal 
process  and  pleadings  in  legal  proceed¬ 
ings  involving  the  Secretary  or  his  Office, 
and  the  production  of  records  of  that  Of¬ 
fice  pursuant  to  subpoena. 

(h)  Prepare  proposed  Executive  orders 
and  proclamations  (including  transmit¬ 
tal  documents),  effect  appropriate  De¬ 
partmental  coordination,  and  determine 
whether  the  transmittal  to  the  Office  of 
Management  and  Budget  should  be  sub¬ 
mitted  over  the  Secretary’s  signature  or 
the  General  Covnsel’s. 

(1)  Emboss  and  affix  the  official  De- 
partm^tal  seal  to  appropriate  docu- 
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menu  and  other  materlale,  for  aH  pur* 
poses  for  which  authenticatten  seal  Is 
required. 

(j)  Except  with  respect  to  proceedings 
under  section  4(e>  of  the  Department 
Transportation  Act  (80  Stat.  934)  relat¬ 
ing  to  safety  fitness  of  an  applicant, 
decide  on  requests  to  intenrene  or  appear 
before  courts  to  present  the  views  of  the 
Department,  subject  to  the  concurrence 
of  other  interested  staff  elemenU  in  the 
Office  of  the  Secretary. 

(k)  Exercise  the  authority  delegated  to 
the  Department  by  the  Assistant  Attor¬ 
ney  Qeneral,  LalSf  and  Natural  Re¬ 
sources  Division,  in  his  order  of  Octo¬ 
ber  2.  1970,  to  approve  the  sufficiency  oS 
the  title  to  land  being  acquired  by  pur¬ 
chase  or  condemnation  by  the  United 
States  for  the  use  of  the  Department.  Re¬ 
delegation  and  successive  redelegations 
of  this  authority  may  only  be  made  to  at¬ 
torneys  within  the  Department. 

(l)  Issue  regulations  making  editorial 
changes  or  corrections  in  the  Regvilatlona 
of  the  Office  of  the  Secretary. 

(m)  Review  and  take  final  action  on 
appUcatioBS  for  reconsideration  of  Initial 
decisions  not  to  disclose  imclassified 
record  of  the  Office  of  the  Secretary  re¬ 
quest^  under  5  U.S.C.  652(a)  C3). 

(n)  Servo  as  the  {dtemate  representa¬ 
tive  of  the  Secretary,  when  so  designated 
by  the  Secretary  or  Deputy  Secretary,  as 
mmiber  of  the  Board  (rf  Directors  and 
member  of  the  Executive  Ccxnmittee  of 
tiie  Board  of  Directors  of  the  United 
States  Railway  Association  and  when  so 
serving  carry  out  the  functions  vested  in 
the  Secretary  in  each  capacity  by  Title 
n  of  the  R^onal  Rail  Reorganization 
Act  of  1973  (Pub.  L.  93-238), 

§  1.57  Delegations  to  Assistant  Secretary 
for  Policy,  Plans  and  Intemationid 
Affairs. 

The^  Assistant  Secretary  for  Policy, 
Plans  and  International  Affairs  is  dele¬ 
gated  authority  to¬ 
la)  Except  with  respect  to  proceedings 
imder  section  4(e)  of  the  Department  of 
Transportation  Act  (80  Stat.  934)  relat¬ 
ing  to  safety  fitness  of  an  applicant,  de¬ 
cide  on  requests  to  intervene  or  appear 
before  administrative  agencies  to  pre¬ 
sent  the  views  of  the  Department  subject 
to  concurrence  by  the  General  Counsel. 

(b)  Carry  out  the  functions  of  the 
Secretary  pertaining  to  aircraft  with  re¬ 
spect  to  Transportation  Orders  T-1  and 
T-2  (32A,  CFR,  Chapter  VII)  under  the 
Act  of  September  8, 1950,  as  amended  (64 
Stat.  798,  50  App.  U.S.C.  2061  et  seq.)  and 
Executive  Order  10480. 

(c)  Serve  as  Department  of  Transpor¬ 
tation  member  of  the  Interagency  Group 
on  International  Aviation  and,  pursuant 
to  Executive  Order  11382,  serve  as  chair¬ 
man  of  the  group. 

§  1.58  Delegations  to  Assbtant  Secretary 
for  Environment,  Safety  and  Coiv. 
sumer  Affairs. 

The  Assistant  Secretary  few  Environ¬ 
ment.  Safety  and  Consumer  Affairs  is 
delegated  authority  to¬ 
la)  Serve  as  the  Department’s  prin¬ 
cipal  point  of  contact  In  relationships 
with  government,  State,  regional,  local. 


and  private  groups  and  organizations  in 
matters  of  transportation  safety. 

(b>  S^e  as  the  Department's  point 
of  contiu)t  In  relationships  with  public 
and  private  organizations  and  groups  de¬ 
voted  to  consumer,  communitir,  and  his¬ 
toric  preservation  Interests,  services,  or 
affairs. 

(c)  Serve  as  coordinator  for  intra- 
departmental  safety  and  consumer  affairs 
programs. 

(d)  Serve  as  the  Department’s  point  of 
contact  in  relationships  with  govern¬ 
ment,  State,  regional,  local,  and  private 
groups  and  organizations  in  matters  rel¬ 
ative  to  the  Department-wide  program 
for  enhancing  the  safety  and  security  of 
passengers  and  cargo  in  transit. 

(e)  Serve  as  official  sponsor  of  the  De¬ 
partment  of  TPransportation  Citizens  Ad¬ 
visory  Committee  on  Transportation 
Quality. 

(f)  Perform  any  functions  of  the  Sec¬ 
retary  as  a  member  oi  the  Migratory 
Bird  Conservation  Commission. 

(g)  Serve  as  Chairman  of  the  National 
Highway  Safety  Advisory  Committee 
(23  U.S.C.  404) . 

(h)  Pnfform  Miy  functions  of  the  Sec¬ 
retary  as  a  member  ot  the  Advisory 
Council  oh  Historic  Preservation. 

§  1.59  Delegations  to  Assistant  Secretary 
for  Administration. 

The  Assistant  Secretary  for  Adminis¬ 
tration  is  delegated  mithority  for  the 
following — 

(a)  Procurement.  (1)  Exercise  pro¬ 
curement  authority  with  respect  to  re¬ 
quirements  of  the  Office  of  the  Secretary, 
except  the  Transportation  Systems 
Center. 

(2)  Make  the  required  determinations 
with  respect  to  mistakes  in  bids  relative 
to  sales  of  personal  inroperty  conducted 
by  the  Office  of  the  Secretary  without 
power  of  redelegation. 

(b)  Personnel.  (1)  Administer  and 
conduct  personnel  management  activi¬ 
ties  for  the  Office  of  the  Secretary,  except 
as  delegated  to  the  Director,  Transpor¬ 
tation  Systems  Center,  including  but  not 
limited  to: 

(1)  Establishment  and  classification  of 
I)ositions  at  GS-1  through  GS-15; 

(ii)  Effectuation  of  personnel  actions 
to  appoint,  promote,  demote,  reassign, 
separate,  and  remove  employees; 

(ill)  Establishment  of  training  pro¬ 
grams  and  approvsd  of  training  expenses, 
including  full-time  training  in  excess  oi 
90  days’  duration  for  employees  at  the 
Transportation  Systems  Center;  and 
(Iv)  Evaluation  of  trades,  labor,  and 
manual  skills  positions  and  approval  of 
pay  schedules  therefor. 

(2)  Administrator  oaths  Incident  to 
entrance  on  duty  in  the  Federal  service 
and  any  other  oath  which  might  be  re¬ 
quired  by  law  in  connection  with  em¬ 
ployment. 

(3)  Coordinate  Departmental  requests 
for  employment  limitation  relief  with  ap¬ 
propriate  Secretarial  Officers  prior  to 
submission  to  the  Deputy  Secretary  for 
action,  advise  the  Deputy  Secretary  on 
IKlorlties.  and  act  on  requests  for  tem¬ 
porary  relief  through  granting  position 


advances  fnmi  the  Secretary’s  reserve 
pool  for  wperlod  not  to  exceed  60  days. 

(4)  Exercise  emergency  author!^  to 
hire  without  the  prior  approval  of  the 
Deputy  Secretary  normally  required  by 
Departinentai  procedures  implementing 
general  employment  limitations  when  ta 
the  Judgment  of  the  Assistant  Secretary 
immediate  action  is  necessary  to  effect 
the  hire  and  avoid  the  loss  of  a  we^- 
quallfied  Job  iq^licant,  and  for 
reasons. 

(5)  Review  proposals  of  the  Office  of 
the  Secretary  for  each  new  appointment 
or  transfer  to — 

(1)  Verify  the  essentiality  of  the  posi¬ 
tion,  and 

(il)  Assure  eompliance  with  the  Action 
Plan  for  Equal  Opportunity  of  the  Office 
of  the  Secretary, 

(6)  Approve  periodic  accession  plans 
for  the  Office  of  the  Secretary. 

(7)  Serve  as  Vice  CHialrman  of  the  De¬ 
partmental  Executive  Personnd  Board 
and  its  Executive  Committee. 

(8)  Approve  labor  agreements  negoti¬ 
ated  by  the  Director,  Transportation 
Systems  Center. 

(c)  Finemce.  (1)  Administer  the  finan¬ 
cial  and  fiscal  affairs  of  the  Office  of  the 
Secretary  (other  than  those  for  which 
the  Deputy  Under  Secretary  is  responsi¬ 
ble).  in  accordance  with  31  UB.C.  66a. 

(2)  Designate  to  the  Treasury  Depart¬ 
ment  certifying  officers  and  designated 
agents  for  the  Office  of  the  Secretary,  ex¬ 
cept  at  the  Transportation  Systems  Cen¬ 
ter,  and  imprest  fimd  cashiers  for  the 
Departmentsd  Headquarters. 

(3)  In  accordance  with  31  UB.C. 
82a-l.  grant  or  recommend  r^ef  from 
accountability  for  losses  or  deficiencies 
of  disbursing  officers,  cashiers,  or  other 
accountable  officers  as  follows: 

(1)  Grant  relief  for  losses  or  deficiencies 
of  less  than  $150  for  which  charges  or 
exceptions  have  not  been  raised  by  the 
General  Accounting  Office. 

(il)  Recommend  relief  by  the  Comp¬ 
troller  General  for  all  ottier  losses  or 
deficiencies. 

(4)  Settle  and  pay  claims  by  employ¬ 
ees  of  the  Office  of  the  Secretary,  except 
at  the  Transportation  System  Center,  tor 
personal  property  losses,  as  provided  by 
31  U.S.C.  241(b). 

(5)  Consider,  ascertain,  adjust,  deter¬ 
mine.  and  settle,  for  an  amount  not  ex¬ 
ceeding  $25,000,  any  tort  claim  referred 
to,  or  arising  from  the  activities  of,  the 
Office  of  the  Secretary.  Request,  through 
the  General  Counsel,  the  approval  of  the 
Attorney  General  for  any  such  award, 
compromise,  or  settlement  in  excess  of 
$25,000  (28  U.S.C.  2672). 

(6)  Waive,  in  whole  or  in  part,  claims 
resulting  from  erroneous  overpayment  of 
pay  to  an  employee  of  the  Office  of  th« 
Secretary,  as  provided  by  4  CFR  Parts  91, 
92  and  93.  This  authorlW  may  be  redele¬ 
gated  only  to  the  Director  of  Manage¬ 
ment  Systems. 

(7)  Compromise,  suspend  collection 
action  on,  or  terminate  claims  of  the 
United  States  not  exceeding  $20,000 
which  are  referred  to,  or  arise  out  of  the 
activities  of,  the  Office  of  the  Secretary. 
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(8)  Determine  the  existence  and 
amount  of  indebtedness  and  the  method 
of  collecting  repayments  from  employees 
of  the  OfiBce  of  the  Secretary  and  col¬ 
lect  repayment  accordingly,  as  provided 
by  5  U.S.C.  5514.  This  authority  may  be 
redelegated  only  to  the  Chief,  Account¬ 
ing  Operations  Center. 

(9)  Sign  Budget  Execution  Reports  re¬ 
quired  by  OMB  Circular  A-34,  for  the 
Office  of  the  Secretary. 

(d)  Special  funds.  Except  as  otherwise 
delegated,  establish  or  operate,  or  both. 


(k)  Gifts  and  bequests.  Carry  out  the 
fimctions  vested  in  the  Secretary  by  sec¬ 
tion  9(m)  of  the  Department  of  Trans¬ 
portation  Act  (Pub.  L.  89-870). 

(l)  Audit.  (1)  Carry  out  the  functions 
vested  in  the  Secretary  by  sections  203,  as 
applicable  (except  authority  to  issue  sub¬ 
poenas),  212(b),  and  402(g)(2)  of  the 
Regional  Rail  Reorganization  Act  of  1973 
(Pub.  L.  93-236). 

(2)  Carry  out  the  functions  vested  In 
the  Secretary  by  subsection  (i)  (7)  of  sec¬ 
tion  305(d)(1)  of  the  Rail  Passenger 
Service  Act  (45  U.S.C.  305(d)  (1)  (i)  (7) ; 


§  1.61  Ddegations  to  Assistant  Secretary 
for  Ccmgressional  and  Intergovcrn* 
mental  Affairs. 

The  Assistant  Secretary  for  Congres¬ 
sional  and  Intergovernmental  Affairs  is 
delegated  authority  to  establish  proce¬ 
dures  for  responding  to  congressional 
correspondence  and  review  all  replies  on 
matters  having  policy  implications,  with 
final  authority  to  coordinate,  with  other 
offices,  any  replies  he  deems  necessary, 

§  1.62  Delegations  to  Director  of  the 
Transportation  Systems  Center. 


such  special  funds  as  may  be  required  by 
statute  or  by  administrative  determina¬ 
tion.  This  includes  such  special  funds  as 
the  Working  Capital  Fund  (49  UB.C. 
1657(j)). 

(e)  Security.  (1)  Represent  the  Secre¬ 
tary  on  the  U.S.  Communications  Securi¬ 
ty  Board  and  the  Interdepartmental 
Committee  on  Internal  Security. 

(2)  Issue  official  credentials  "By  di¬ 
rection  of  the  Secretary”. 

(3)  Classify  information  in  the  in¬ 
terests  of  national  defense. 

(4)  Take  certain  classified  actions  on 
behalf  of  the  Department  In  connection 
with  oounter-attdk>  programs. 

(5)  Mrthoriac  exceptions  to  investiga¬ 
tive  standards  for  Natkmal  Defense  Re- 
servlsfts. 

(6)  Determine  when  onergencies, 
other  than  attack  on  the  United  States, 
Justify  activation  of  Personnel  Security 
national  Emergency  Standby  Regu¬ 
lations. 

(7)  Approve  exceptions  to  the  Person¬ 
nel  Security  Regulations  issued  by  the 
Secretary. 

(8)  R^uest  the  Civil  Service  Commis¬ 
sion  to  modify  investigative  requirements 
in  certain  areas. 

(9)  Approve  exemptions  for  official 
Identification  on  CSovemment  motor  ve¬ 
hicles. 

(f)  Printing.  (1)  Request  approval  of 
the  Joint  Committee  on  Printbig,  Ctm- 
gress  of  the  United  States,  for  any  pro¬ 
curement  or  other  action  requiring  Com¬ 
mittee  approval. 

(2)  Certify  the  necessity  for  Depart¬ 
mental  periodicals  and  request  approval 
of  the  Director  of  the  Offirc  of  Manage¬ 
ment  and  Budget  (OMB  Circular  No.  A-3 
Revised  as  of  Sept.  8, 1960) . 

(g)  Document  authentication.  Emboss 
and  affix  the  offi(^  D^artmental  seal  to 
appnH>riate  documents  and  other  mate¬ 
rials,  tor  aU  purposes  for  which  authenti¬ 
cation  by  seal  is  required. 

(h)  Reports.  Process  requests  for  Office 
ot  Management  and  Bud^t  clearance  of 
reports  covered  by  the  Federal  Reports 
Act  of  1942. 

<i)  Foreign  travel.  Review  written  re¬ 
quests  for  modification  to  the  Depart¬ 
ment’s  foreign  travel  plan  approved  by 
the  Office  of  Management  and  Budget. 

(J)  Administrative ! Management  mat¬ 
ters  at  the  Transportation  Systems  Cen¬ 
ter.  Provide  guidance  and  assistance  to 
'  the  Transportation  Systems  Center  on 
all  administrative/management  prob¬ 
lems  (as  distinguished  from  purely  tech¬ 
nical  matters)  and  make  recommenda¬ 
tions  to  the  Deputy  Secretary  for  their 
disposition. 


section  6(i)  (7)  of  Pub.  L.  93-496)  except 
the  authority  to  prescribe  records  to  be 
kept  by  recipients  of  financial  assistance. 

§  1.60  Delegations  to  Assistant  Secretary 
for  Systems  Development  and  Tech¬ 
nology. 

The  Assistant  Secretary  for  Systems 
Development  and  Technology  is  dele¬ 
gated  authority  to — 

(a)  Plan  and  recommend  to  the  Sec¬ 
retary  an  integrated  research  and  devel¬ 
opment  program  consistent  with  the 
Department’s  objectives  and  priorities  of 
interest. 

(b)  Recommend  to  the  Secretary  ac¬ 
tions  to  improve,  modify,  or  disapprove 
elements  of  the  research  and  develop¬ 
ment  program  as  necessary  to  eliminate 
unpromising  or  unnecessarily  duplicative 
projects  and  to  initiate  projects  indicat¬ 
ing  promise. 

(c)  Recommend  to  the  Secretary  ap¬ 
propriate  funding  for  the  Department’s 
research  and  development  program  as 
part  of  the  planning,  programming,  and 
budgeting  process. 

(d)  As  the  Secretarial  Officer  having 
cognizance  over  the  Department’s  re¬ 
search  and  development  program,  par¬ 
ticipate  fully  in  the  planning,  program¬ 
ming,  and  budgeting  process  whenever 
Departmental  research  and  development 
matters  are  involved. 

(e)  Assure  common  use  of  research 
facilities  of  the  Department  of  Transpor¬ 
tation  and  the  National  Aeronautics  and 
Space  Administration,  such  as  high  speed 
ground  transportation  test  facilities. 

(f)  Assure  coordination  of  research 
and  development  efforts  in  the  areas  of 
aircraft  noise  and  sonic  boom  to  be  car¬ 
ried  out  by  the  Department  of  Transpor¬ 
tation  and  the  National  Aeronautics  and 
Space  Administration. 

(g)  Chair  the  Department  of  Trans¬ 
portation  Research  and  Development 
Management  Council. 

(h)  Exercise  executive  direction  of 
the  Transportation  Systems  Center  to 
ensiu’e  its  optimum  use  as  a  Depart¬ 
mental  in-house  research,  development, 
and  technological  facility. 

(1)  Carry  out  the  functions  vested  in 
the  Secretary  by  section  17  (a)  and  (b) 
(as  it  relates  to  conducting  consultations 
with  the  Administrator  of  the  Environ¬ 
mental  Protection  Agency)  and  section 
18  (a)  and  (b)  (as  it  relates  to  conduct¬ 
ing  consultations  with  the  Administra¬ 
tor  of  the  Environmental  Protection 
Agency)  of  the  Noise  Control  Act  of  1972 
(Pub.  L.  92-574) . 


The  Director  of  the  Transportation 
Systems  Center  is  delegated  authority 
to — 

(a)  Redelegate  and  authorize  succes¬ 
sive  redelegations  of  authority  granted 
by  the, Secretary /Deputy  Secretary  ex¬ 
cept  as  limited  by  law  or  specific  admin¬ 
istrative  reservations. 

(b)  Administer  the  operation  of  the 
Transportation  Systems  (Center  and  per¬ 
form  the  functions  described  In  hk  func¬ 
tional  statement. 

(c)  Communicate  and  confer  with 
other  Government  agencies,  private  in¬ 
dustry,'  educationsd  institutions,  arid  tbe 
transportati<m  community  in  matters  re¬ 
lated  to  the  mission,  functions  and  pio- 
grams  of  the  Transportation  Systems 
Center. 

(d)  Negotiate  with  and  agree  upon 
work  to  be  performed  or  services  to  be 
provided  by  the  Transportation  Systems 
Center,  with  suitable  funding  arrange¬ 
ments,  for  the  Office  of  the  Secretary  and 
the  operating  administrations;  and  for 
other  Federal  agencies,  with  the  con¬ 
currence  of  the  Assistant  Secretary  for 
Systems  Development  and  Technology. 
Such  work  or  services  shall  conform  to 
the  Center’s  mission  and  comply  with  the 
program  guidelines  of  the  funding 
organization. 

(e)  Negotiate  agreements,  with  the 
concurrence  of  the  Assistant  Secretary 
for  Systems  Development  and  Tech¬ 
nology,  for  services  to  be  provided  to 
State  governments  or  political  sub¬ 
divisions  thereof,  or  private  parties, 
under  42  U.S.C.  4222  or  49  U.S.C. 
1657  (n) ;  and  administer  and  use  monies 
collected  for  such  services,  within  such 
policies  and  procedures  as  may  be  estab¬ 
lished  by  the  Assistant  Secretary  for 
Administration. 

(f)  Recommend  to  the  Assistant  Sec¬ 
retary  for  Administration  actions  for 
Improved  management  through  organi¬ 
zational  changes,  realignment  of  re¬ 
sources,  and  other  innovations  designed 
to  increase  the  effectiveness,  produc¬ 
tivity,  and  economy  of  Center  operations. 

(g)  Administer  and  conduct  personnel 
management  for  the  Transportation  Sys¬ 
tems  Center  as  follows: 

(1) ,  Establish  and  classify  positions 
under  the  Gteneral  Schedule  at  GS-1 
through  GS-15. 

(2)  Establish  and  evaluate  trade,  craft 
and  laboring  positions  under  the  Federal 
Wage  System. 

(3)  Effectuate  personnel  actions  to  ap¬ 
point,  pay,  promote,  demote,  reassign, 
separate  and  remove  employees;  except 
that  all  appointments  to  positions  at 
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grades  06-13  through  GS-15  from  out¬ 
side  the  Department  of  Transportation 
and  all  appointments  to  positions  in 
Schedule  A.  B,  and  C  of  the  Excepted 
Service  shall  be  subject  to  the  approval 
of  the  Deputy  Secretary. 

(4)  Approve  training  for  onployees  ex¬ 
cept  fulltime  training  in  excess  of  90 
days’  duration  which  shall  be  approved 
by  the  Assistant  Secretary  for  Adminis¬ 
tration. 

(5)  Accord  recognition  to.  consult  and 
negotiate  with  certified  labor  organiza¬ 
tions  and  administer  labor  agreements 
approved  by  the  Assistant  Secretary  for 
Administration. 

(6)  Administer  oaths  of  ofQce  imder 
authority  of  5  U.S.C.  2903  incident  to  en¬ 
try  on  duty  or  otherwise  required  by  law 
in  connection  with  employment  in  the 
Executive  Branch. 

(h)  Authorize  and  approve  official 
travel  (except  overseas  travel  and  in¬ 
vitational  travel)  and  transportation  for 
himself,  his  subordinates,  and  others 
performing  services  for.  or  in  coopera¬ 
tion  with,  the  Transportation  Systems 
Center. 

(i)  Notwithstanding  any  other  provi¬ 
sion  of  this  part,  exercise  procurement 
authority  with  respect  to  requirements 
of  the  'Transportation  Systems  Center, 
subject  to  such  approvals  as  the  Assistant 
Secretary  for  Administration  may  pre¬ 
scribe  for: 

(1)  Contractual  actions  involving  more 
than  $250,000; 

(2)  Utility  contracts  expected  to  cost 
$50,000  or  more  per  year; 

(3)  Solicitations  of  any  bid  or  proposal 
for  support  services;  and 

(4)  Acquisition  (new  construction, 
piurchase,  leasing,  or  otherwise)  and  dis¬ 
posal  of  real  property. 

(j)  Approve  determinations  and  find¬ 
ings  relating  to  advance  payments  to  U.S. 
educational  institutions  for  research 
projects,  under  Federal  Procurement 
Relation  1-30.405.  This  authority  may 
not  be  redelegated. 

(k)  Enter  into  inter-  and  Intra-de- 
partmental  reimbursable  agreements 
other  than  with  the  head  of  another  de¬ 
partment  or  agency  (31  U.S.C.  686) ,  sub¬ 
ject  to  such  approvals  as  the  Assistant 
Secretary  for  Administiiation  may  pre¬ 
scribe  for  actions  involving  more  'tiian 
$250,000.  This  authority  may  be  redele¬ 
gated  only  to  office  directors  or  other 
comparable  levels  and  to  contracting 
officers. 

(l)  Designate  to  the  Treasury  De¬ 
partment  certifjrlng  officers,  designated 
agents,  and  imprest  fund  cashiers,  for 
the  Transportation  Syst^ns  Center. 

(m)  Settle  and  pay  claims  by  employ¬ 
ees  for  personal  property  losses  as  pro¬ 
vided  by  31  U.S.C.  241(b). 

(n)  Establish  ad  hoc  committees  for 
specific  tasks  within  his  assigned  area  of 
responsibility. 

(o)  Establish,  modify,  extend,  or  ter¬ 
minate  standing  committees  within  his 
specific  area  of  responsibility  when  di¬ 
rected  or  authorized  to  do  so  by  the  Sec¬ 
retary. 


§  1.63  Delegations  to  Director  of  Pnblie 
Affairs. 

The  Director  of  Public  Affairs  Is  dde- 
gated  authority  to¬ 
la)  Except  for  reviewing  and  taking 
final  action  on  applications  for  recon¬ 
sideration  of  initial  decisions  not  to  dis¬ 
close  records  of  the  Office  of  the  Secre¬ 
tary  requested  under  5  U.S.C.  552(a)  (3) , 
administer  regulations  and  procedures 
governing  public  access  to  the  imclassi- 
fied  records  of  the  Office  of  the  Secre¬ 
tary,  and  issue  supplementary  policies 
and  procedures  to  insure  uniform  De¬ 
partmental  implementation  of  related 
Secretarial  orders  and  regulations. 

(b)  Monitor  the  overall  public  infor¬ 
mation  program  and  review  and  approve 
Departmental  informational  materials 
having  policy-making  ramifications  be¬ 
fore  they  are  printed  and  disseminated. 

§  1.64  Delegations  to  the  Deputy  Under 
Secretary.  [Reserred] 

§  1.65  Delegations  to  the  Deputy  Under 
Secretary  for  Budget  and  Program 
Review.  [Reserved] 

Afpenoix  a — Delegations  and  Reoelegattons 
BT  Secretarial  OmcERS 

1.  Director  of  Budget.  The  Deputy  Under 
Secretary  for  Budget  and  Program  Review 
has  redelegated  to  the  Director  of  Budget 
authwlty  to— 

(a)  Request  apportionment  and  reappor¬ 
tionment  of  funds  by  the  Office  of  Manage¬ 
ment  and  Budget,  provided  that  no  request 
for  apportionment  or  reapportionment  which 
anticipates  the  need  for  a  supplemental  ap¬ 
propriation  shall  be  submitted  to  the  Office 
of  Management  and  Budget  without  appro¬ 
priate  certification  by  .the  Secretary. 

(b)  Issue  allotments  or  allocations  of 
funds  to  components  of  the  Department. 

2.  Chief  Counsel,  U.S.  Coast  Guard,  (a) 
Pursuant  to  the  Uniform  Code  of  Military 
Justice,  Chapter  47  of  title  10,  United  States 
Code,  the  Chief  Counsel  of  the  U.S.  Coast 
Guard  Is  authorized  to  exercise  the  powers 
and  perform  the  duties,  with  respect  to  the 
Coast  Guard,  \mder  the  following  sections  of 
the  Uniform  Code: 

(1)  The  authority  to  recommend  assign¬ 
ment  for  duty  of  law  specialists  under  Arti¬ 
cle  6(a),  section  806(a)  of  title  10,  United 
States  Code. 

(2)  The  authority  to  make  field  Inspec¬ 
tions  In  connection  with  the  administration 
of  military  Justice  under  Article  6(a)  section 
806(a)  of  title  10,  United  States  Code. 

(3)  The  authority  to  designate  military 
judges;  to  make  assignments  of,  and  exercise 
direct  responsibility  for,  mUltary  Judges;  and 
to  assign,  or  approve  the  performance  of, 
other  duties  of  a  Judicial  or  nonjudlcial  na- 
tmre  by  military  Judges  under  Article  26(c), 
section  826(c)  of  title  10,  United  States  Code. 

(4)  The  authority  to  forward  ta  a  Court 
of  Military  Review  records  that  must  be 
referred  to  a  Court  of  Military  Review  under 
Article  66(b).  section  666(b)  of  title  10, 
United  States  Code. 

(5)  The  authority  to  Instruct  the  conven¬ 
ing  authCMTlty  to  take  action  in  accordance 
with  the  decision  of  the  Court  of  Military 
Review  and  authority  to  dismiss  the  charges 
under  Article  66(e),  section  866(e)  of  title 
10,  United  States  Code. 

(6)  The  authority  to  modify  or  vacate  find¬ 
ings  and  sentences  in  cases  not  reviewed  by 
a  Court  of  Military  Review  under  Article  69, 
sectlcm  809  of  title  10,  United  States  Ckxle. 


(7)  The  authority  to  certify  counsel  as 
competent  to  perform  the  duties  of  trial 
counsel  and  defense  counsel  of  a  general 
court-martial  under  10  UJ3.C.  827(b),  Art. 
27(b)  UCMJ. 

(b)  The  authority  delegated  by  subpara¬ 
graph  (3)  of  paragraph  (a)  may  be  redele¬ 
gated  only  to  the  Deputy  Chief  Counsel. 

(c)  The  Chief  Counsel  shall  make  an  an¬ 
nual  summary  report  of  his  actions  taken 
under  subparagraph  (6)  of  paragnq>h  (a) 
of  this  delegation  to  the  General  Counsel 
of  the  Department  of  Transportation  (In¬ 
cluding  the  number  cases  subject  to  that 
authority,  the  number  of  iq>pllcatlons  for  re¬ 
view  filed,  and  the  disposition  thereof)  for 
Inclusion,  as  appropriate.  In  the  Judge  Ad¬ 
vocates  General  and  Court  of  Military  Ap¬ 
peals  report  to  Congress  required  by  Article 
67(g),  section  867(g)  of  title  10,  United 
States  Code. 

3.  Chief  Counsels.  The  General  Counsel  has 
delegated  to  the  Chief  (Counsels  the  authority 
delegated  to  the  General  Coimsel  by  Amend¬ 
ment  1-41  to  Part  1  of  Title  49,  Code  of  Fed¬ 
eral  Regulations,  35  FR  17653,  November  17, 
1970,  as  follows — 

Section  865  of  the  Revised  Statutes,  as 
amended  by  Pub.  L.  91-393,  84  Stat.  835  (40 
UA.C.  256)  authorizes  the  Attorney  General 
to  delegate  to  other  departments  and  agencies 
his  authority  to  give  written  approval  of  the 
sufficiency  to  the  title  to  land  being  acquired 
by  the  United  States.  The  Attorney  GenertU 
has  delegated  to  the  Assistant  Attorney  Gen¬ 
eral  In  charge  of  the  Land  and  Natural  Re¬ 
sources  Division  the  authority  to  make  dele¬ 
gations  under  that  law  to  other  Federal  de¬ 
partments  and  agencies  (36  FR  16084;  28  CFR 
0.66).  The  Assistant  Attorney  General,  Land 
and  Natural  Resources  Division,  has  fiuther 
delegated  certain  responsibilities  in  connec¬ 
tion  with  the  approval  of  the  sufficiency  of 
the  title  to  land  to  the  Department  of  Trans¬ 
portation  as  fefilows: 

DELEGATION  TO  THE  DEPARTMENT  OF  TRANS¬ 
PORTATION  FOB  THE  APPROVAL  OF  THE 

TITLE  TO  LANDS  BEING  ACQUIRED  FOB  FED¬ 
ERAL  PUBLIC  PURPOSES 

Pvirsuant  to  the  provision  of  Pub.  L.  91-398. 
approved  September  1.  1970,  84  Stat.  835, 
amending  R.S.  355  (40  lt.S.C.  255),  and  act¬ 
ing  under  the  provlMons  of  (Drder  No.  449-79 
of  the  Attorney  General,  dated  October  2, 
1970,  the  responsibility  for  the  approval  of 
the  sufficiency  of  the  title  to  land  for  the  pur¬ 
pose  for  which  the  property  Is  being  acquired 
by  purchase  or  condemnation  by  the  United 
States  for  the  use  of  yomr  Department  Is,  sub¬ 
ject  to  the  general  supervision  of  the  Attor¬ 
ney  General  and  to  the  following  conditions, 
hereby  delegated  to  your  Department. 

This  delegation  of  authority  Is  fuiiher 
subject  to: 

1.  Compliance  with  the  regulations  Issued 
by  the  Assistant  Attorney  General  on  Octo¬ 
ber  2,  1970,  a  copy  of  which  Is  enclosed. 

2.  This  delegation  is  limited  to: 

(a)  The  acquisition  of  land  for  which  the 
title  evidence,  prepared  in  compliance  with 
these  regulations,  consists  of  a  certificate  of 
title,  title  Insurance  pcfilcy,  or  an  owner’s  du¬ 
plicate  Torrens  certificate  of  title. 

(b)  The  acquisition  of  lands  valued  at 
$100,000  Of  lees,  for  which  the  title  evidence 
condsts  of  abstracts  of  title  or  other  types  of 
title  evidence  prepared  In  compliance  with 
said  regulations. 

As  stated  In  the  above-mentioned  Act,  any 
Federal  department  or  agency  which  has 
been  delegated  the  re^onslblllty  to  approve 
land  titles  under  the  Act  may  request  the  At¬ 
torney  General  to  render  his  opinion  as  te 
the  validity  of  the  tltie  to  any  real  property 
or  IntMest  therein,  or  may  request  the  advice 
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or  assLstcmce  of  the  Attorney  General  in  con¬ 
nection  with  determinations  as  to  the  auf- 
ficlency  of  titles. 

The  Chief  Counsels  of  the  United  States 
Coast  Guard,  Federal  Aviation  Administra¬ 
tion,  Federal  Highway  Administration,  Fed¬ 
eral  BallrocKl  Administration,  National  High¬ 
way  Traffic  Safety  Administration,  Urban 
Mass  Transportation  Administration,  and  the 
St.  Lawrence  Seaway  Development  Corpora¬ 
tion  are  hereby  authorized  to  approve  the 
sufficiency  of  the  title  to  land  being  acquired 
by  pmchase  or  condemnation  by  the  United 
States  for  the  use  of  their  respective  orga¬ 
nizations.  This  delegation  Is  subject  to  the 
limitations  Imposed  by  the  Assistant  At¬ 
torney  General,  Land  and  Natural  Re¬ 
sources  Division,  In  his  delegation  to  the  De¬ 
partment  of  Transportation.  Redelegation  of 
this  authority  may  only  be  made  by  the 
Chief  Counsels  to  attorneys  within  their  re- 
^>ectlve  organizations. 

If  his  organization  does  not  have  an  at¬ 
torney  experienced  and  capable  In  the  exam¬ 
ination  of  title  evidence,  a  Chief  Counsel 
may,  with  the  concurrence  of  the  General 
Counsel,  request  the  Attorney  General  to  (1) 
furnish  an  opinion  as  to  the  validity  of  a 
title  to  real  property  or  Interest  therein,  or 
(2)  provide  advice  or  assistance  in  connec¬ 
tion  with  determining  the  sufficiency  of  the 
title. 

4.  Chief,  Accounting  Operations  Center. 
The  Assistant  Secretary  for  Administration 
has  redelegated  to  the  Chief,  Accounting  Op¬ 
erations  Center,  authority  to— 

(a)  Designate  to  the  Treasury  Department 
certifying  officers  and  designated  agents  for 
the  Office  of  the  Secretary,  except  at  the 
Transportation  Systems  Center,  and  Imprest 
fund  cashiers  for  the  Departmental  head¬ 
quarters. 

(b)  Certify  to  the  validity  of  obligations 
as  required  by  31  U.S.C.  200  and  to  the  ade¬ 
quacy  of  bond  coverage  for  the  designations 
under  49  CFB  l.aO(c)  (2) . 

(c)  Sign  reports  on  budget  execution  as 
required  by  OMB  Circular  A-34. 

Effective  date:  This  amendment  is  ef¬ 
fective  Septembr  24,  M75. 

Issiied  in  Weudiington,  D.C.,  on  Sep¬ 
tember  18,  1975. 

William  T.  Coleman,  Jr„ 
Secretary  of  Transportation. 

[FR  Doc.75-25436  Filed  9-23-75:8:45  am] 


CHAPTER  X— INTERSTATE  COMMERCE 
COMMISSION 

SUBCHAPTER  Ar— GENERAL  RULES  AND 
REGULATIONS 

[&  O.  1202,  Arndt.  2] 

PART  1033— CAR  SERVICE 

Missouri-Kansas-Texas  Railroad  Co.  Au¬ 
thorized  To  Operate  Over  Tracks  of  Chi¬ 
cago,  Rock  Island  and  Pacific  Railroad 
Co. 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Railroad  Service 
Board,  held  in  Washington,  D.C.,  on  the 
17th  day  of  September  1975. 

Upon  further  consideration  of  Service 
Order  No.  1202  (39  FR  40765  and  40  FR 
14318),  and  good  cause  appearing  there¬ 
for: 

It  is  ordered.  That:  §  1033.1202  Service 
Order  No.  1202  (Missouri-Kansas-Texaa 
Railroad  Company  authorized  to  operate 
over  tracks  of  the  Chicago,  Rock  Island 
and  Pacific  Railroad  Company)  be,  and 
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it  is  hereby,  amended  by  substituting  the 
following  paragraph  (d)  for  paragraph 
(d)  thereof: 

(d)  Expiration  date.  The  provisions  of 
this  order  shall  expire  at  11:59  pjn., 
March  31,  1976,  unless  otherwise  modi¬ 
fied,  changed,  or  suspiended  by  order  of 
this  Commission. 

Effective  date.  This  amendment  shall 
become  effective  at  11:59  p.m.,  Septem¬ 
ber  30,  1975. 

(Secs.  1,  12,  15.  and  17-(2) ,  24  Stat.  379,  383, 
384,  as  amended:  (49  U.S.C.  1,  12,  15,  17(2)). 
Interprets  or  applies  secs.  1  (10-17),  16(4), 
17(2),  40  Stat.  101,  as  amended,  54  Stat.  911: 

(49  UH.C.  1(10-17),  15(4),  17(2))). 

It  is  further  ordered.  That  a  copy  of 
that  amendment  shall  be  served  upon  the 
Association  of  American  Railroads,  Car 
Service  Division,  as  agent  of  all  railroads 
subscribing  to  the  car  service  and  car 
hire  agreement  under  the  terms  of  that 
agreement,  and  upon  the  American 
Short  Line  Railroad  Association;  and 
that  notice  of  this  amendment  be  given 
to  the  general  public  by  depositing  a  copy 
in  the  Office  of  the  Secretary  of  the  Com¬ 
mission  at  Washington,  D.C.,  and  by  fil¬ 
ing  it  with  the  Director,  Office  of  the 
Federal  Register. 

By  the  Commission,  Railroad  Service 
Board. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FB  DOC.76-25474  FUed  9-23-76:8:46  am] 

Title  50 — ^Wildlife  and  Fisheries 

CHAPTER  I— FISH  AND  WILDLIFE  SERV¬ 
ICE,  DEPARTMENT  OF  THE  INTERIOR 

PART  32— HUNTING 
Certain  National  Wildlife  Refuges  in  Oregon 

On  July  31,  1975,  there  was  published 
in  the  Federal  Register  (40  FR  32125)  a 
notice  of  proposed  rulemaking  changing 
Special  Regulations  for  hunth^  for  cer¬ 
tain  individual  wildlife  refuges  in  Ore¬ 
gon. 

The  purpose  of  the  proposed  changes 
was  to  improve  the  quality  of  the  hunt¬ 
ing  experience  on  these  refuge  public 
hunting  areas.  The  public  was  provided  a 
30-day  comment  period. 

No  unfavorable  comments  have  been 
received.  Accordingly,  Chapter  I  of  Title 
50  Code  of  Federal  Regulations  is 
amended  by  revising  §§  32.12  and  32.22  to 
read  as  set  forth  below. 

The  following  regulations  will  be  ef¬ 
fective  October  11,  1975.  These  regula¬ 
tions  apply  to  public  hunting  on  portions 
of  certain  National  Wildlife  Refuges  in 
Oregon. 

General  Conditions.  Hunting  shall  be 
in  accordance  with  applicable  State  and 
Federal  regulations.  Portions  of  refuges 
which  are  open  to  hunting  are  designated 
by  signs  and/or  delineated  on  maps.  No 
vehicle  travel  is  permitted  except  on 
maintained  roads  and  trails.  Special  con¬ 
ditions  applying  to  individual  refuges  are 
listed  on  the  reverse  side  of  maps  avail¬ 
able  at  refuge  headquarters  and  from  the 
office  of  the  Regional  Director,  Fish  and 
Wildlife  Service,  P.O.  Box  3737,  Portland, 
Oregon  97208. 


§  32.12  Special  regulations;  migratwry 
game  birds;  for  individual  wildlife 
refuge  areas. 

Migratory  birds  may  be  hunted  on  the 
following  refuge  areas: 

Deer  Flat  National  Wildlife  Refuge, 
Snake  River  Sector  (Headquarters:  Deer 
Flat  National  Wildlife  Refuge,  Route  1, 
Box  1457,  Nampa,  Idaho  83651) . 

Ducks,  geese,  and  coots  may  be  hunted 
on  the  following  refuge  areas: 

Ankeny  National  Wildlife  Refuge, 
Route  1,  Box  198,  Jefferson,  Oregon 
97532. 

Special  conditions.  1.  Hunting  is  per¬ 
mitted  on  Wednesdays,  Saturdays,  and 
Sundays  from  opening  shooting  time 
each  day  until  12  noon  during  the  au¬ 
thorized  season  only. 

2.  A  Federal  permit  is  required  and  will 
be  issued  on  an  advance  reservation  basis. 
Application  for  reservation  will  be  ac¬ 
cepted  between  September  15  and  Oc¬ 
tober  15, 1975. 

3.  Steel  shot  only  may  be  possessed  or 
used  on  the  refuge  hunting  area. 

4.  Hunters  are  limited  to  the  posses¬ 
sion  and  use  of  twenty  (20)  shells  per 
day. 

Baskett  Slough  National  Wildlife 
Refuge,  Route  1,  Box  709,  Dallas,  Oregon 
97338. 

Special  Conditions.  1.  Hunting  is  per¬ 
mitted  on  Wednesdays,  Saturdays,  and 
Sundays  from  opening  shooting  time 
each  day  until  12  noon  during  the  au¬ 
thorized  season  only. 

2.  A  Federal  permit  Is  required  and 
will  be  issued  on  an  advance  reservation 
basis.  Application  for  reservation  will  be 
accepted  between  September  15  and  Oc- 
toberT5. 1975. 

3.  Steel  shot  only  may  be  possessed  or 
used  on  the  refuge  hunting  area. 

4.  Hunters  are  limited  to  the  posses¬ 
sion  and  use  of  twenty  (20)  irtiells  per 
day. 

William  L.  Finley  National  Wildlife 
Refuge,  Route  2,  Box  208,  CorvaHis, 
Oregon  97330. 

Special  Conditions.  1.  Hunting  is  per¬ 
mitted  on  Wednesdays,  Saturdays,  and 
Sundays  from  opening  shooting  time 
each  day  until  12  noon,  during  the  au¬ 
thorized  season  only. 

2.  A  Federal  permit  is  required  and 
will  be  Issued  on  an  advance  reservation 
basis.  Application  for  reservation  wUl  be 
accepted  between  September  15  and 
October  15. 1975. 

3.  In  the  designated  goose  hunting 
area  “A”  hunters  may  shoot  from  as¬ 
signed  blind  sites  only  and  are  limited 
to  the  use  of  ten  ( 10)  shells  per  day. 

4.  Hunters  are  limited  to  the  posses¬ 
sion  and  use  of  twenty  (20)  shells  per 
day  on  area  “B”. 

5.  The  use  of  steel  shot  will  be  man¬ 
datory. 

Ducks,  geese,  coots  and  common  snipe 
may  be  hunted  on  the  following  refuges: 

Klamath  Forest  National  Wildlife 
Refuge  (Headquarters:  Klamath  Basin 
National  Wildlife  Refuges,  Route  1,  Box 
74,  Tulelake,  California  96134) . 

Special  conditions.  1.  Boats  with  or 
without  motors  are  permitted.  Alr- 
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thrust,  water-thrust,  and  sculling  boats 
are  prohibited. 

2.  All  decoys,  boats  and  other  personal 
property  must  be  removed  from  the 
refuge  at  the  close  of  each  day. 

Upper  Klamath  National  Wildlife 
Refuge  Gfleadquarters:  Klamath  Basin 
National  Wildlife  Refuges,  Route '1,  Box 
74,  Tulelake,  California  96134) . 

Special  conditions.  1.  Boats  with  or 
without  motors  are  permitted.  Air- 
thrust,  water-thrust  and  sculling  boats 
are  prohibited. 

2.  All  decosrs,  boats,  and  other  personal 
property  must  be  removed  from  the  ref¬ 
uge  at  the  close  of  each  day. 

Cold  Springs  National  Wildlife  Ref¬ 
uge,  Hermiston,  Oregon  (Headquarters: 
Umatilla  National  Wildlife  Refugee,  P.O. 
Box  239,  Umatilla,  Oregon  97882) . 

MCKay  National  Wildlife  Refuge,  Pen¬ 
dleton,  Oregon  (Headquarters:  Umatilla 
National  Wildlife  Refuge,  P.O.  Box  239, 
Umatilla,  Oregon  97882) . 

Special  condition.  Himtlng  will  be  per¬ 
mitted  on  Wednesdays,  Saturdays,  Sun¬ 
days  and  Federal  holidays. 

Lewis  and  Clark  National  Wildlife 
Refuge,  Route  1,  Box  376C,  Cathlamet, 
Washington  98612. 

Special  condition.  Posted  portions  of 
the  Lewis  and  Clark  National  Wildlife 
Refuge  In  Clatsop  County  will  be  closed 
to  waterfowl  hunting. 

Umatilla  National  Wildlife  Refuge, 
P.O.  Box  239,  Umatilla,  Oregon  97882. 

Special  conditions.  1.  Waterfowl  hunt¬ 
ing  is  permitted  during  open  hours  each 
Wednesday,  Sunday  and  Federal  holi¬ 
day  (except  Christmas)  during  water- 
fowl  season. 

2.  Hunting  by  permit  only.  Successful 
applicants  may  bring  one  unnamed 
guest  and  must  arrive  at  the  checking 
station  no  later  than  ONE  HOUR  before 
shooting  time  or  the  reservation  is  can¬ 
celled.  Checking  station  will  open  1*4 
hours  before  shooting  time.  “No-show” 
vacancies  will  be  filled  from  a  waiting 
line  after  reservations  have  been  accom¬ 
modated  and  just  prior  to  shooting  time. 

3.  Application  will  be  accepted  during 
two  sign-up  periods.  Permits  are  non- 
transferrable. 

4.  The  use  of  steel  shot  will  be  manda¬ 
tory.  Shells  will  not  be  sold  at  the  check 
stand  and  should  be  obtained  from  a 
commercial  source  well  before  hunt  day. 

6.  Waterfowl  hunting  will  be  from 
blinds  only.  Details  will  be  available  at 
the  check  stand. 

6.  New  hunters  will  not  be  accepted 
on  the  area  after  the  initial  processing 
in  the  morning. 

Malheur  National  Wildlife  Refuge, 
P.O.  Box  113,  Bums,  Oregon  97720. 

Special  condition.  Use  of  motors  on 
boats  is  prohibited. 

Mourning  doves  and  >band-tailed 
pigeons  maytbe  himted  on>the  following 
refuge  areas: 

Ankeny  National  Wildlife  Refuge,  Box 
198,  Jefferson,  Oregon  97352. 

Special  condition.  All  hunteis  must 
check  in  and  out  of  the  refuge  dally  by 
use  of  self-service  permits. 

Malheur  National  Wlldlffe  Refuge. 
P.O.Box  113,  Blums,  Oregon  97720. 


.Special  condition.  That morUon  df  the 
refuge  in  BlitzenD^ll^west  df  Highway 
205  Of  Diamond  Lane  Will  be  ‘open  *to 
hunting  as  posted. 

William  L.  PbUey  Hattonal  Wlldhle 
Refuge,  Route  2,  Box  20B,  Corvanis, 
Oregon  97330. 

Special  condition.  AH  hunters  must 
check  In  and  out  of  the  refuge  dally  by 
use  of  self-service  permits. 

§  32.22  Special  regulations;  upland 
game;  for  individual  wildlife  refuge 
areas. 

Upland  game  birds  may>be  hunted  on 
the  following  refuge  areas: 

Deer  Flat  National  Wildlife  Refuge, 
Snake  River  Sector  (Headquarters:  Deer 
Flat  National  Wildlife  Refuge,  Route  1. 
Box  1457,  Nampa,  Idaho  B3651). 

Hart  Mountain  National  Antelope 
Range,  P.O.  Box  111,  Lakevlew,  Or^on 
97630. 

Special  condition.  Quail  and  partridge 
only  may  be  hunted. 

Pheasant,  quail,  and  partridge  may  be 
hunted  on  the  following  refuge  areas: 

Cold  Springs  National  Wildlife  Refuge, 
Hermiston,  Oregon  (Headquarters: 
Umatilla  National  Wildlife  Refuge,  P.O. 
Box  239,  Umatilla,  Oregon  97882) . 

Malheur  National  Wildlife  Refuge. 
P.O.  Box  113,  Burns,  Oregon  97720. 

Special  condition.  Hmvting  will  be  per¬ 
mitted  during  the  last  9  days  of  the  State 
season  on  the  upland  game  hunting  area 
and  during  State  seasons  running  con¬ 
currently  with  the  waterfowl  season  on 
the  waterfowl  hunting  area,  and  that 
portion  of  the  refuge  in  the  Blitzen 
Valley  west  of  Highway  205  as  posted. 

McKay  Creek  National  Wildlife  Ref¬ 
uge,  Pendleton,  Oregon  (Headquarters: 
Umatilla  National  Wildlife  Refuge,  P.O. 
Box  239,  Umatilla,  Oregon  97882) . 

Special  condition.  Hunting  is  per¬ 
mitted  on  Wednesdays,  Saturdays,  Sim- 
days  and  Federal  holidays. 

Umatilla  National  Wildlife  Refuge, 
P.O.  Box  239,  Umatilla,  Oregon  97882. 

Special  conditions.  1.  Hunting  will  be 
permitted  from  12:00  noon  until  closing 
time  on  Wednesdays,  Satiurdays,  Sun¬ 
days  and  Federal  holidays. 

2.  Pheasant  himters  must  chedc  in  and 
out  of  the  refuge  daily  at  the  refuge 
check  station. 

Pheasant  and  quail  may  be  hunted  on 
the  following  refuge  areas: 

Ankeny  National  Wildlife  Refuge, 
Route  1,  Box  198,  Jefferson,  Oregon 
97352. 

Special  conditions.  1.  No  hunting  per¬ 
mitted  after  November  2,  1975. 

2.  All  himters  must  check  in  and  out 
of  the  refuge  daily  by  use  of  self-service 
permits. 

3.  Hunters  on  the  area  served  by  each 
registration  station  will  be  limited  to  50 
at  any  one  time, 

Baskett  Slough  National  Wildlife 
Refuge,  Route  1,  Box  709,  Dallas,  Oregon 
97338. 

Special  conditions.  1.  No  hunting  per¬ 
mitted  after  November  2, 1975. 

2.  AH  hunters  must  check  in  and  out 
of  the  refuge  dally  by  use  of  self-service 
permits. 


8.  Hunters  on  the  area  served  by  eadh 
registration  station  wlH  be  limited  to  50 
at  any  one  time. 

William  X.  Finley  National  WUdllfe 
Refuge,  Route  2,  Box  208,  Corvallis, 
Oregon  97B30. 

Special  conditions.  1.  No  hunting  per¬ 
mitted  after  November  2, 1075. 

2.  AH  hunters  must  check  in  and  oUt 
of  the  refuge  daily  "by  "use  of  self-service 
permits. 

3.  Hunters  on  the  area,  served  by  each 
registration  station  wUl  be  limited  to  100 
at  any  one  time. 

The  provisions  of  these  special  regula¬ 
tions  supplement  the  regulations  which 
govern  himting  on  wUdlife  refuge  areas 
generally  and  which  are  set  forth  in  Title 
50,  Code  of  Federal  Regulations,  Part  32, 
and  are  effective  through  June  30,  1976. 

Donald  J.  HANKiAr 
Acting  Regional  Director. 

Fish  and  Wildlife  Service. 

[PR  Doc.75-25387  Piled  9-23-75;8:45  am] 


PART  32-41UNTiN6 

Bombayflook  Naticmel  Wlldlffe  ftefuge, 
Delowore 

The  foHowing  special  regulation  Is  is¬ 
sued  and  is  effective  during  the  period 
November  7,  1975  through  November  12, 
1975. 

§  32.32  Special  regulations;  big  ganie; 
for  individual  wildlife  r^nge  areas. 

Delaware 

BOMBAY  HOOK  NATIONIAL  WILDLHX 
REFUGE 

Public  hunting  of  deer  with  shotguns 
on  the  Bombay  Hoc*  National  Wildlife 
Refuge,  Delaware,  is  permitted  only  on 
the  Deer  Hunting  Area  and  South  Up¬ 
land  Hunting  Area  designated  by  signs  as 
open  to  hunting.  These  open  deer  himt¬ 
ing  areas  are  delineated  on  maps  avail¬ 
able  at  refuge  headquarters,  Smyrna, 
Delaware  19977  and  from  the  Regional 
Director,  U.S.  Pish  and  Wildlife  Bervloe, 
Post  OfiBce  and  Courthouse  Building, 
Boston,  Massachusetts  02109.  Hunting 
shaU  be  in  accordance  with  aU  applicable 
State  and  Federal  regulations  covering 
the  hunting  of  deer  with  firearms  subject 
to  the  following  special  conditions: 

(1)  A  Federal  permit  Is  required  to 
hunt  on  the  Deer  Hunting  Area  and  may 
be  obtained  by  applying  to  the  Refuge 
Manager  in  writing  for  an  advance  res¬ 
ervation.  An  individual  with  an  advance 
reeervBtlon  wiH  forfeit  his  permit  If  he 
is  not  present  one  hour  prior  to  the  start 
Of  legal  shooting  time  on  the  date  of  the 
reservation.  These  forfeited  permits  not 
reserved  by  advance  reservations  wlU  be 
awarded  to  standby  hunters  by  lot  one- 
half  hour  bel(He  the  start  of  legal  shoot¬ 
ing  time.  Permits  must  be  surrendered 
prior  to  departure  from  the  refuge. 

(2)  Ihe  number  of  himters  admitted 
to  the  open  area  at  one  time  will  ’be 
restrtet«l  to  50. 

The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wUdlife  refuge  areas 
generally,  whldh  are'  set  forth  In  ntie  50, 
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Code  of  Federal  Regulations,  Part  32, 
and  are  effective  through  November  12, 
1975. 

Howard  N.  Larsen, 
Regional  Director, 

U.S.  Fish  and  Wildlife  Service. 

September  17, 1975. 

[FR  E>oc.75-2545e  PUed  9-23-75;8:45  am] 


PART  32— HUNTING 

Iroquois  National  Wildlife  Refuge, 

New  York 

The  following  special  regulation  is  is¬ 
sued  and  is  effective  during  the  period 
October  1,  1975  through  February  29, 
1976. 

§  32.12  Special  regulations;  migratory 
game  birds;  for  individual  wildlife 
refuge  areas. 

New  York 

IROQUOIS  NATIONAL  WmDLIFE  REFUGE 

Public  himting  of  woodcock  and  crow 
on  the  Iroquois  National  Wildlife  Refuge, 
New  York,  is  permitted  on  the  area  des¬ 
ignated  by  signs  as  open  to  hunting.  This 
open  area  is  delineated  on  maps  available 
at  refuge  headquarters,  B^om,  New 
York,  and  from  the  Re^onal  Director, 
U.S.  Pish  and  Wildlife  Service,  Post  Of¬ 
fice  and  Courthouse  Building,  Boston, 
Massachusetts  02109.  Hunting  shall  be 
in  accordance  with  all  applicable  State 
and  Federal  regulations  covering  the 
htmting  of  woodcock  and  crow. 

The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  himting  on  wildlife  refuge  areas 
generally,  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Pait  32, 
and  are  effective  through  February  29, 
1976. 

Howard  N.  Larsen, 
Regional  Director. 

U.S.  Fish  and  Wildlife  Service. 

September  17,  1975. 

[PR  Doc.75-26467  PUed  9-23-76:8:46  am] 


CHAPTER  II— NATIONAL  MARINE  FISH¬ 
ERIES  SERVICE  NATIONAL  OCEANIC 
AND  ATMOSPHERIC  ADMINISTRATION, 
DEPARTMENT  OF  COMMERCE 

SUBCHAPTER  H — ^TUNA  FISHERIES 

PART  285— ATLANTIC  TUNA  FISHERIES 
Bluefin  Tuna  Season  Closure 

On  September  22,  1975,  the  Director, 
National  Marine-  Fisheries  Service,  de¬ 
termined  that  the  1975  annual  quota  of 
200  short  tons  of  Atlantic  bluefin  tuna 
weighing  in  excess  of  300  pounds  round 
weight  and  taken  by  purse  seining  will 
be  reached  on  September  1975.  The  quota 
is  established  in  50  CFR  285.12a(2)  and 
includes  those  tuna  taken  incidentally  as 
prescribed  in  50  CFR  285.13(d) . 

As  authorized  by  50  CFR  285.11,  notice 
is  hereby  given  that  the  1975  season  for 
Atlantic  bluefin  tuna  taken  by  purse 
seining,  which  weigh  in  excess  of  300 
pounds  round  weight,  will  terminate  at 


0001  horns,  local  time,  in  the  regulatory 
area,  September  22,  1975. 

Incidental  catches  of  Atlantic  bluefin 
tuna  weighing  In  excess  of  300  pounds 
taken  after  September  24,  1975,  may  not 
exceed  the  limits  prescribed  In  50  CFR 
285.13(c). 

Issued  at  Washington,  D.C.,  and 
dated  September  24,  1975. 

Jack  W.  Gehringer, 
Deputy  Director, 

National  Marine  Fisheries  Service. 

[PR  1)00.76-26517  Piled  9-23-76:8:46  am) 


Title  9 — ^Animals  and  Animal  Products 

CHAPTER  lll-^NIMAL  AND  PLANT 
HEALTH  INSPECTION  SERVICE  (MEAT 
AND  POULTRY  PRODUCTS  INSPEC¬ 
TION),  DEPARTMENT  OF  AGRICULTURE 

PART  331— SPECIAL  PROVISIONS  FOR 
DESIGNATED  STATES  AND  TERRI¬ 
TORIES;  AND  FOR  DESIGNATION  OF 
ESTABLISHMENTS  WHICH  ENDANGER 
PUBLIC  HEALTH  AND  FOR  SUCH  DESIG¬ 
NATED  ESTABLISHMENTS 

PART  381— POULTRY  PRODUCTS 
INSPECTION  REGULATIONS 

Designation  of  Connecticut  Under  Federal 
Meat  and  Poultry  Products  Inspection 
Acts  for  Special  Purposes 

•  Purpose.  The  purpose  of  this  docu¬ 
ment  is  to  notify  the  public  that  the  Secre¬ 
tary  of  Agriculture  hereby  designates  the 
State  of  Connecticut  under  section  205  of 
the  Federal  Meat  Inspection  Act  and  sec¬ 
tion  11(e)  of  the  Poultry  Products  Inspec¬ 
tion  Act  • 

Statement  of  Considerations.  Sections 
202,  203,  and  204  of  the  Federal  Meat  In- 
:H>ection  Act  (21  U.S.C.  642,  643,  644) 
provide  for  recordkeeping,  access,  and 
related  requirements;  re^tratlon  re¬ 
quirements;  and  regulation  of  transac¬ 
tions  involving  dead,  dying,  disabled,  or 
diseased  livestock  of  specified  kinds,  or 
parts  of  the  carcasses  of  such  animals 
that  died  otherwise  than  by  slaughter, 
with  respect  to  operators  engaged  in 
specified  classes  of  business  in  or  for 
“commerce”  as  defined  in  the  Act.  Sim¬ 
ilar  provisions  with  respect  to  poultry  and 
poultry  products  are  contained  in  sec¬ 
tion  11  of  the  Poultry  Products  Inspec¬ 
tion  Act  (21  U.S.C.  460) .  Section  205  of 
the  Federal  Meat  Inspection  Act  and 
section  11(e)  of  the  Poultry  Products  In¬ 
spection  Act  (21  U.S.C.  645,  460(e))  au¬ 
thorize  the  Secretary  of  Agricultiu'e  to 
exercise  the  authorities  imder  the  afore¬ 
said  sections  with  respect  to  persons, 
firms,  and  corporations  engaged  in  the 
specified  kinds  of  business  but  not  in  or 
for  “commerce”  in  any  State  or  organized 
Territory  when  he  determines,  after  con¬ 
sultation  with  an  appropriate  advisory 
committee,  that  the  State  or  Territory 
does  not  have  at  least  equal  authority 
imder  its  laws  or  is  not  exercising  such 
authority  in  a  manner  to  effectuate  the 
purposes  of  the  Acts. 

Officials  of  the  State  of  Connecticut 
have  advised  this  Department  that  ef¬ 
fective  October  1,  1975,  the  State  of 
Connecticut  will  no  longer  be  In  a  posi¬ 
tion  to  continue  administering  author¬ 


ities  under  the  aforesaid  sections  with 
respect  to  persons,  firms,  and  corpora¬ 
tions  engaged  in  the  specified  kinds  of 
business  but  not  in  or  for  “commerce.” 

The  Secretary  heretofore  determined 
that  the  State  of  Connecticut  had  de¬ 
veloped  and  activated  requirements  at 
least  equal  to  the  requirements  under 
sections  202,  203,  and  204  of  the  Federal 
Meat  Inspection  Act  and  section  11  (b) 
and  (c)  of  the  Poultry  Products  Inspec¬ 
tion  Act.  However,  such  sections  con¬ 
template  continuous  ongoing  programs, 
and  in  view  of  the  termination  date  now 
applicable  to  the  Connecticut  programs, 
the  Secretary,  after  consultation  with 
the  appropriate  advisory  committee,  has 
now  determined  that  Connecticut  is  not 
exercising,  in  a  manner  to  effectuate  the 
purposes  of  said  Acts,  with  respect  to  in¬ 
trastate  businesses,  authorities  at  least 
equal  to  those  under  sections  202,  203, 
and  204  of  the  Federal  Meat  Inspection 
Act  and  section  11  (b)  and  (c)  of  the 
Poultry  Products  Inspection  Act,  includ¬ 
ing  the  Secretary  or  his  representative 
being  afforded  access  to  such  places  of 
business  and  the  facilities,  inventories, 
and  records  thereof.  Therefore,  Con¬ 
necticut  is  hereby  designated  imder  sec¬ 
tion  205  of  the  Federal  Meat  Inspection 
Act  and  section  11(e)  of  the  Poultry 
Products  I’^snection  Act  for  the  exercise 
of  the  specified  authorities  with  respect 
to  Intrastate  businesses,  and  hereafter 
sections  202,  203,  and  204  of  the  Federal 
Meat  Inspection  Act  and  section  11  (b) 
and  (c)  of  the  Poultry  Products  Inspec¬ 
tion  Act  shall  apply  as  hereinaftm*  pro¬ 
vided,  to  nersons,  firms,  and  corporations 
engaged  in  the  kinds  of  business  specified 
in  said  sections,  but  not  in  or  for  com¬ 
merce,  to  the  same  extent  and  In  the 
same  manner  as  if  they  were  engaged  in 
such  business  in  or  for  commerce  and 
the  transactions  Involved  were  hi  eom- 
merce. 

§  331.6  [.Amended] 

Accordingly,  the  table  in  §  331.6  of  the 
meat  Inspection  regulations  (9  CFR 
331.6)  is  amended  as  follows: 

1.  In  the  “State”  column,  “Connecti¬ 
cut”  is  added  immediately  below  “Colo¬ 
rado”  in  all  three  places. 

2.  In  the  “Effective  date  of  designa¬ 
tion”  column,  “October  1, 1975”  is  added 
on  the  line  with  “Connecticut”  in  aU 
three  places. 

(Secs.  21  and  205,  34  Stat.  1280,  as  amended, 

81  Stat.  684,  21  U.S.C.  621,  645;  87  PR  28464, 
28477.) 

§  381.224  [Amended] 

Further,  the  table  in  §  381.224  of  the 
poultry  products  inspection  regulations 
(9  CFR  381.224)  Is  amended  as  follows: 

1.  In  the  “State”  column,  “Connecti¬ 
cut”  is  added  Immediately  below  “Colo¬ 
rado”  in  both  places. 

2.  In  the  “Effective  date”  column, 
“October  1,  1975”  is  added  on  the  line 
with  “Connecticut”  in  both  places. 

(Secs.  11(e)  and  14, 71  Stat.  441,  as  amended, 

82  SUt.  791,  21  UJ3.C.  460(e),  463;  87  PR 
28464,  28477.) 

These  amendments  of  the  regulations 
are  necessary  to  refiect  the  determlna- 
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tions  of  the  Secretary  of  Agriculture 
under  section  205  of  the  Federal  Meat  In¬ 
spection  Act  and  section  11(e)  of  the 
Poultry  Products  Inspection  Act,  and  to 
effectuate  the  purposes  of  the  Acts  by 
affording  representatives  of  the  Secre¬ 
tary  of  Agriculture  access  ito  places  of 
business  engaged  in  intrastate  activities 
and  otherwise  facilitate  the  enforcement 
of  the  Acts.  It  does  not  appear  that  pub¬ 


lic  participation  In  this  rule  making 
proceeding  would  make  additional  rele¬ 
vant  information  available  to  the  Secre¬ 
tary.  Therefore  Under  the  administrative 
procedure  provisions  in  5  U.S.C.  563,  It 
is  found  upon  good  cause  that  such  pub¬ 
lic  procedure  is  impracticable  and  un¬ 
necessary  and  good  cause  is  found  for 
making  these  amendments  effective  less 
than  30  days  after  publication  in  the 
Fsdibal  BaCISTER. 


These  amendments  and  the  notice 
given  hereby  shall  become  effective 
October  1, 1975. 

'Done  at  Washington,  I>.C„  on:  13ep- 
tember22, 1975. 

f Mulhbkn, 

Administrator,  Animal  and  Plant 
Health  Inspection  Service. 

(Fa  DOC.76-2S653  Filed  9-23-75:8:45  am] 
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This  section  of  the  FEDERAL  REGISTER  contains  notices  to  the  pubHc  of  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
these  notices  Is  to  give  interested  persons  an  opportunity  to  participate  in  the  rule  making  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT  OF  DEFENSE 
Corps  of  Engineers 
[33CFRPart209] 

ADMINISTRATIVE  PROCEDURES;  SHIP¬ 
PING  SAFETY  FAIRWAYS  AND  ANCHOR¬ 
AGE  AREAS 

Proposed  in  Gulf  of  Mexico 

Notice  is  hereby  given  that  pursuant 
to  the  provisions  of  section  10  of  the 
River  and  Harbor  Act  of  3  March  1S99 
(30  Stat.  1151;  33  U.S.C.  403),  and  sec¬ 
tion  4  of  the  Outer  Continental  Shelf 
Lands  Act  of  7  August  1953  (67  Stat.  462; 
43  U.S.C.  1333(f)),  the  regulations  set 
forth  below  in  tentative  form  are  pro¬ 
posed  by  the  Secretary  of  the  Army  (act¬ 
ing  through  the  Chi^  of  Engineers)  to 
control  the  erection  of  structures  in  navi¬ 
gable  waters  and  the  Outer  Continental 
Shelf.  It  is  proposed  to  amend  the  present 
regulations  with  respect  to  paragraphs 


(d)  (41)  through  (d)  (46)  in  33  CFR  209.- 
135  to  change  the  alignment  of  fairways 
and  anchorages  south  of  Panama  City 
due  to  their  interference  with  experi¬ 
mental  devices  in  that  area  and  to  re¬ 
locate  the  east-west  fairway  between 
Pensacola  and  Panama  City,  Florida  to 
the  north  and  parallel  to  the  shore. 

Prior  to  the  adoption  of  the  proposed 
regiilations  consideration  will  be  given 
to  any  comments,  suggestions  or  objec¬ 
tions  thereto  which  are  submitted  in 
writing  to  the  Office  of  the  Chief  of  Engi¬ 
neers,  Porrestal  Building,  Washington, 
D.C.  20314,  Attention:  DAEN-CWO-N 
on  or  b^orc  October  24, 1975. 

Section  206.135  is  amended  by  revising 
paragraphs  (d)  (41)  through  (46)  and 
by  addi^  paragraphs  (d)  (47)  through 
(51)  to  read  as  follows: 

§  209.135  Shipping  safety  fairways  and 
anchorage  areas.  Gulf  of  Mexico. 


(d)  *  •  • 

(41)  Pensacola  Safety  Fairway.  The  areas  between  rhumb  lines  joining  points  i 

Latitude 

Longitude 

Latitude 

30°23'41" 

87°14'34" 

30°22'64" 

30°23'06" 

87®13'53" 

30P20'47'' 

and  rhumb  lines  joining  points  at: 

Latitude 

Longitude 

Latitude 

30°18'43" 

87°19'24" 

30“12'31" 

3(fl5'57" 

87°18'19" 

30°10'03" 

30®14'20" 

87®19'05" 

2«®37'00" 

and  rhumb  lines  joining  points  at: 

Latitude 

Longitude 

iMtitude 

30026'27" 

87®d8'28" 

30°25'35" 

and  rhumb  lines  joining  points  at: 

Latitude 

Longitude 

Latitude 

30°24'36" 

87®07'07" 

3(n9'21" 

30P22'57" 

87®09'38" 

30°19'62" 

30°22'36" 

87°11'50" 

and  rhumb  lines  joining  points  at : 

Latitude 

Longitude 

Latitude 

30°19'15" 

87®17'37" 

30“12'33" 

30®16'28" 

87“16'32" 

29“42'30" 

30P14'32" 

87”16'06" 

(42)  Pentaeola  Anehoraget.  (i)  Tlie  area  within  rhumb  lines  joiiung  points  at: 

Latitude 

Longitude 

Latitude 

30°11'4»" 

87®22'41" 

VfWdH" 

30°12'3l" 

8ri8'00" 

30“e9'21" 

fli)  The  area  within  rhumb  lines  joining  points  at: 

Latitude 

Longitude 

Latitude 

80°16'28" 

87®16'32" 

8e®15'14" 

aOP17'14"  87°U'52"  I<n4'32'’ 


Longitude 

87“13'63" 

8r’15'45" 

Longitude 

87°18'00" 

87®18'00" 

8ri8'00" 

Jjongitude 

87‘’10'80" 


Longitude 

87‘’14'46" 

87°17'31" 


Longitude 

87®15'43" 

87®15'43" 


lAnigUud* 

87°18'00" 

87®22'41" 

Longitude 

87“11'52" 

87‘“16'06" 


(43)  Pentaeola  to  Panama  City  Safety  Fairway.  The  arra  between  rhumb  lines  joining  points  at; 

Latitude  Longitude  Latitude  Longitude 

30P14'32"  srie'oe"  81*18'00"  86“20'00" 

8(ri5'14"  87®11'52"  2B‘’51'30"  86‘’47'38" 

30*18'46"  86°50'00" 


and  rtanmb  lines  joining  points  at: 

Latitude  Longitude 

30f’12'33"  87*15'43" 

30“i6'44" 


Latitude  Longitude 

30P16'01"  ttFTffbV’ 

2»“48'45"  85‘’47'33" 


(44)  Panama  City  Safety  Fairways.  The  areas  between  rhumb  lines  joining  points  at: 
Latitude  Longitude  Latitude 

80“09'24"  85*40'12"  I(f06'32" 

30f’09'21"  85®41'40"  HTSrSO" 

8(W'36"  85®44'20"  aB“48'46" 

3(m'59"  85®4e'12"  29»<13'30" 


Longitude 

85®47'38" 

85*47'3S" 

85®47'33" 

86°47'88" 
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ftnd  rtmmb  Unet  Joialac'  at: 


Latitude 

Longitudi 

LaOtuda 

Longitude 

80fWS4" 

8S"40'IR» 

Tspsvrr 

66»46’16" 

8S°«r5S'* 

88*41'66r 

2»»5i'*r 

sTis'ir' 

80°06'4R” 

8S»4r*" 

ypwitr 

8S*46'U*' 

affttt'HT 

85‘>44'4S" 

wwinr 

85*46'l#" 

Sm'4t* 

Mr46'U" 

a  C*g  Antkorage.  Tbe  area  within  itamb  Uaw  lololns  potnte  ak 

Latitude 

Longitude 

-Latitude 

Longitude 

TUPWW 

8S“4i'l5" 

WWW 

WWW 

zopas'tr' 

85»42'26" 

WWW 

WWW 

(46)  Port  St.  Joe  Feikrwmt  to  Pomamo  Ctty  Fatmoy.  The  vea  between  rtmb  Unee  jttoing  polnte 

LonottoM 

ee'wo" 

85^46" 
86*48^" 
8!r’46'lir 


LoogtMo 

85®2S'8^ 

88'*28'1^ 

86‘>29'0af' 

8#‘>32W* 

8S"4S'«* 


LaUtude 

Longitude 

LaUtude 

WWW 

WWW 

wssrw 

WfdfW 

29^58" 

WWW 

WWW 

WWW 

WilW 

29»54'1J" 

W2i'W 

W61W 

WSt'W 

WWW 

lines  Jotninc  psiato  tdi 

Latitude 

Longitude 

Latitude 

WWW 

85''18'12" 

WWW 

WWW 

85*21  W* 

WiVW 

WWW 

85*28'»l" 

WSlW 

WWW 

WW&l" 

85“28'8ir 

WWW 

85*24'U'' 

WWW 

HffPortSt.  Jb(i4Ml«Mfe.  The  area  within  rbwebltaeBjoining  points  at: 

LoMhUe  Lonfittede  UtHm^e 

2sr>SO'4r'  85‘>88'8»"  80“40'18" 

ea'M'Ot"  86“2»W' 

(48)  Tamfm  Safety  Foimag*.  The  area  between  rhomb  lines  Jolnlngpeiata  at; 


vatmue 

zrxrtt' 

zrwtar 

and  rhund)  linee  loininf 
IjoUtude 
trgb'tr 


at: 


Lonfitu^ 

aafiPur 

ggou'M" 


Latitude 

srju'tt" 

2f*»'4r' 


Longitude  Latitu^ 

8a“45'4r'  27®8«'4£ 

„  27®*4'4r' 

(49)  Tamps  Anokeroget.  0)  The  ares  wtthta  rh— ifi  Unce  Joining  P^ah  ah 

Latttude  Jx^ttuiu  Lq^^_ 

2rM'4S"  88“oo'o(r  2T®ae'oo" 

tna'W'  83®oo'oo"  a7®ae'4«" 

(U)  The  area  wltUariRMri)  tines  JolniDg  poiota  at:  ,  ^  . 

Latitude  Longitude 

grwetr  taFWvor  trg»'oer 

trww*  earoo’var  tPitfW’ 

(50)  CTsf totte  Phtnesy.  The  area  bMwaan  thumb  Unes  Join^  potnia  at: 

arti'is"  86^00" 

and  thumb  lines  Jetnlag  polnte  ah  ,  ^  > 

Latttude  Longitude 

26^'00"  iaPWW  a6®28'00" 

28°38'86"  82“l»'64" 

(51)  OkarMte  Anehoragu  The  area  witUa  rhnanb  Unes  ]<Uning  points  ah 

Latitude  Lonfrttud* 

2e“3»'0ir  BTIO'OT'  96^88^ 

26°I6'19"  82®18'24"  28“38'I0" 


Longitude 

85"8nr' 


Longitude 

sywtar 

84'WlO^ 

Lowyttnjf 

sroo^ 

Longitude 

tanvitr 

upwiitr 

LongmtM 

ggmntr 

aspsermr 

Longitude 

St'WOO" 

Longdudf 

84“2i'air 


Longdu^ 

sr’io'iF 

82®ir64r 


Dated:  September  16«  197S. 


Martin  W.  Rbbs, 
Colonel,  Corps  of  Engineers, 
Executive  Director  of  CivH  Works. 


(FB  Doc.75-a6842  Filed  0-2a-75;8:45  am] 


DEPARTMENT  OF  AGRICULTURE 
Commodity  Credit  Corporation 
[  7  CFR  Part  1421  ] 

SUPPORT  PROGRAM  FOR  1975-CROP 
TUNG  NUTS 

Proposed  Rule  Making 

Pursuant  to  sections  201  and  401  of  the 
Agricultural  Act  of  1949,  as  amended  (63 
Stat.  1051,  as  amended;  7  U.  S.  C.  1446 
and  1421),  the  Secretary  Is  preparing  to 
determine  and  announce  the  support  pro¬ 
gram  for  1975 -crop  tung  nuts. 

Section  201  provides  that  the  price  of 
tung  nuts  shall  be  supported  through 
loans,  purchases,  or  other  operations  at 
a  level  not  In  excess  of  90  percentum  nor 
less  than  60  percentum  of  the  parity 
price  therefor;  Provided,  That  In  any 
crop  year  In  Which  the  Secretary  deter¬ 
mines  that  the  domestic  production  of 
tung  oil  will  be  less  than  the  anticipated 
dcunestic  demand  for  such  oH,  the  price 
of  tung  nuts  shall  be  supported  at  not 
less  than  65  percentum  of  the  parity 
price  therefor. 


The  program  wlfl  include: 

1.  The  level  of  support; 

2.  Ihe  method  of  support; 

3.  CondiUons  of  eligibility; 

4.  Area  and  period  of  program; 

5.  Other  program  operating  provisions. 

Section  401  of  the  Act  requires  that, 

in  determining  the  level  of  support  In 
excess  of  the  minimum  level  prescribed 
by  law,  consideration  be  given  to  the  sup¬ 
ply  of  the  commodity  in  relation  to  Uie 
demand  therefor,  the  price  levels  at 
which  other  commodities  are  being  sup¬ 
ported.  the  availability  of  funds,  the  per¬ 
ishability  of  the  commodity,  the  im¬ 
portance  of  the  commodity  to  agriculture 
and  the  national  economy,  the  ability  to 
dispose  of  stocks  acquired  through  a 
price-support  operati(Hi,  the  need  for  off¬ 
setting  temporary  losses  of  expcurt  mar¬ 
kets,  and  the  ability  and  willingness  of 
po'oducers  to  keep  supplies  in  line  with 
demand. 

Consideration  will  be  given  to  data, 
views,  and  recommendations  pertaining 
to  the  proposed  determinations  covered 


by  this  notice  which  are  submitted  tn 
writing  to  the  Director,  Grains,  Oilseeds 
and  Cotton  Division,  Agricultural  Stabili¬ 
zation  and  Conservation  Service,  n.S. 
Department  of  Agriculture,  Washington, 
D.C.  20250. 

All  written  submissions  made  pursuant 
to  this  notice  will  be  made  available  for 
public  Inspection  at  the  Office  of  the  Di¬ 
rector  during  regular  business  hours 
(8:16  am.— 4:45  p.m.)  (7  CPR  1.27(b)). 
All  submissions  must,  In  order  to  be  sure 
of  consideration,  be  received  by  the  Di¬ 
rector  on  or  before  October  24,  1975. 

Signed  at  Washington,  D.C.  on  Sep¬ 
tember  19, 1975. 

Kenneth  E.  Frick. 

Executive  Vice  President, 
Commodity  Credit  CorporaUim, 

[FR  DOC.75-2544S  Filed  9-23-7S;8:46  am] 

DEPARTMENT  OF 
TRANSPORTATION 

Federal  Aviation  Adminislration 
[lACFRCh.l] 

[Docket  No.  14078;  Mottoe  No.  76-84; 

SPAB  37] 

EPA  EXHAUST  EMISSIONS  (SMOKE) 

STANDARDS  AND  FAA  PARTiaPATIOfi 

IN  ALL  EMISSION  TESTING 

Proposed  CompHanoe 
Correction 

In  FR  Doc.  75-24766  appearing  at  page 
42754  in  the  issue  of  Tuesday,  Septem¬ 
ber  16, 197S,  the  6Mi  bracket  should  read 
as  set  forih  al^e. 


[14CFRPart39] 

(Alrwortblnees  Docket  Mo.  67-6W-e81 

CERTAIN  BELL  MODEL  HELICOPTERS 

Proposed  Airworthiness  Directive; 

Extension  of  Comment  Period 

A  proposal  to  amend  Part  39  of  the 
Federal  Aviation  Regulations  to  Include 
an  airworthiness  directive  requiring  in¬ 
stallation  of  the  tall  rotor  blades,  P/N 
47-642-117,  on  certain  Bell  Model  47 
series  helicopters  was  published  in  40 
FR  39896  on  August  29,  1975. 

By  message  dated  August  29, 1975,  the 
Helicopter  Association  of  America  pe¬ 
titioned  for  an  extension  of  the  closing 
date  for  comments  on  the  notice  of  pro¬ 
posed  rulemaking  from  September  19. 
1975,  to  October  19.  1975.  The  agency 
recognizes  and  appreciates  the  Impact  of 
the  proposed  action  on  certain  Bell  Model 
47  helicopter  operators  and  believes  It  is 
in  the  public  interest  to  grant  the  ex¬ 
tension. 

In  consideration  of  the  foregoing,  the 
closing  date  for  comments  on  the  pro¬ 
posed  airworthiness  directtve,  published 
In  the  Federal  Register,  40  FR  39896,  is 
hereby  extended,  and  all  communica¬ 
tions  received  on  or  before  October  19, 
1975,  will  be  cmisidered  by  the  Director 
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before  taking  action  upon  the  proposed 
rule. 

(14  CPR  11.85) 

Issued  In  Port  Worth,  Tex.,  on  Sep¬ 
tember  11,  1975. 

Henry  L.  Newman, 
Director,  Southwest  Region. 

[PR  Doc.75-25401  Piled  9-23-75;  8:46  am] 

CIVIL  AERONAUTICS  BOARD 

[  14  CFR  Parts  217, 241] 

[Economic  Regulations;  Docket  No.  28321] 

CIVIL  AIRCRAFT  CHARTERS  PERFORMED 
BY  FOREIGN  AIR  CARRIERS;  UNIFORM 
SYSTEM  OF  ACCOUNTS  AND  REPORTS 
FOR  CERTIFICATED  AIR  CARRIERS 

Reporting  of  Charter  Transportation 
September  18,  1975. 
Notice  Is  hereby  given  that  the  Civil 
Aeronautics  Board  has  under  consider¬ 
ation  proposed  amendments  to  Parts  217 
and  241  of  its  Economic  Regulations 
which  would  amend  the  reporting  of  ci¬ 
vilian  charter  information  by  all  the 
certificated  route  and  supplemental  air 
carriers  and  foreign  direct  air  carriers. 

The  principal  features  of  the  proposed 
amendments  are  described  in  the  at¬ 
tached  Explanatory  Statement  and  the 
proposed  amendments  are  set  forth  in 
the  proposed  rule.  The  amendments  are 
proposed  under  the  authority  of  sections 
204(a),  402  and  407  of  the  Federal  Avi¬ 
ation  Act  of  1958,  as  amended  (72  Stat. 
743,  757  and  766;  49  U.S.C.  1324, 1372  and 
1377) . 

Interested  persons  may  participate  in 
the  proposed  rule  making  through  sub¬ 
mission  of  twelve  (12)  copies  of  written 
data,  views  or  arguments  pertaining 
thereto,  addressed  to  the  Docket  Sec¬ 
tion,  Civil  Aeronautics  Board,  Washing¬ 
ton.  D.C.  20428.  Individual  members  of 
the  general  public  who  wish  to  express 
their  interest  as  consximers  by  partici¬ 
pating  informally  in  this  proceeding, 
may  do  so  through  submission  of  com¬ 
ments  in  letter  form  to  the  Docket  Sec¬ 
tion  at  the  above-indicated  address, 
without  the  need  of  filing  additional 
copies  thereof.  All  relevant  material  re¬ 
ceived  on  or  before  October  24, 1975,  will 
be  considered  by  the  Board  before  tak¬ 
ing  final  action  on  the  proposed  rule. 
Copies  of  such  communications  will  be 
available  for  examination  by  interested 
persons  in  the  Docket  Section  of  the 
Board,  Room  710  Universal  Building, 
1825  Connecticut  Avenue,  NW.,  Wash¬ 
ington,  D.C.,  upon  receipt  thereof. 

By  the  Civil  Aeronautics  Board. 

[seal]  Edwin  Z.  Holland, 

Secretary. 

Explanatory  Statement 

To  provide  itself  and  the  many  inter¬ 
ested  users  with  data  about  charter  mar¬ 
kets.  the  Board  in  1967  adopted  reporting 
requirements  (Part  217  and  Schedule 
T-6  of  Part  241  of  the  Economic  Regula¬ 
tions).  Since  that  time,  the  Board  has 


adopted  piecemeal  amendments  ^  to  these 
regulations  in  an  effort  to  keep  them  up- 
to-date  by  refiecting  each  new  tirpe  of 
charter  which  v/e  have  authorized  in  our 
step-by-step  development  of  low-cost 
bulk  transportation.*  During  the  same 
time  the  Bureau  of  Accounts  and  Statis¬ 
tics  has  made  numerous  and  vigorous  ef¬ 
forts  (generally  with  the  full  cooperation 
of  reporting  carriers)  to  obtain  correc¬ 
tions  of  the  many  reporting  errors  which 
have  crept  into  the  system,  possibly  due, 
in  large  part,  to  inadequate  adjustments 
of  the  1967  reporting  concept  to  the 
growth  and  evolving  complexity  of  the 
charter  field.  Among  the  factors  contrib¬ 
uting  to  this  complexity,  particularly 
from  a  reporting  standpoint,  is  the  fact 
that  our  rules  permit  the  operation  of 
split  charters,  thereby  authorizing  direct 
carriers  to  carry  different  groups  of  per¬ 
sons  on  the  same  flight,  although  such 
groups  may  be  participating  in  charters 
OT^anized  by  different  charterers,  under 
different  charter  rules,  and,  in  some 
cases,  with  different  origins  and  destina¬ 
tions. 

Among  the  chief  inadequacies  and 
ambiguities  of  the  requirements  , under 
the  present  reporting  system  are: 

1.  It  provides  no  information  on  load 
factors  for  passengers.  Such  information 
would  provide  accurate  data  for  market 
comparisons  with  scheduled  traffic  flow* 
as  well  as  information  on  the  working 

,  of  charter  markets,  particularly  with 
regard  to  new  fixed-price  charter  t3q>es. 

2.  It  provides  no  information  on  rev¬ 
enue,  therefore,  none  on  market  rates 
and  yields.  Seat-miles  give  only  a  very 
crude  estimate.  The  current  absence  of 
revenue  reporting,  in  situations  where 
charter  rates  vary  from  approximately 
two  cents  a  seat-mile  to  about  five  cents 
a  seat-mile,  makes  it  very  diflBcult  if  not 
impossible  even  to  approximate  accurate¬ 
ly  the  revenues  obtained  by  a  carrier,  a 
class  of  carriers,  or  carriers  of  a  particu¬ 
lar  flag.  The  revised  form  would  give 
accurate  revenue  figures  for  bilateral 
market  participation  by  flag  of  carrier, 
by  class  of  carrier,  and  by  individual  car¬ 
rier,  for  the  Board’s  re^atory  use  and 
in  its  role  in  international  negotiations. 
In  addition,  the  Board  requires  better 
rate  and  yield  information  to  Judge  the 


1  ER-710,  ER-715,  ER-717,  ERr-752.  ER-765, 
EI^-843,  ER-847,  ER-916  (Part  217).  ER-S75, 
EIV-711,  ER-738,  ER-749,  ERr-766,  ER-842, 
(Part  241). 

•For  example,  within  the  past  few  years, 
the  types  of  passenger  charters  authorized 
under  o\u:  rules  have  rapidly  expanded,  so  as 
to  Include  Overseas  MUltary  Personnel  Char¬ 
ters  (OMPC),  Travel  Group  Charters  (TGC), 
and,  most  recently,  One-stop-lncluslve  To\ir 
Charters  (OTC),  of  which  Special  Events 
Charters  (SEC)  are  a  subtype.  Also,  agree¬ 
ments  with  several  foreign  countries  provide 
that  the  United  States  and  the  foreign  party 
agree  to  permit  charters  to  be  operated  In 
accordance  with  the  applicable  rules  of  the 
country  where  the  charter  originates.  Thus, 
Advance  Booking  Charters  (ABC),  “common 
purpose”  charters,  and  Inclusive  tour  char¬ 
ters  under  foreign  rules  are  also  being  oper¬ 
ated  by  carriers  filing  reports  with  the  Board. 


impact  of  charters  on  scheduled  service 
fares.  Data  are  needed  to  show  by  season, 
by  origin  and  destination,  by  carrier  and 
by  type  of  charter,  the  passengers  car¬ 
ried  and  the  charterer’s  cost.  Revenue 
data  are  needed  also  to  evaluate  the  via¬ 
bility  of  charter  service. 

3.  It  does  not  give  good  information 
on  the  air  travel  origins  and  destinations 
of  charter  groups.  On  planeload  charters 
serving  points  in  more  than  one  country, 
it  is  impossible  to  determine  whether 
part  of  the  traEBc  was  enplaned  or  de¬ 
planed  in  one  coimtry,  and  part  in  an¬ 
other,  or  whether  all  the  traflac  had  stop¬ 
overs  in  each  country  on  a  circle  tour,  or 
whether  the  carrier  is  erroneously  re¬ 
porting  technical  stops  as  trafiBc  stops. 
This  would  be  remedied  by  requiring  re¬ 
porting  by  group  flight  leg,  even  if  the 
same  charterer  is  involved.  ’This  infor¬ 
mation  is  very  important  in  accurately 
establishing  the  scope  of  country-pair 
and  city-pair  markets  for  various  regula¬ 
tory  purposes  and  for  intemattoncd  nego¬ 
tiations. 

4.  It  is  inadequate  to  monitor  the  re¬ 
lationship  of  charter  service  to  sched¬ 
uled  service,  by  traffic,  rates,  origin,  and 
destination.  ’The  Board,  with  the  respon¬ 
sibility  for  gauging  the  impact  which 
these  two  types  of  service  have  on  one 
another,  requires  such  data,  and  the  pro¬ 
posed  improved  reporting  would  suw^Iy 
them. 

5.  It  provides  little  or  misleading  infor¬ 
mation  on  seasonality  of  charter  markets 
as  well  as  peaking  periods  within  weeks 
in  given  markets.  These  factors  will  be 
of  special  and  increasing  importance  in 
monitoring  the  development  of  One- 
stop-inclusive  Tour  Charters. 

The  present  proposal  envisions  a  basic 
change  from  aggregate  flight  reporting 
to  the  reporting  of  charter  group  move¬ 
ments  by  flight  sector.  The  system  pro¬ 
posed  is  closely  patterned  after  a  system 
which  Canada  has  had  in  effect  for  about 
five  years.  ’The  Board  staff’s  own  experi¬ 
ence  with  the  Canadian  reporting  sys¬ 
tem,  as  well  as  many  informal  discus¬ 
sions  with  those  responsible  for  the  Ca¬ 
nadian  system,  indicate  that  an  adapta¬ 
tion  of  it  would  remedy  many  existing 
defects  and  improve  the  quality  of  re¬ 
porting  significantly.  In  addition,  it 
would  make  available  to  carriers,  char¬ 
ter  organizers,  and  others,  useful  infor¬ 
mation  on  actual  or  potential  markets, 
growth  rates,  volume  of  service,  charter 
rates  being  obtained,  and  so  forth.  ’This 
would  meet  a  substantial  public  need 
(evidenced  by  a  large  demand  for  the 
limited  international  charter  informa¬ 
tion  now  made  available  by  the  Board) , 
and  would  thereby  promote  competition 
in  the  charter  market. 

Pour  new  column  items  designed  to 
Improve  the  particularization  of  reported 
charters  woiild  call  for:  name  of  char¬ 
terer,  flight  number,  aircraft  type,  and 
length  of  stay.  ’These  items  would  serve 
essentially  to  link  groups  to  flights,  flight 
legs  to  other  flight  legs,  and  flights  to 
programs.  In  addition,  aircraft-type  In- 
formatiem  would  be  used  with  revenues. 
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carrier,  capacity,  market,  and  load  for 
analytical  purposes. 

With  the  proposed  changes,  separate 
reports  for  each  charter  type  would  no 
longer  be  required.  As  at  present,  a  sim¬ 
ple  “no  flights  operated”  report  would  be 
required  when  no  flights  are  operated; 
however,  no  listing  of  types  not  operated 
would  be  required.  Also,  any  carrier 
which  has  indefinitely  discontinued  char¬ 
ter  operations  would  be  able  to  so  indi¬ 
cate  and  would  not  be  required  to  re¬ 
port  diiring  such  suspension  period. 

Further  minor  changes  proposed  in¬ 
clude  a  reporting  of  wet-lease  and  sub¬ 
service  operations  by  type  of  trafiBc  car¬ 
ried,  i.e.,  the  charterer  to  be  named  would 
be  the  tour  organizer,  affinity  group,  or 
entity,  not  the  original  contracting  air 
carrier  or  foreign  air  carrier.  Thus  the 
character  of  the  actual  traffic,  for  exam¬ 
ple  inclusive  tour,  would  become  known, 
but  the  inter-carrier  arrangement  facts 
would  not  be  reported.  Also,  all  flight  legs 
would  be  reported  in  the  quarter  oper¬ 
ated,  a  change  from  the  present  where 
the  outbound  leg  determines  the  quarter 
In  which  the  service  is  to  be  reported. 

Finally,  we  are  proposing  to  change  the 
filing  due  date  to  20  days  after  the  re¬ 
porting  period  from  40  days  at  present. 
Since  the  new  format  calls  for  reporting 
of  flight  sectors  flown  in  chronological 
order,  reports  can  be  prepared  on  a  con¬ 
tinuing  or  intermittent  basis  throughout 
the  period  without  the  necessity  to  wait 
for  the  end  of  the  period  to  aggregate 
flights  as  at  present. 

1.  It  is  proposed  to  amend  Part  217 
of  Chapter  n  of  Title  14  of  the  Code  of 
Federal  Regulations  by  ameflding  para¬ 
graph  (b)  and  adding  a  new  paragraph 
(c)  of  9  217.3  to  read  as  follows: 

§  217.3  Report  of  eirll  aircraft  charters 
perforoied  by  foreign  air  carriers. 

«  ♦  •  *  « 

(b>  Three  copies  of  CAB  Form  217* 
shall  be  flled  for  the  quarters  ending 
March  31,  June  30,  September  30, 'and 
December  31  of  each  calendar  year. 
These  reports  shall  be  submitted  to  the 
Bureau  of  Accounts  and  Statistics,  Civil 
Aeronautics  Board,  Washington,  D.C. 
20428,  so  as  to  be  received  on  or  before 
the  due  dates  indicated  below: 

ScBZDULS  or  Due  Dates 


Filing  for  qaarter  endea:  Due  date 

Mar.  31— . Apr.  2* 

June  so _ July  20 

Sept.  SO _  Oct.  20 

Dec.  31 _ Jan.  20 


Due  dates  falling  on  a  Saturday.  Sun¬ 
day.  or  national  holiday  become  effective 
the  flrst  following  working  day. 

(c)  If  no  charter  flights  were  operated 
for  the  quarter  to  be  reported,  three 
ciHiies  of  CAB  Form  217  endorsed  “no 
flights  operated”  shall  nevertheless  be 
flled.  If  charter  flight  operations  have 
been  dlsoonUnued  indefinitely,  three  cop¬ 
ies  of  CAB  Form  217  endors^  “charter 
flight  activity  discontinued  indefinitely” 


■CAB  Form  217  may  be  ebtalned  from  the 
PuhlloaiUons  Serrlcee  Seotlon,  Civil  Aeronau¬ 
tics  Board,  WaahJUigtoa,  D.C.  20428. 


may  be  flled  and  thereafter  no  further 
qua'rterly  reports  are  required  until  such 
time  as  any  charter  flight  is  flown,  aftw 
which  quarterly  reporting  shall  be  re¬ 
sumed. 

2.  Section  217.6  Is  revised  to  read  as 
foUows: 

§  217.6  Reporting  inetructiona. 

(a)  A  cixnplete  report  shall  be  made  on 
this  form  for  the.  overall  or  system  opera¬ 
tions  conducted  by  a  foreign  air  carrier 
to  or  from  the  Uiiited  States:  Provided, 
hotoever.  That  charter  flights  with  small 
aircraft  (as  deflned  In  9  217.1)  shall  not 
be  reported. 

(b)  Reporting  of  passenger  flights 
shall  be  on  a  charter  group  basis,  by  flight 
legs;  that  is,  there  will  be  a  separate  line 
of  data  for  each  flight  leg  of  each  charter 
group  which  can  be  distinguished  from 
another  charter  group  on  the  same  flight 
leg  by  name  of  charterer,  type  of  charter, 
origin,  destination,  or  len^  of  stay.  All 
groups  on  the  same  flight  must  be  re¬ 
ported  on  consecutive  lines  without  in¬ 
tervening  lines  of  data  about  groups  on 
other  flights.  All  flight  legs  should  be  re¬ 
ported  in  chronological  order  of  dates  of 
enplanement.  (See  item  (g)  below  for 
identification  of  flight  legs.) 

(c)  Data  for  each  flight  leg  shall  be 
reported  for  the  quarter  in  which  the 
flight  leg  began. 

(d)  Column  (1)  shall  reflect  the  name 
of  the  charterer  (group  or  organization) . 

A  recognizable  abbreviation  may  be  used. 

(e)  Coliimn  (2)  shall  reflect  each  type 
of  charter  by  the  following  codes: 

AB — Advance  Booking 
TO — Travel  Group 
PR — Pro  Rata  Prior  Aftnity 
CP — Common  Purpose  (Canada,  Yugoslavia 
originations) 

EC — Entity — Cargo 

EP — ^Entity — ^Passenger 

OM — Overseas  Military  Personnel 

SG — Study  Group 

8E — Special  Event 

or — One-stop  ITC  (Part  S78a  of  tbe  Board's 
Special  Regulations) 

IT— rrc  (Part  378  of  the  Board's  ^>eolal  Reg¬ 
ulations) 

FT — ^Foreign  Rule  ITO 

(f )  CHiarters  flown  for  the  transporta¬ 
tion  of  charter  traffic  of  another  air  car¬ 
rier  or  foreign  air  carrier  shall  be  re¬ 
ported  solely  by  the  carrier  in  operational 
control  of  the  aircraft,  naming  the  type 
of  charts,  traffic  carried,  e.g.,  IT,  and  (in. 
column  1)  the  indirect  air  carrier  or  or¬ 
ganization.  Charters  flown  to  accommo¬ 
date  the  scheduled  traffic  of  another  di¬ 
rect  air  carrier  shall  be  reported  as  en¬ 
tity  charters,  naming  the  other  direct  air 
carrier  as  charterer.  Charters  originating 
in  the  United  States  and  flown  to  Can¬ 
ada  with  aircraft  having  a  maximum 
takeoff  weight  greater  than  18,000 
pounds  but  not  greater  than  35,000 
pounds  shall  be  reported  as  Entity — 
Passenger  or  Entity — Cargo  unless  orga¬ 
nized  and  operated  pursuant  to  any  Eco¬ 
nomic  or  Special  Regulatkin  for  which 
the  flling  of  preflight  documentation  with 
the  Board  is  required.  Charters  originat¬ 
ing  in  C^anada  and  flown  to  tbe  United 
States  sh^  be  Identifled  by  the  codes 


AB,  CP,  EC,  EP,  or  FT,  as  appropriate. 

Xg)  Column  (4)  shall  identify  each  lag 
by  tbe  following  numbers: 

1 —  On«-wsy  flight 

2 —  Chrlglnattng  leg  of  round  trip 

3 —  ^Intermedlete  leg  Invrivlng  »  stopover 

(Applies  only  vrtiere  a  group  made  a 
distinguishable  stopover,  not  merely. 
e.g.,  a  stop  for  entry  lni^)ectlon  or  re¬ 
fueling.) 

4 —  ^Return  leg  of  round  trip. 

(h)  Column  (6)  shall  reflect  the  num¬ 
ber  of  tons  (to  the  nearest  tenth  of  a 
short  ton)  of  property  enplaned  in 
Entity — Cargo  flights  only. 

(i)  Column  (7)  shall  reflect  any  point 
at  which  a  charter  group,  cargo  load,  or 
part  of  a  group  or  load  was  enplaned. 
Departure  points  for  ferry  legs  shall  not 
be  reported.  Technical  stops,  e.g.r  for  de¬ 
parture  formalities  or  refueling,  shall 
not  be  reported.  Where  a  diversion  occurs 
for  weather  or  other  reasons,  the  actual 
point  of  enplanement  shall  be  reported. 
The  point  of  enplanement  shall  be  iden¬ 
tifled  by  the  three-letter  airport  code 
used  in  the  “Official  Airline  fllulde” 
(OAG) .  If  no  OAG  code  exists,  the  desti¬ 
nation  name  shall  be  written  out.  In  a 
footnote  if  necessary. 

(J)  Column  (11)  riiall  reflect  any  point 
at  which  a  charter  group,  cargo  load,  or 
part  of^a  group  or  load  was  deplaned. 
Arrival  points  for  ferry  legs  shall  not  be 
reported.  Technical  stops,  e.g.,  fer  entry 
formalities  or  refueling,  shall  not  be  re¬ 
ported.  Where  a  diversion  occurs  for 
weather  or  other  reasons,  the  actual 
point  of  deplanement  shall  be  reported. 
The  point  of  deplanement  shall  be  identi¬ 
fled  by  the  three-letter  airport  code  used 
in  the  “Official  Airline  Guide”  (OAG). 
If  no  OAG  code  exists,  the  destination 
name  shall  be  written  out,  in  a  footnote 
if  necessary. 

(k)  Column  (12)  shall  reflect  revenue 
in  U.S.  dollars  only  (no  cents)  for  the 
flight  leg  being  reported.  For  departing 
and  returning  legs  of  simple  round  trips, 
revenue  shall  be  divided  so  that  one-half 
of  total  revenue  is  shown  for  each  flight 
leg.  For  open- jaw  or  circle-tour  trips, 
report  actual  revenue  for  each  flight  leg, 
prorating  by  each  leg’s  mileage  if  neces¬ 
sary.  Where  ferry  mileage  is  charged  for. 
prorate  the  ferry  charge  over  all  legs  of 
the  total  program.  Separate  revenue 
entries  shafl  be  made  for  each  enplaning 
charter  group.  Revenues  shall  show  the 
price  paid  for  air  transportation  by  the 
charterer,  not  the  charterer’s  price  to  the 
passenger. 

(l)  Column  (13)  shall  reflect  Uie 
planned  length  of  stay  in  days  at  the  de¬ 
planement  point  for  each  group  on  the 
originating  leg  of  a  roimd  trip  or  on  am. 
intermediate  leg  Involving  a  stopover. 

(m)  Ccdumn  (14)  shall  reflect  the  code 
number  for  the  type  of  aircraft  <H>erated 
as  prescribed  by  the  Board’s  Bureau  of 
Accounts  and  Statistics. 

(n)  Column  (16)  shall  reflect  the  en¬ 
tire  capMity  of  the  aircraft  and  shall  be 
completed  for  Entity — Cargo  chartem 
only. 
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3.  Amend  CAB  Form  217  by  revising 
tills  form  as  idiown  In  Exhibit  A^  at¬ 
tached  hereto  and  Incorporated  herein  as 
reference. 

4.  List  of  due  dates  for  Schedule  T-6  In 
Section  22  is  revised  to  read  as  follows: 

Dxts  Dates  of  Schedules  in  CAB  Foem  41 
Bzport 

Due  date:  ^  Schedule  No. 

Jan.  20 _  P-12,  P-12(a).  T-« 

Jan.  30 _  B-1,  P-1  (a),  T-1,  T-2.  T-3, 

T-7.  T-41 

Feb.  10* _  A,  B-2.  B-3,  B-4,  B-6,  B-7, 

B-7(b).  B-8,  B-IO,  B-12, 
B-13,  B-14.  P-1.1,  P-1.2,  P- 
2,  P-2(a),  P-3,  P-3(a).  P- 
4,  P-5.1,  P-6.2,  P-6(a),  P- 
6,  P-7,  P-8,  P-G.1,  P-0.a, 
P-IO,  P-1 1(a),  P-1 1(b) 


Feb,  20 _ 

P-12,  P-12(a) 

Mar.  1 _ 

B-1,  P-1  (a).  T-1.  T-7 

Mar.  20 _ 

P-12,  P-12  (a) 

Mar.  30 _ 

A-2.  B-1.  B-41.  B-43,  B-44. 
B-4e.  P-1  (a).  0-41,  G-42, 
0-43,  0-44,  T-1.  T-7 

Apr.  20 _ 

P-12,  P-12  (a).  T-6 

Apr.  30 _ 

B-1.  P-1  (a),  T-1.  T-2,  T-3. 

T-7 

May  10 _  A,  B-2,  B-3,  B-4,  B-5,  B-7, 

B-7(b),  B-8,  B-10,  B-12, 
B-13.  B-14,  P-1.1,  P-1.2.  P- 
2,  P-2(a).  P-a.  P-3(a),  P- 
4,  P-5.1,  P-6.2,  P-6(a)  P-8. 
P-7.  P-8.  P-9.1,  P-9.2,  P- 
10,  P-11  (a),  P-lMb) 

P-12.  P-12  (a) 

May  SO _ B-1,  P-1  (a),  T-1,  T-7 

June  20 _  P-12,  P-12(a) 

June  30 _  B-1,  P-1  (a) .  T-1,  T-7 

July  20 _  P-12,  P-12(a).  T-8 

July  30 _  B-l,  P-1  (a),  T-1,  T-2,  T-3, 

T-7 

Aug.  10 _  A,  A-1,  B-2,  B-^,  B-4,  B-5, 

B-7,  B-7(b),  B-8.  B-lO,  B- 
12,  B-13,  B-14,  P-1.1,  P-IA, 
P-2,  P-2(a).  P-3,  P-3(a). 
P-4.  P-8.1.  P-6.2.  P-6(a), 
P-8,  P-7,  P-8,  P-9.1.  P-9.2, 
P-10,  P-11  (a).  P-ll(b) 

Aug.  20 _  P-12.  P-12(a) 

Aug.  30 -  B-1.  P-1  (a),  T-1,  T-7 

Sept.  20 _  P-12,  P-12(a) 

Sept.  30 _  B-1,  P-1  (a),  T-l,  T-7 

Oct.  20 - P-ia,  P-12(a).  T-8 

Oct.  30 -  B-1.  P-1  (a),  T-1,  T-2,  T-8, 

T-7,  T-41 

Nov.  10 -  A,  B-2,  B-8.  B-4,  B-5,  B-7, 

B-7(b),  B-8,  B-10.  B-12. 
B-13.  B-14.  P-1.1,  P-1.2, 
P-2.  P-2(a).  P-3,  P-3(a), 
P-4.  P-5.1.  P-5.2.  P-5(a), 
P-6,  P-7.  P-8,  P-9.1,  P-8A, 
P-10,  P-11  (a),  P-11  (b) 

Nov.  20 -  P-12.  P-12(a) 

Nov,  30 -  B-1, P-1  (a). T-1. T-7 

Dec.  20 - P-12.  P-12  (a) 

Dec.  30 -  B-1,  P-1  (a).  T-1,  T-7 

*  Due  dates  falling  on  a  Saturday,  Sunday 
w  national  holiday  will  become  effective  the 
first  foUowlng  working  day. 

*B  and  P  reporting  dates  are  extended  to 
Mar.  30.  if  preliminary  schedules  are  filed 
at  the  Board  by  Feb.  10. 

6.  Summary  of  Civil  Aircraft  Charters, 
Section  255,  Schedule  T-6  is  revised  to 
read  as  follows: 

Schedule  T-6 — ^Report  of  Civil 
Aircraft  Charters 

(a)  This  schedule  shall  be  filed  by  each 
route  air  carrier,  except  that  intra-Alas- 


*  Note:  Exhibit  A  filed  as  part  of  original. 


kan  charts  performed  by  Alaskan  air 
carriers  shall  not  be  reported. 

(b)  A  complete  report  shall  be  made 
on  this  schedule  for  the  overall  or  system 
operations  conducted  by  the  air  carrier. 

(c)  Reporting  of  passenger  fiights  shall 
be  on  a  charter  group  basis,  by  fiight 
legs;  that  Is,  there  will  be  a  separate  line 
of  data  for  each  flight  leg  of  each  charter 
group  which  can  be  distinguished  from 
another  charter  group  on  the  same  flight 
leg  by  name  of  charterer,  type  of  charter, 
origin,  destination,  or  length  of  stay.  All 
groups  on  the  same  fiight  must  be  re¬ 
ported  on  consecutive  lines  without  in¬ 
tervening  lines  of  data  about  groups  on 
other  flights.  ^  fiight  legs  should  be 
reported  in  chronological  order  of  dates 
of  enplanement.  (See  item  (h)  below  for 
identification  of  flight  legs.) 

(d)  Data  for  each  flight  leg  shall  be 
reported  for  the  month  in  which  the 
flight  leg  began. 

(e)  Column  (1)  shall  reflect  the  name 
of  the  charterer  (group  or  organization) . 

A  recognizable  abbrevtetion  may  be  used. 

(f )  Colmnn  (2)  shall  reflect  each  type 
of  charter  by  the  following  codes 

AB — Advance  Booking 
TG — Travel  Group 
PR — ^Pro  Rata  Prior  AtSnlty 
CP — Common  Purpose  (Canada,  Yugoslavia 
originations) 

EC — ^Entity — Cargo 

EP — Entity — Passenger 

OM — Overseas  Military  Persoxmel 

6G — Study  Group 

BE — Special  Event 

or — One-stop  ITC  (Part  378a  of  the  Board’s 
Special  Regulations) 

rr — ^TTC  (Part  378  of  the  Board’s  Special 
Regulations) 

FT — ^Foreign  Rule  ITC 

<g)  Charters  flown  for  the  transporta¬ 
tion  of  charter  trafdc  of  another  air  car¬ 
rier  or  foreign  air  carrier  shall  be  report¬ 
ed  solely  by  the  carrier  in  operational 
control  of  the  aircraft,  naming  the  type 
of  charter,  traffic  carried.  e.g.,  IT,  and 
(in  column  1)  the  indirect  air  carrier  or 
organization.  Charters  flown  to  accom¬ 
modate  the  scheduled  traffic  of  another 
direct  air  carrier  shall  be  repiorted  as  en¬ 
tity  charters,  naming  the  other  direct 
air  carrier  as  charterer.  Charters  origi¬ 
nating  in  the  United  States  and  flown  to 
Canada  with  aircraft  having  a  maximum 
takeoff  weight  greater  than  18,000  pounds 
but  not  greater  than  35,000  pounds  shall 
be  reported  as  Entity — Passenger  or  En¬ 
tity — Cargo  unless  organized  and  oper¬ 
ated  pursuant  to  any  Economic  or  Special 
Regulation  for  which  the  filing  of  pre¬ 
flight  documentation  with  the  Board  Is 
required.  Charters  originating  in  Canada 
and  flown  to  the  United  States  shall  be 
Identified  by  the  codes  AB,  CT*.  EC,  EP, 
or  FT,  as  appropriate. 

(h)  Column  (4)  shall  identify  each  leg 
by  the  following  numbers: 

1—  One-way  flight 

2 —  Originating  leg  of  round  trip 

3 —  ^Intermediate  leg  Involving  a  stopover  (Ap¬ 

plies  only  where  a  group  made  a  dis¬ 
tinguishable  stopover,  not  merely,  e.g..  a 
stop  for  entry  Inspection  or  refueling) . 

4 —  ^Return  leg  of  round  trip 

-  (1)  Column  (6)  shall  reflect  the  num¬ 
ber  of  tons  (to  the  nearest  tenth  of  a 


short  ton)  of  property  enplaned  in 
Entity-Cargo  flights  only. 

(J)  Column  (7)  shall  reflect  any  point 
at  which  a  charter  group,  cargo  load,  or 
part  of  a  group  or  load  was  enplaned. 
Departure  points  for  ferry  legs  shall  not 
be  reported.  Technical  stops,  e.g.,  for 
departure  formalities  or  refueling,  shall 
not  be  reported.  Where  a  diversion  occurs 
for  weather  or  other  reasons,  the  actual 
point  of  enplanement  shall  be  reported. 
The  point  of  enplanement  shall  be  iden¬ 
tified  by  the  three-letter  airport  code 
used  in  the  “Official  Airline  Guide” 
(OAG).  If  no  OAG  code  exists,  the 
destination  name  shall  be  written  out, 
in  a  footnote  if  necessary. 

(k)  Column  (11)  shall  reflect  any  point 
at  which  a  charter  group,  cargo  load,  or 
part  of  a  group  or  load  was  deplaned. 
Arrival  points  for  ferry  legs  shall  not  be 
reported.  Technical  stops,  e.g.,  for  entry 
formalities  or  refueling,  shall  not  be  re¬ 
ported.  Where  a  diversion  occurs  for 
weather  or  other  reasons,  the  actual 
point  of  deplanement  shall  be  reported. 
The  point  of  deplanement  shall  be  iden¬ 
tified  by  the  three-letter  airport  code 
used  in  the  "Official  Airline  Giflde” 
(OAG).  If  no  OAG  code  exists,  the 
destination  name  shall  be  written  out,  in 
a  footnote  if  necessary. 

(l)  Column  (12)  shall  reflect  revenue 
in  U.S.  dollars  only  (no  cents)  for  the 
flight  leg  being  reported.  For  departing 
and  returning  legs  of  simple  round  trips, 
revenue  shall  be  divided  so  that  one-half 
of  total  revenue  is  shown  for  each  flight 
leg.  For  open-jaw  or  circle-tour  trips, 
report  actual  revenue  for  each  flight  leg, 
prorating  by  each  leg’s  mileage  if  neces¬ 
sary.  Where  ferry  mileage  is  charged  for, 
prorate  the  ferry  charge  over  all  legs  of 
the  total  progam.  Separate  revenue  en¬ 
tries  shall  be  made  for  each  enplaning 
charter  group.  Revenues  shall  show  the 
price  paid  for  air  transportation  by  the 
charterer,  not  the  charterer's  price  to  the 
passengar. 

(m)  Column  (13)  shaU  reflect  the 
planned  length  of  stay  in  days  at  the 
deplanement  point  for  each  group  on  the 
originating  leg  of  a  round  trip  or  on  an 
Intermediate  leg  involving  a  stopover. 

(n)  Column  (14)  shall  reflect  the  code 
number  for  the  type  of  aircraft  operated 
as  prescribed  by  the  Board’s  Bureau  of 
Accounts  and  Statistics. 

(o)  Column  (14)  shall  reflect  the  code 
tire  capacity  of  the  aircraft  and  shall  be 
completed  for  Entity — Cargo  charters 
only. 

6.  List  of  due  dates  for  Schedule  T-6 
in  section  32  is  revised  to  read  as  follows: 

Due  Dates  or  Schedules  in  'CAB  Form  41 
Repost 

Due  date:  *  Schedule  No. 

Jan.  20 _  P-12,  P-12  (a) ,  T-6 

Jan.  30 .  B-ll.T-3.1 

Feb.  10  * _  A,  B-1,  B-2.1,  B-7,  B-8.  B-10, 

B-12,  B-18,  B-14,  P-1,1, 
P-1.2,  P-2.  P-3.1,  P-4,  P- 
6.1,  P-6.2,  P-6  (a),  P-6,  P-7, 
P-ll(a).P-ll(b) 

*  Due  dates  falling  on  a  Saturday.  Sunday 
or  national  holiday  will  become  effective  the 
flrst  following  working  day. 

*  B  and  P  reporting  dates  are  extended  to 
Mar.  30,  if  preliminary  schedules  are  filed 
at  the  Board  by  Feb.  10. 
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Due  dftte;  Schedule  So. 

Feb.  ao .  P-12.P-ia(a) 

Mar.  1 .  B-11,T-3.1 

Mar.  20 .  P-12.  P-12  (a) 

Mar.  30 .  A-2.  B-ll,  B-41,  B-43.  B-44. 

B-46,  0-41,  G-42,  0-43, 
0-43,  0-44,  T-3.1 

Apr.  20 _  P-12,  P-12  (a) ,  T-« 

Apr.  80 _  B-ll,  T-3.1 

May  10 _  A,  B-1,  B-2.1,  B-7,  B-8.  B- 

10,  B-12.  B-13,  B-14.  P-1.1, 
P-1.2,  P-2.  P-3.1.  P-4.  P- 

5.1,  P-5.2,  P-5(a),  P-6, 
P-7,  P-11  (a).  P-1 1(b) 

May  20 _  P-12,  P-12(a) 

May  30 .  B-ll.  T-3.1 

June  20 _  P-12,  P-12(a) 

June  30 _  B-ll,  T-3.1 

July 20 .  P-12.P-12(a),T-6 

Jvdy30 _  B-ll.  T-3.1 

Aug.  10 _  A.  A-1,  B-1,  B-2.1,  B-7,  B-8, 

B-10,  B-12,  B-13,  B-14.  P- 

1.1,  P-1.2,  P-2,  P-3.1.  P-4, 
P-6.1.  P-5.2.  P-5{a),  P-6. 
P-7,  P-ll  (a),  P-1 1(b) 

Aug.  20 .  P-12,  P-12  (a) 

Aug.  30 _  B-ll,  T-3.1 

Sept.  20 _  P-12.  P-12  (a) 

Sept.  30 _  B-ll,  T-3.1 

Oct.  20 .  P-12,  P-12 ( a), T-6 

Oct.  30 _  B-ll,  T-3.1 

No’T,  10 .  A,  B-l,  B-2.1,  B-7,  B-8,  B- 

10.  B-12.  B-13,  B-14,  P-1.1, 
P-1J2,  P-2,  P-3.1,  P-4. 

P-5.1.  P-6.2.  P-6(a),  P-6. 
P-7.P-ll(a),P-ll(b) 

Nov.  20 _  P-12,  P-12(a) 

Nov.  30 .  B-ll,  T-3.1 

Dec.  20 .  P-12,  P-12  (a) 

Dec.  30 .  B-ll,  T-3.1 

7.  Summary  of  Civil  Aircraft  Charters, 
Section  35,  Schedule  T-6  is  revised  to 
read  as  follows: 

Schedule  T-6 — Report  of  Civil 
Aircraft  Charters 

(a)  This  schedule  shall  be  filed  by  each 
supplemental  air  carrier. 

(b)  Reporting  of  passenger  flights 
shall  be  on  a  charter  group  basis,  by 
flight  legs;  that  is,  there  will  be  a  sepa¬ 
rate  line  of  data  for  each  flight  leg  of 
each  charter  group  which  can  be  distin¬ 
guished  from  another  charter  group  on 
the  same  flight  leg  by  name  of  charterer, 
type  of  charter,  origin,  destination,  or 
length  of  stay.  All  groups  on  the  same 
flight  must  be  reported  on  consecutive 
lines  without  intervening  lines  of  data 
about  groups  on  other  flights.  All  flight 
legs  should  be  reported  in  chronological 
order  of  dates  of  enplanement.  (See  item 
(g)  below  for  identification  of  flight 
legs.) 

(c)  Data  for  each  flight  leg  shall  be 
reported  for  the  month  in  which  the 
flight  leg  began. 

(d)  Column  (1)  shall  reflect  the  name 
of  the  charterer  (group  or  organization) . 
A  recognizable  abbreviation  may  be  used. 

(e)  Column  (2)  shall  reflect  each  type 
of  charter  by  the  following  codes: 

AB — Advance  Booking 
TO — ^Travel  Group 
PR — Pro  Bata  Prior  Affinity 
CP — Ck>miiion  Purpose  (Canada,  Yugoslavia 
originations) 

EC — Entity — Cargo 


EP — Entity— Passenger 
OM — Overseas  MlUtary  Personnel 
SO — Study  Group 
SE — Special  Event 

or — One-stop  rrc  (Part  878a  <rf  the  Board’s 
Special  Regulations) 

IT — ITC  (Part  378  of  the  Board’s  Special 
Regulations) 

FT — Foreign  Rule  ITC 

(f)  Charters  flown  for  the  transporta¬ 
tion  of  charter  traffic  of  another  air  car¬ 
rier  or  foreign  air  carrier  shall  be  re¬ 
ported  solely  by  the  carrier  in  operational 
control  of  the  aircraft,  naming  the  type 
of  charter,  traffic  carried,  e.g.,  IT,  and  (in 
column  1)  the  indirect  air  carrier  or  or¬ 
ganization.  Charters  flown  to  accom¬ 
modate  the  scheduled  traffic  of  another 
direct  air  carrier  shall  be  reported  as 
entity  charters,  naming  the  other  direct 
air  carrier  as  charterer.  Charters  origi¬ 
nating  in  the  United  States  and  flown  to 
Canada  with  aircraft  having  a  maximum 
takeoff  weight  greater  than  18,000 
pounds  but  not  greater  than  35,000 
pounds  shall  be  reported  as  Entity — 
Passenger  or  Entity — Cargo  unless  or¬ 
ganized  and  operated  pursuant  to  any 
Economic  or  Special  Regulation  for 
which  the  filing  of  preflight  docu¬ 
mentation  with  the  Board  is  required. 
Charters  originating  in  Canada  and 
flown  to  the  United  States  shall  be  iden¬ 
tified  by  the  codes  AB,  CP,  EC,  EP,  or 
FT,  as  appropriate. 

(g)  Column  (4)  shall  identify  each  leg 
by  the  following  munbers: 

1 —  One-way  flight 

2 —  Originating  leg  of  round  trip 

3 —  Intermediate  leg  involving  a  stopover 

(Applies  only  where  a  group  made  a 
distinguishable  stopover,  not  merely, 
e.g.,  a  stop  for  entry  Inspection  or  re¬ 
fueling.) 

4—  Return  leg  of  round  trip 

(h)  Column  (6)  shall  reflect  the  num¬ 
ber  of  tons  (to  the  nearest  tenth  of  a 
short  ton)  of  property  enplaned  in 
Entity-Cargo  flights  only. 

(i)  Ccdumn  (7)  shall  reflect  any  point 
at  which  a  charter  group,  cargo  load,  or 
part  of  a  group  or  load  was  enplaned. 
Departm'e  points  for  ferry  legs  shall  not 
be  reported.  Technical  stops,  e.g.,  for 
departure  formalities  or  refueling,  shall 
not  be  reported-  Where  a  diversion  oc¬ 
curs  for  weather  or  other  reasons,  the 
actual  point  of  enplanement  shall  be  re¬ 
ported.  ’The  point  of  enplanement  shall 
be  identified  by  the  three-letter  airport 
code  used  in  the  “Official  Airline  Guide” 
(OAG).  If  nd  OAG  code  exists,  the  des¬ 
tination  name  shall  be  written  out,  in 
a  footnote  if  necessary. 

(j)  Column  (11)  shall  reflect  any 
point  at  which  a  charter  group,  cargo 
load,  or  part  of  a  group  or  load  was  de¬ 
planed.  Arrival  points  for  ferry  legs  shall 
not  be  reported.  Technical  stops,  e.g.,  for 
entry  formaUties  or  refueling,  shall  not 
be  reported.  Where  a  diversion  occurs 
for  weather  or  other  reasons,  the  actual 
point  of  deplanement  shall  be  reported. 
The  point  of  deplanement  shall  be  iden¬ 
tified  by  the  three-letter  airport  code 
used  in  the  “Official  Airline  Giflde” 
(OAG).  If  no  OAG  code  exists,  the 
destination  name  shall  be  written  out,  in 
a  footnote  if  necessary. 


(k)  Column  (12)  shall  reflect  revenue 
in  UB.  dollars  only  (no  coits)  for  the 
flight  leg  being  reported.  For  departing 
and  returning  legs  of  simple  round  tripe, 
revenue  shall  be  divided  so  that  one- 
half  of  total  revenue  is  shown  for  each 
flight  leg.  For  open-jaw  or  circle-tour 
trips,  report  actual  revenue  for  each 
flight  leg,  prorating  by  each  leg’s  mileage 
if  necessary.  Where  ferry  mileage  is 
charged  for,  prorate  the  ferry  charge 
over  all  legs  of  the  total  program.  S^- 
arate  revenue  entries  shall  be  made  for 
each  enplaning  charter  group.  Revenues 
shall  show  the  price  paid  for  air  trans¬ 
portation  by  the  charter,  not  the  char¬ 
terer’s  price  to  the  passenger. 

(l)  Column  (13)  shall  reflect  the 
planned  length  of  stay  in  days  at  the  de¬ 
planement  point  for  each  group  on  the 
originating  leg  of  a  roimd  trip  or  on  an 
intermediate  leg  involving  a  stopover. 

(m)  Column  (14)  shall  reflect  the  code 
number  for  the  type  of  aircraft  operated 
as  prescribed  by  the  Board’s  Bureau  of 
Accounts  and  Statistics. 

(n)  Column  (16)  shall  reflect  the  en¬ 
tire  capacity  of  the  aircraft  and  shall  be 
completed  for  Entity — Cargo  charters 
only. 

8.  Amend  Schedule  T-6  of  CAB  Form 
41  by  revising  this  schedule  as  shown  in 
Exhibit  B*  attached  hereto  and  incor¬ 
porated  herein  as  reference. 

[FR  Doc.75-25442  FUed  6-23-75;8:45  am] 

ENVIRONMENTAL  PROTECTION 
AGENCY 
[  40  CFR  Part  52  ] 

[FRL  434-7] 

STATE  OF  COLORADO 

Air  Quality  Implementation  Plan; 
Proposed  Revisions 

On  May  28,  1975,  the  Governor  of 
Colorado  submitted  to  the  Regional  Ad¬ 
ministrator,  Region  VIII,  of  the  Environ¬ 
mental  Protection  Agency,  amendments 
to  the  Colorado  State  Implementation 
Plan  (SIP)  for  the  attainment  and 
maintenance  of  national  ambient  air 
quality  standards,  to  be  proposed  as  SIP 
revisions. 

The  amendments  consist  of  new  Col¬ 
orado  Air  Pollution  Control  Regulation  9 
and  amended  Colorado  Air  Pollution 
(Control  Commission  Regulations  1,  3,  6, 
7.  8,  and  Common  Provisions.  Hie  pur¬ 
pose  of  the  amended  regulations  is  to 
update,  clarify,  and  streamline  existing 
regulations.  The  purpose  of  Regulation  9 
is  to  provide  for  a  State  program  for  the 
control  of  motor  vehicle  emissions 
through  encouragement  of  mass  transit 
as  a  part  of  Colorado’s  Transportation 
Control  Plan.  The  types  of  changes  con¬ 
sist  of  the  following: 

1.  Additional  definitions  in  the  Com¬ 
mon  Provisions  Regulation;  designation 
of  the  control  region  for  smoking  gaso¬ 
line-powered  motor  vehicles. 

2.  Amended  Regulation  1  pertaining  to 
the  control  of  diesel-powered  vehicles. 

1  Note;  Exhibit  B  filed  m  part  of  orlginaL 
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3.  Addition  to  Regulation  3  to  provide 
for  permit  system  fees  for  direct  sourees. 

4.  Addition  to  Regulation  6  to  add  q;>e- 
ciflc  industry  categories  to  Standtnds 
of  Performance  of  New  Stationary 
Sources. 

5.  Addition  to  Regulation  7  to  require 
vapor  recovery  measures  in  certain  areas. 

6.  Addition  to  Regulation  8  to  provide 
emission  limitations  and  procedures  for 
the  hazardous  pollutants:  asbestos,  mer¬ 
cury,  and  beryllium. 

7.  New  Regulation  9  to  encourage  mo¬ 
tor  vehicle  emission  reductions. 

On  May  12,  1975,  the  State  of  Colo¬ 
rado  certified  that  a  public  hearing  in 
accordance  with  40  CPR  51.4(b),  was 
held  for  each  submitted  regulation  on  the 
dates  and  at  the  times  and  places  in¬ 
dicated  on  the  public  hearing  notices 
submitted  as  part  of  the  SIP  revision. 

This  notice  is  to  advise  the  public  of 
receipt  of  the  proixjsed  SIP  revisions,  and 
to  request  public  comments  on  whether 
the  am«adments  should  be  approved  or 
disapproved  as  required  by  section  110 
(a)  (2)  (A-H)  of  the  Clean  Air  Act  and 
40  CPR  Part  51,  Requirements  for  Prep¬ 
aration,  Adoption  and  Submittal  of  Im¬ 
plementation  Plans.  Only  those  com¬ 
ments  submitted  before  October  24, 1975, 
will  be  considered. 

This  notice  is  also  to  advise  the  pub¬ 
lic  that  EPA  intends  to  take  the  follow¬ 
ing  actions,  based  upon  our  preliminary 
analysis,  subject  to  receipt  and  consid¬ 
eration  of  public  comments: 

1.  Approve  Common  Provisions  Regu¬ 
lation  additions; 

2.  Approve  Regulation  1  amendment 
with  certain  exceptions; 

3.  Approve  Relation  3  addition; 

4.  Approve  Regulation  6  addition; 

5.  No  Intent  has  been  formulated  with 
respect  to  Regulation  7; 

6.  Approve  Regulation  8  additions; 

7.  Approve  new  Regulation  9  with  cer¬ 
tain  exceptions. 

The  exception  to  the  proposed  approval 
of  Regulation  1  is  exemption  C-3  of  Sec¬ 
tion  1J.B.4.  This  exemption  seems  \m- 
necessarily  lenient.  The  exception  to  the 
proposed  approval  of  Regulation  9  relates 
to  Section  m  which  is  of  questionable 
enforce£d)iiity.  The  administrator  is  pro¬ 
posing  to  hold  approval  of  this  Section 
of  the  Regulation  in  abeyance  pending 
the  outcome  of  public  hearings  by  the 
State  on  amendments  to  Section  m 
which  would  improve  its  enforceability. 

Comments  are  specifically  requested  on 
several  issues.  Relation  7  is  being  com¬ 
pared  to  existing  Federal  regulations  but 
the  Administrator  has  not  yet  arrived  at 
any  opinion  as  to  its  approvability.  Com¬ 
ment  on  this  Regxilation  is  invited.  With 
respect  to  Regulation  9,  ccxnments  are 
solicited  on  the  approvability  of  the  sub¬ 
mittal  in  light  of  its  apparent  lack  of  en¬ 
forceability,  but  practical  successes.  It  is 
the  current  position  of  Region  Vin,  EPA, 
that  Transportation  Control  Plans  de¬ 
signed  to  improve  air  quality  are  at  an 
early  stage  of  development  and  that,  con¬ 
sistent  with  the  purposes  of  the  Clean 
Air  Act,  States  and  local  governments 
should  be  given  some  latitude  to  experi¬ 
ment  with  a  niunber  of  approaches.  It  Is 


also  the  position  of  Reglcm  vm,  EPA, 
that  the  differences  in  those  regulations 
designed  to  control  specific  point  sources 
ot  pollutants  and  those  designed  to 
ameliorate  area-wide  problems  through 
changes  in  general  social  patterns  should 
be  giv^  great  weight  in  the  SIP  ap¬ 
proved  process.  Although  the  amend¬ 
ments  to  Regulation  1  appear  to  be 
more  stringent  than  the  previous  regula¬ 
tion,  the  exceptions  are  now  broader. 
(Circumstances  which  would  allow  a  vio¬ 
lation  to  be  documented  would  probably 
rardy  occur.)  Public  comments  are  spe¬ 
cifically  invited  on  these  Issues. 

Copies  of  the  proposed  amendments, 
dociunents  of  notice  of  public  hearing 
and  publication,  and  EPA’s  preliminary 
analysis  of  the  submittals  are  available 
for  public  inspection  during  normal  busi¬ 
ness  hours  at  the  offices  of  the  Environ¬ 
mental  Protection  Agency,  Region  vm, 
Lincoln  Tower  Building,  Ninth  Floor, 
1860  Lincoln  Street,  Denver,  Colorado 
80203 ;  Colorado  Air  Pollution  Control  Di¬ 
vision,  Colorado  Department  of  Health 
Building,  4210  East  11th  Avenue,  Denver, 
Colorado  80220;  and  at  the  Freedom  of 
Information  Center,  EPA,  401  M  Street 
SW.,  Washington,  D.C.  20460.  All  com¬ 
ments  should  be  directed  to  Robert  R. 
DeSpain,  Chief,  Air  Bremch,  Air  and 
Hazardous  Materials  Division,  EPA,  Re¬ 
gion  vni,  1860  Lincoln  Street,  Suite  900, 
Denver,  Colorado  80203. 

(42  UA.C.  1857C-6) 

Dated:  September  16,  1975. 

JOHN  A.  Green, 
Regional  Administrator, 

[PR  Doc.75-25396  PUed  9-23-75:8:45  amj 

[  40  CFR  Part  180  ] 

[PBL  434-8:  PP5P1610/P7] 
PESTICIDE  CARBOFURAN 
Proposed  Tolerance 

On  May  8,  1975,  notice  was  given  (40 
FR  20129)  that  FMC  Corp.,  Agricultural 
Chemical  Div.,  100  Niagara  St.,  Middle- 
port  NY  14105,  had  filed  a  petition  (PP- 
5F1610)  for  a  pesticide  tolerance  with 
the  Environmental  Protection  Agency 
(EPA).  This  petition  proposed  that  40 
CFR  180.254  be  amended  to  increase  the 
tolerance  for  residues  of  the  insecticide 
carbofuran  (2,3-dihydro-2,2-dimethyl-7- 
benzofuranyl  methylcarbamate)  in  or  on 
the  raw  agricultural  commodity  potatoes 
from  1  part  per  million  (ppm)  to  2  ppm 
of  which  no  more  than  1  ppm  is  carba¬ 
mate. 

The  data  submitted  in  the  petition  and 
other  relevant  material  have  been  evalu¬ 
ated  and  it  is  concluded  that  the  toler¬ 
ance  should  be  established.  The  pesticide 
is  considered  useful  for  the  purpose  for 
which  the  tolerance  is  sought.  The  exist¬ 
ing  meat  and  milk  tolerances  are  ade¬ 
quate  to  cover  any  residues  resulting 
from  the  proposed  use,  and  ttiere  is  no 
reasonable  expectation  of  residues  in  eggs 
and  poultry  as  delineated  In  40  CFR  180.- 
6(a)  (3).  It  has  also  been  concluded  that 
the  tolerance  established  by  amending  40 
CFR  180.254  wlU  protect  the  public 


health.  Therefore,  pursuant  to  40  CFR 
180.32,  it  is  propo^  thait  the  regidati(»i 
be  amended  as  set  f(»th  b^ow. 

Any  persmi  who  has  registered  or  sub¬ 
mitted  an  application  for  the  registration 
of  a  pesticide  under  the  Federal  Insecti¬ 
cide,  Fungicide,  and  Rodenticlde  Act 
which  contains  any  of  the  ingredients 
listed  herein  may  request,  on  or  before 
October  24, 1975,  that  this  proposal  be  re¬ 
ferred  to  an  advisory  committee  in  ac¬ 
cordance  with  section  408(e)  of  the  Fed¬ 
eral  Food,  Drug,  and  Cosmetic  Act. 

Interested  persons  are  invited  to  sub¬ 
mit  written  comments  on  the  proposed 
regiUation  to  the  Federal  Register  Sec¬ 
tion,  Technical  Services  Division  (WH- 
569) ,  Office  of  Pesticide  Programs,  Envi¬ 
ronmental  Protection  AgMicy,  Room  401, 
East  Tower,  401  M  St.,  SW,  Washington 
DC  20460.  Three  copies  of  the  comments 
should  be  submitted  to  facilitate  the  work 
of  the  Agency  and  others  interested  In 
inspecting  them.  The  comments  must  be 
received  on  or  before  October  24,  1975, 
and  should  bear  a  notation  indicating  the 
subject  (PP5P1610/P7) .  All  written  com¬ 
ments  filed  pursuant  to  this  notice  will 
be  available  for  public  inspection  in  the 
office  of  the  Federal  Register  Section 
from  8:30  a.m.  to  4  p.m.  Monday 
throu^  Friday. 

(Sec.  408(d)  (2) ,  Federal  Food,  Drug,  and  Cos¬ 
metic  Act  (21  U.S.C.  346a(d)  (2) ) 

Dated:  Sept^ber  17,  1975. 

John  B.  Rit(^,  Jr., 
Director, 

Registration  Division. 

It  is  proposed  that  Part  180,  Subpart 
C,  §  180.254,  be  amended  by  increasing 
the  tolerance  for  potatoes  from  1  part 
per  million  to  2  parts  per  million  by  de¬ 
leting  potatoes  frmn  the  paragraih  “1 
part  per  million  •  •  *»»  and  adding  the 
commodity  to  the  paragraph  “2  parts  per 
million”. 

•  *  *  *  • 

§  180.254  Carbofuran;  tolerances  for 

residues. 

***** 

2  parts  per  million  in  or  on  potatoes 
and  sugar  beet  tops  (of  which  no  more 
than  1  part  per  million  is  carbamates). 

1  part  per  million  in  or  on  peppers 
(of  which  no  more  than  0.1  part  per  mil¬ 
lion  is  carbamates)  and  rice  straw  (of 
which  no  more  than  0.2  part  per  million 
is  carbamates) . 

***** 

[FR  Doc.76-25397  Piled  9-23-76:8:46  am] 

FEDERAL  COMMUNICATiONS 
COMMISSION 
[47  CFR  PART  2] 

[PCC  76-987:  Docket  No.  20586] 

EARTH  STATIONS 
Proposed  Rule  Making 

In  the  matter  of  amendment  of  Part  2 
of  the  Commission’s  rules  and  regula¬ 
tions  to  add  a  new  US  footnote  to  the 
table  of  frequency  allocations  permitting 
the  use  of  the  frequency  bend  2025-2035 
MHz  by  Govenunent  earth  stations  for 
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eaxth-to-space  transmlsslans  for  track¬ 
ing,  telemetry  and  telecommand  at  Wal¬ 
lops  Is.,  Virginia;  Seattle,  Washington; 
and  Honolulu,  Hawaii.  Adopted:  Septem¬ 
ber  5,  1975;  Released:  September  17, 
1975. 

1.  Notice  is  hereby  given  of  a  prt^osed 
rule  making  in  the  above  captioned 
matter. 

2.  The  Commission,  through  the  Inter¬ 

department  Radio  Advisory  Committee 
(IRAC)  and  the  OfBce  of  Telecommuni¬ 
cation  Policy  (OTP) ,  has  been  requested 
to  amend  its  rules  to  permit  the  use  of 
the  frequency  band  2025-2035  MHz  for 
the  Geostationary  Operational  Environ¬ 
mental  Satellite  (GOES)  System.  Ac¬ 
cording  to  a  report  from  the  National 
Oceanic  and  Atmospheric  Administra¬ 
tion  (NOAA),  more  than  a  decade  ago, 
earth-synchronous  envlnmmental  satel¬ 
lites  became  part  of  the  plan  for  the  Na¬ 
tional  Operational  Meteorological  Satel¬ 
lite  System.  In  1970,  a  ccmtract  was 
awarded  for  three  such  spacecraft.  Dur¬ 
ing  the  development,  testing,  launch  and 
positioning  of  these  satellites,  they  are 
under  the  direct  control  of  the  National 
Aeronautics  and  Space  Administration 
(NASA)  and  are  called  Synchronous  Me¬ 
teorological  Satellites  (SMS).  However, 
upon  obtaining  the  desired  orbit  position 
and  being  fully  tested,  the  satellites  are 
turned  over  to  the  Department  of  Com¬ 
merce  (NOAA)  and  are  redesignated 
Geostationary  Operational  Environmen¬ 
tal  Satellites  ((30ES) .  Present  plans  call 
for  one  satellite  to  be  positioned  over  the 
Atlantic  Ocean  and  one  over  the  Pacific 
Ocean,  with  the  remaining  satellite  to  be 
an  in-orbit  ^>are.  As  these  satellites  de¬ 
teriorate  with  age,  replacement  satellites 
will  be  launched.  ^ 

3.  GOES  will  be  used  in  shm't-range 
forecasting  and  warning  of  weather, 
ocean  and  solar  hazards,  providing  near¬ 
ly  continuous,  detailed  observations  and 
collecting  timely  observations  of  develop¬ 
ing  hazards  from  instrxunents  in  remote 
inaccessible  areas.  Its  objectives  include 
providing  nearly  continuous  observation 
of  the  earth  and  its  environment  over 
large  areas  of  North  and  South  America 
and  the  adjacent  ocean  areas  within  view 
of  the  spacecraft.  In  addition,  GOES 
will  provide  data  collection  from  remote 
observing  platforms  such  as  buoys,  auto¬ 
matic  weather  stations,  ships,  aircraft, 
and  balloons.  Furthermore,  the  system 
will  measure  energetic  solar  particle  fiux, 
X-rays  and  the  strength  of  the  earth’s 
magnetic  field.  And  lastly,  GOES  can 
transmit  centrally  prepared  environmen¬ 
tal  data  to  remote  receiving  stations.  Like 
the  earlier  TIROS  Operational  Satellite 
(TOS) ,  GOES  spacecraft  will  be  equipped 
to  relay  cloud-cover  pictures,  centrally 
process^  weather  maps,  and  other  re¬ 
lated  information  data  to  receiving  sta¬ 
tions  within  line  of  sight. 

4.  The  general  authority  for  Govern¬ 
ment  operations  in  this  band  is  contained 
In  existing  footnote  U.S.  90  which  reads : 

“US90  In  the  band  2025-2120  MHz 
earth- to-space  transmissions  in  the 
space  research  and  earth  exploration- 
satellite  services  by  Government  and 
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non-Govemment  stations  at  specific  lo¬ 
cations  may  be  authorized  subject  to  such 
conditions  as  may  be  applied  on  a  case- 
by-case  basis.” 

The  footnote,  as  proposed,  will  allow 
three  earth  staticms  to  use  the  frequency 
bcmd  2025-2035  MHz  for  earth-to-space 
transmissions  for  tracking,  telemetry,  and 
telecommand.  Government  use  will  be  cm 
a  coequal  basis  with  non-Govemment 
operations  in  this  band,  which  include 
television  pickup  and  tdevision  studio- 
to-transmitter  link  (STL) . 

5.  Ihe  proposed  amendment  to  the 
rules,  as  set  forth  in  the  Appendix,  is 
issued  pursuant  to  the  authority  con¬ 
tained  in  sections  4(i)  and  303  of  the 
Communications  Act  of  1934,  as  amended. 

6.  Pursuant  to  the  applicable  proce¬ 
dures  set  forth  in  S  1.145  of  the  Commis¬ 
sion’s  rules,  interested  persons  may  file 
comments  on  or  before  October  22, 1975, 
and  reply  comments  on  or  before  Novem¬ 
ber  3, 1975.  All  relevant  and  timely  com¬ 
ments  will  be  considered  by  the  Commis¬ 
sion  before  final  action  is  taken  in  this 
proceeding.  In  reaching  its  decision,  the 
Commission  may  also  take  into  account 
other  relevant  information  before  it  in 
addition  to  the  specific  comments  invited 
by  the  notice.  In  accordance  with  the 
provisions  of  §  1.419  of  the  Conmission’s 
rules,  an  original  and  14  copies  of  all 
stat^ents,  bri^s,  or  comments  filed 
shall  be  furnished  the  Commission.  Re¬ 
sponses  will  be  available  for  public  in¬ 
spection  during  regular  business  horns  In 
the  Conmlsslon’s  Broadcast  and  Docket 
Refa*ence  Room  at  its  Headquarters  in 
Washington,  D.C. 

IteERAL  Communications 
Commission, 

[seal]  Vincent  J.  Mullins, 

Secretary. 

In  Part  2  of  Chapter  I  of  Title  47  of  the 
Code  of  Federal  Regulation,  §  2.106  is 
amended  as  follows: 

§  2.106  [Amended] 

1.  The  Table  of  Frequency  Allocations 
is  amended  by  adding  a  new  footnote 
designator,  US  222,  to  the  band  2025-2035 
MHz  and  by  adding  in  proper  numerical 
sequence  the  text  of  footnote  US  222,  fol¬ 
lowing  the  Table,  as  shown  below: 


United  States 


Band  (MHZ)  AUocatlons 

5  6 

*  •  •  *  * 

1860-2200  NO 

(USOO) 

(USUI) 

(US219) 

(US222) 

***** 

US  222  In  the  band  2025-2120  MHz 
Geostationary  Operational  Environ¬ 
mental  Satellite  Earth  stations  in  the 
Space  Research  and  Earth  Exploration- 
Satellite  Services  may  be  authorized  on  a 
coequal  basis  to  use  the  frequ^cy  band 
2025-2035  MHz  for  earth-to-spaoe  trans- 
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missions  for  tracking,  telanetry,  and  tele¬ 
command  at  the  sites  listed  b^w: 

Wallops  Island.  VUglnla,  87*60'48''  N.. 
76*27'83''  W. 

SeatUe,  Washington,  47‘’34'16"  N.,  122* 
33^10*^  W* 

Honolulu,  HawaU,  21*21'12”  N.,  167*62'36'* 
W. 

[PR  Doc.76-26411  Piled  9-23-76;8:45  am] 


[47CFRPart76] 

[Docket  No.  10996;  BM-2276] 

PROGRAM  EXCLUSIVITY  PROTECTION 
Extension  of  Time  for  Comments 

In  the  matter  of  Amendment  of  Sub¬ 
part  F  of  Part  76  of  the  Commission’s 
rules  and  regulations  with  reqiiect  to  net¬ 
work  program  exclusively  protection  by 
cable  television  system.  Order  extend¬ 
ing  time  [40  Fit  34395]  Adi^ited;  Sep¬ 
tember  15, 1975;  Released:  Septemba:  17, 
1975. 

1.  Comments  in  the  ciq>tioned  proceed¬ 
ings  are  now  due  Septenfiier  22, 1975,  and 
r^ly  ccxnments  are  due  October  7. 1975. 
Hie  Natimaal  Association  of  Broadcasters 
has  requested  that  the  due  dates  for  com¬ 
ments  and  reply  comments  be  extoided 
30  days.  'Hie  additional  time  is  said  to 
be  necessary  to  complete  an  in-depth 
study  of  the  issues  and  provide  meaning¬ 
ful  data  for  Inclusion  in  its  cmnments. 

2.  Although  it  appears  that  good  cause 
has  been  shown  for  a  limited  time  exten¬ 
sion,  it  would  not  appear  that  an  exten¬ 
sion  of  the  magnitude  requested  is  war¬ 
ranted.  Accmdingly,  an  extension  of  ap¬ 
proximately  three  wedcs  will  be  granted. 

Accordingly,  it  is  ordered.  That  the 
dates  for  filing  comments  and  reidy  com¬ 
ments  in  the  captioned  proceeding  are 
extended  to  October  15. 1975,  and  Novem¬ 
ber  5, 1975,  respectively. 

This  action  is  taken  by  the  Chief,  Cable 
Television  Bureau  pursuant  to  authority 
delegated  by  $  0.288(a)  of  the  Commis¬ 
sion’s  rules. 

Federal  Communications 
Commission, 

[seal]  David  D.  Kinley, 

Chief,  Cable  Television  Bureau, 

[FTt  Doc.76-25412  Piled  9-23-76:8:46  am] 

FEDERAL  MARITIME  COMMISSION 

[46CFRPart502] 

[General  Order  16;  Docket  No.  76-36] 

RULES  OF  PRACTICE  AND  PROCEDURE 
Proposed  Rulemaking 

On  September  16,  1974,  the  Commis¬ 
sion  published  a  number  of  amendments 
to  its  rules  of  practice  and  procedure  in 
Docket  No.  74-11,  “Miscellaneous 
Amendments  to  Rules  of  Practice  and 
Procedure,”  39  FR  33221  et  seq.  The  pur- 
post  of  these  amendments  was  to 
streamline  and  expedite  proceedings  be¬ 
fore  the  Commission.  The  Ckxnmission 
has  maintained  a  continuing  surveillance 
over  the  operations  of  its  rules  of  prac¬ 
tice  and  procedure  since  that  time  in  or¬ 
der  to  determine  whether  additional  re- 
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visions  of  the  rules  would  be  desirable  to 
effectuate  further  improvements  consis¬ 
tent  with  the  purpose  expressed  in  the 
earlier  proceeding.  After  scrutinizing  the 
rules,  it  is  the  opinion  of  the  Commission 
that  some  of  the  rules  as  presently  writ¬ 
ten  are  ambiguous  and  deficient  in  cer¬ 
tain  respects.  In  some  instances  parties 
are  imcertain  as  to  the  rule  to  be  applied 
in  specific  situations  or  the  procedure  to 
be  followed  and  the  authority  of  the  pre¬ 
siding  Administrative  Law  Judge  to 
make  corrective  rulings  or  issue  appro¬ 
priate  orders  is  vmclear.  In  other  in¬ 
stances  the  rules  are  not  only  ambiguous 
but  deficient  in  that  they  fail  to  estab¬ 
lish  procedures  by  which  delays  could  be 
avoided.  The  result  of  the  above  situa¬ 
tion  is  unnecessary  prolongation  of  for¬ 
mal  proceedings,  causing  additional  in¬ 
convenience  and  expense  to  litigants. 

In  order  to  remedy  this  situation  the 
Commission  proposes  to  amend  a  number 
of  its  rules  by  eliminating  ambiguities  in 
some  instances,  clarifying  the  authority 
of  the  presiding  Administrative  Law 
Judge  in  oUier  instances,  and  establish¬ 
ing  alternative  remedial  procedures  in 
still  other  instances.  Of  particular  im¬ 
portance  are  new  provisions  which 
would  emphasize  the  duty  of  litigants  to 
enter  into  stipulations  and  to  file  pre- 
hefuing  statements  and  provisions  which 
would  establish  specially  expedited  pro¬ 
cedures  in  general-revenue  cases.  These 
provisions  are  designed  to  narrow  issues 
and  reduce  the  time  consumed  by  evi¬ 
dentiary  hearings  and  even,  if  possible, 
avoid  the  need  for  evidentiary  hearings 
altogether.  A  detailed  discussion  and  ex¬ 
planation  of  the  problems  and  proposed 
solutions  with  reference  to  particvilar 
rules  affected  follows. 

1.  Delays  Caused  by  Lack  of  Provision 
FOR  Special  Appearances  and  by  Ab¬ 
sence  OF  Parties  or  Their  Counsel 
From  Prehearing  Conferences  and 
Hearings.  Rule  2(a)  (46  CFR  502.21) 

The  present  rule  makes  no  provision 
for  special  appearances  of  parties  or 
their  counsel,  leaving  the  authority  of 
presiding  officers  to  permit  such  appear¬ 
ances  in  a  doubtful  status.  Moreover, 
there  is  no  provision  governing  the  at¬ 
tendance  of  parties  or  their  counsel  at 
prehearing  conferences  or  hearings  with 
the  result  that  parties  or  counsel  often 
come  and  go  as  they  please  or  fail  to  at¬ 
tend  sessicms  without  explanation.  This 
situation  not  only  demeans  a  proceeding 
but  leads  to  delays  in  commencing  or 
conducting  sessions.  The  proposed  addi¬ 
tions  to  the  present  rule  are  similar  to  a 
corresponding  rule  of  the  Interstate 
Commerce  Commission,  Rule  71  (49  CTR 
1100.71). 

2.  Delays  in  Piling  Answers  to  Com¬ 
plaints  Caused  by  the  Filing  of  Mo¬ 
tions  FOR  Bills  of  Particulars  or 
Motions  To  Dismiss.  Rules  5(d) ,  5(k) , 
AND  5(m)  (46  CFR  502.64,  502.71,  AND 
502.73) 

Under  the  present  rules  a  respondent 
may  delay  the  filing  of  an  answer  by  fil¬ 
ing  a  motion  to  dismiss  the  complaint  or 
a  motion  for  a  bill  of  particulars.  This 


may  delay  the  proceeding  unduly  to  await 
the  ultimate  filing  of  an  answer,  although 
initial  pleadings  in  administrative  pro¬ 
ceedings  are  not  held  to  be  all-important 
or  critical  and  the  Commission’s  Rule 
5(j)  (46  CFR  502.70)  permits  an 

answer  to  be  amended  at  a  later  date  if 
the  party  acquires  further  information. 

A  party  may  therefore  file  a  general  de¬ 
nial  if  necessary  and  amend  his  answer 
subsequently.  Moreover,  the  information 
sought  by  a  motion  for  a  bill  of  particu¬ 
lars  can  as  easily  be  obtained  by  the  use 
of  interrogatories  or  other  discovery 
techniques  pursuant  to  Subpart  L  proce¬ 
dures  set  forth  in  the  Commission’s  rules. 
The  revised  rules  as  proposed  would  rec¬ 
ognize  this  situation  and,  by  requiring  the 
timely  filing  of  an  answer,  eliminate  Uie 
use  of  the  motions  in  question  as  devices 
to  delay  proceedings. 

3.  Absence  of  a  Procedure  Which  the 
Commission  Could  Utilize  in  Order 
TO  Determine  Issues  in  a  General- 
Revenue  Rate  Case  Within  the 
Pour-Month  Statutory  Period  of 
Suspension.  Proposed  Rule  5(g)  (46 
CFR  502.67(c)). 

Although  rate  cases  are  required  to  be 
expedited  by  law  and  the  Commission  is 
restricted  to  a  four-month  period  of  sus¬ 
pension  of  rate  increases  in  the  domestic 
offshore  trades,  it  is  the  experience  of 
the  Commission  that  general-revenue 
proceedings  consume  months  and  even 
years  to  complete.  Sometimes  eviden¬ 
tiary  hearings  have  not  even  commenced 
within  the  four-month  period.  The  Com¬ 
mission,  therefore,  proposes  to  establish 
a  specially  expedited  procedure  designed 
to  avoid  lengthy  evidentiary  hearings 
where  it  appears  that  issues  are  pri¬ 
marily  legal  rather  than  factual  and  that 
little  purpose  would  be  served  by  oral 
testimony  and  cross-examination.  Even 
if  some  matters  required  resolution  by 
means  of  an  evidentiary  hearing,  never¬ 
theless,  the  proposed  rule  would  enable 
the  Commission  to  narrow  the  scope  of 
the  issues  to  be  resolved  by  that  means, 
thus  reducing  the  time  spent  in  conduct¬ 
ing  such  hearings.  To  the  extent  possible, 
the  means  to  accomplish  these  objectives 
wiU  be  furnished  by  the  parties  in  the 
form  of  affidavits  of  fact  and  memoranda 
of  law.  Furthermore,  the  carrier  seeking 
additional  revenue  will  be  able  to  rely 
upon  the  accotmting  methodologies  pre¬ 
scribed  by  applicable  Commission  regu¬ 
lations,  and,  in  addition,  the  Commis¬ 
sion  may  be  able  to  render  a  decision 
without  an  evidentiary  hearing.  By  these 
means  it*  may  be  possible  to  preclude 
continual  relitigation  of  multifarious 
accounting  Issues  in  lengthy  evidentiary 
hearings. 

4.  Uncertainty  as  to  Which  is  the 
Proper  Rule  to  Apply  in  the  Case  of 
Filing  Petitions  and  Motions  Not 
Otherwise  Specified  in  the  Rules. 
Rules  5(1)  and  5(m)  (46  CFR  502.69 
AND  502.73) 

At  present  there  is  some  overlap  be¬ 
tween  Rule  5(i)  governing  general  peti¬ 
tions  to  the  Commission  and  Rule  5(m) 
governing  motions  not  otherwise  spec¬ 
ified.  It  is  therefore  not  clear  to  litigants 
which  rule  applies  when  seeking  re¬ 


lief.  It  Is  also  not  explained  how  a  mo¬ 
tion  will  be  processed  by  the  presiding 
Administrative  Law  Judge  if  the  matter 
is  beyond  his  authority.  The  proposed 
amendments  would  clarify  what  is  be¬ 
lieved  to  be  the  intent  of  the  original 
framers  of  these  rules  to  restrict  Rule  5 
(i)  (petitions)  to  situations  where  there 
are  no  docketed  proceedings  and  5(m) 
(motions)  to  docketed  proceedings.  Fur¬ 
thermore,  codification  is  proposed  for  the 
actual  practice  employed  by  the  presid¬ 
ing  Administrative  Law  Judge  who  re¬ 
ceives  pleadings  seeking  relief  beyond  his 
authority  to  grant. 

5.  Absence  of  Effective  Rules  Encour¬ 
aging  AND  Requiring  Prehearing  Stip¬ 
ulations  AND  Prehearing  Statements. 
Proposed  Rules  6(e)  and  6(f)  (46  CFR 
502.95  AND  502.96) . 

Although  the  rules  presently  encourage 
stipulations  in  an  effort  to  narrow  issues 
and  reduce  the  scope  of  evidentiary  hear¬ 
ings  (see  e.g.  Rule  6(d)  (46  CTR  502.94) 
and  10(v)  (46  CFR  502.162) )  the  Com¬ 
mission  has  observed  that  there  is  much 
room  for  improvement  in  this  area,  con¬ 
sidering  the  benefits  that  can  flow  if  the 
parties  reach  agreement  on  facts.  Pro¬ 
posed  Rule  6(e)  would  therefore  provide 
additional  encouragement  and  possible 
sanctions  if  parties  do  not  make  good- 
faith  efforts  to  stipulate.  Proposed  Rule 
6(f) ,  furthermore,  would  adopt  the  prac-> 
tice  observed  in  the  courts  by  which  trial 
counsel  prepare  pre-trial  briefs  outlining 
the  issues,  disputed  facts,  principles  of 
law,  etc.  Such  a  practice,  if  observed  by 
parties  appearing  before  the  Commission, 
would  assist  all  counsel  and  the  presiding 
officer  to  know  the  nature  of  the  case,  the 
contentions  of  the  parties  and  the  type 
of  hearing  that  would  ensue,  thereby 
helping  to  confine  evidentiary  hearings 
within  reasonable  boundaries.  Such  a 
practice  would  also  enable  trial  counsel 
to  prepare  for  hearing  and  aid  the  presid¬ 
ing  officer  in  making  rulings  during  the 
hearing. 

6.  Absence  of  Requirement  ’That  Re¬ 
quests  FOR  Enlargements  of  Time  to 

File  Pleadings  or  Postpone  Hearings 

Be  Made  In  Timely  Fashion.  Rule  7 

(e)  (46  CFR  502.105) . 

Under  the  present  rule  in  question,  any 
party  may  communicate  with  ^e  presid¬ 
ing  officer  on  the  very  date  someUiing  is 
scheduled  to  be  filed  or  a  hearing  to  com¬ 
mence.  This  often  occurs,  leaving  little  or 
no  time  to  inform  other  parties  that  the 
date  is  to  be  changed  and,  if  the  request 
is  denied,  little  time  for  the  requesting 
party  to  prepare  and  file  this  pleading. 
The  Commission  proposes  to  require 
parties  to  make  such  requests  no  later 
than  five  days  before  the  scheduled  due 
date  in  order  to  overcome  these  problems. 
This  period  of  time  corresponds  with 
similar  time  requirements  in  Rules  13(b) 
and  13(h)  (46  CFR  502.222  and  502.228) 
regarding  the  filing  of  briefs  and  excep¬ 
tions. 

7.  Absence  of  Authority  for  Parties  to 

Use  Mailing  Dates  as  Filing  Dates. 

Rule  8(d)  (46  CFR  502.114). 

Under  the  present  rule  all  parties  must, 
if  they  use  the  mail,  deposit  a  document 
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in  the  mail  in  sufficient  time  to  reach  the 
Commission  on  the  scheduled  due  date. 
This  causes  problons  in  the  case  of 
ge<%raphically  distant  parties  who  often 
receive  a  document  only  a  few  days  be¬ 
fore  having  to  mail  a  reply.  Generally, 
I’^lies  must  be  filed  within  fifteen  days 
after  date  of  service  (Rule  5(n)  (46  CPR 
502.74) ) .  Moreover,  parties  in  Washing¬ 
ton,  D.C.,  have  the  advantage  of  addi¬ 
tional  time  to  prepare  their  responsive 
pleadings  since  they  may  hand-carry 
them  to  the  Secretary  and  lose  no  time 
because  of  the  erratic  behavior  of  the 
mail.  To  correct  this  situatlcm  and  to 
ciu*tail  the  need  to  request  enlargements 
of  time,  the  present  rule  would  be 
amended  to  permit  parties  to  construe 
the  date  for  filing  to  the  date  on  which 
the  document  is  deposited  in  the  mail  or 
the  date  on  which  the  document  is  physi¬ 
cally  deposited  with  the  Secretary  by  a 
party. 

8.  Unnecessary  Duplication  and  Service 
OF  Discovery  Materials  and  Absence 
OF  Requirement  That  Adequate  Copies 
OF  Written  Communications  to  Pre¬ 
siding  Officers  be  Furnished  for  the 
Official  Docket.  Rules  8(h)  (48  CFR 
502.118)  AND  12(a)  (46  CPR  502.201). 
At  present  the  rules  are  not  clear  as  to 
how  many  copies  of  materials  exchanged 
by  parties  in  the  course  of  discovery  con¬ 
ducted  under  Subpart  L  procedures  must 
be  provided  for  the  use  of  the  Commis- 
sioh  or  the  presiding  officer.  Many  parties 
presently  file  fifteen  copies  unnecessarily 
in  addition  to  those  served  on  the  parties 
and  the  presiding  officer.  Furthermore, 
parties  who  write  to  the  presiding  officer 
are  not  sure  as  to  the  number  of  copies 
which  should  be  furnished  for  his  use  or 
the  use  of  the  Commission.  The  Commis¬ 
sion  proposes  to  reduce  the  burden  of 
duplication  by  requiring  that  only  one 
C(^y  of  discovery  materials  need  be  filed 
with  the  Secretary  for  the  use  of  the 
presiding  officer  or  the  Commission  by 
inclusion  in  the  official  docket  and  that 
in  the  case  of  letters,  an  original  for  the 
docket  and  two  copies  for  the  use  of  the 
presiding  officer  will  suffice.  Appropriate 
amendments  to  Rules  8(h)  and  12(a) 
are  proposed. 

9.  Delays  Caused  by  Uncertain  Proce¬ 
dure  AND  Unclear  Time  Provisions  in 
Rules  Concerning  Appeals  To  the 
Commission  and  Petitions  for  Re¬ 
consideration.  Rules  10(m),  13(g), 
AND  16  (46  CFR  502.153,  502.227,  and 
502.261). 

Present  Rule  10 (m)  is  ambiguous  in 
that  it  does  not  specify  that  motions  for 
leave  to  appeal  involve  two  rulings:  First, 
a  ruling  by  the  presiding  officer  from 
which  the  party  n^hes  leave  to  appeal; 
and  Second,  the  ruling  as  to  leave  to 
appeal.  Moreover,  the  rule  as  presently 
written  includes  not  only  interlocutory 
appeals  but  also  impeals  from  rulings 
dismissing  a  proceeding  in  whole  mr  in 
part.  The  latter  type  of  appeal  is  more 
akin  to  the  filing  of  exceptions  to  an 
initial  decision  of  an  Administrative 
Judge  than  to  a  true  Interlocutory 
appeal.  Where  a  motion  for  leave  to 


appeal  is  granted,  furthermore,  a  party 
presently  may  be  required  to  file  not  only 
a  motion  for  leave  to  appeal  but  an 
appeal  as  well,  rearguing  the  same  mat¬ 
ters  which  were  argued  in  the  motion 
before  the  Judge  or  may  even  argue  new 
matters  which  the  Judge  had  no  (Hipor- 
timity  to  evaluate  before  granting  leave 
to  appeal.  In  some  instances  a  party  may 
file  a  petition  for  reconsideration  of  a 
Commission’s  order  while  a  proceeding 
is  before  an  Administrative  Law  Judge, 
an  event  which  may  unnecessarily  delay 
proceedings  before  the  Judge.  In  order 
to  overcome  all  these  problems,  the  rules 
in  question  would  be  amended  to  separate 
interlocutory  appeals  from  final  appeals, 
condense  leave  to  appeal  and  the  appeal 
into  essentially  one  pleading  which  can 
be  certified  to  the  Commission  for  quick 
decision,  and  specify  that  a  proceeding 
need  not  be  stayed  merely  because  a 
matter  is  before  the  Commission  on 
appeal. 

10.  Unclear  Applicability  of  the  New 

Federal  Rules  of  Evidence.  Rule 

10  (p)  (46  CFR  502.156) . 

The  new  Federal  Rules  of  Evidence, 
Pub.  L.  93-595,  became  effective  in  the 
courts  on  July  1, 1975.  They  represent  the 
best  thinking  of  judges  and  legal  schol¬ 
ars  and  considerably  liberalize  rules  of 
evidence  applicable  in  court  proceedings. 
Since  they  resolve  various  troublesome 
evidentiary  problems,  they  can  be  of 
great  use  to  4>residing  Administrative 
Law  Judges  in  disposing  of  such  problems 
which  arise  from  time  to  time  in  proceed¬ 
ings  before  the  Commission.  Unless  in¬ 
consistent  with  the  requir^ents  of  the 
Administrative  Procedure  Act  (APA), 
and  this  does  not  appear  to  be  the  case, 
the  Commission  believes  that  they  can  be 
useful  tools  In  expediting  hearings.  Ac¬ 
cordingly,  the  Commission  proposes  to 
amend  Rule  10  <p)  so  as  to  make  them 
applicable  to  Commission  proceedings 
unless  inconsistent  with  APA  require¬ 
ments. 

11.  Absence  of  Provision  Which  Would 

Effectively  Encourage  Parties  To 

Stipulate  During  Hearings.  Rule  10 

(V)  (46  CFR  502.162) 

As  in  the  case  of  Item  No.  5  discussed 
above,  the  present  rules  do  not  provide 
sufficient  encouragement  to  the  parties 
to  enter  into  stipulations  during  hearings 
as  well  as  prior  to  commencement  of 
hearings.  There  is  also  some  uncertainty 
as  to  the  use  of  proposed  stipulations  in 
the  event  that  one  or  more  pcuties  refuse 
to  enter  into  them.  The  Commission  pro¬ 
poses  to  permit  parties  to  propose  stipu¬ 
lations  in  order  to  narrow  issues  among 
litigants  and  consequently  reduce  the  ex¬ 
tent  and  scope  of  cross-examination. 
This  would  be  so  even  if  not  all  parties 
enter  into  the  proposed  stipulation  and 
would  provide  for  possible  sanctions  if  a 
party  or  parties  refuse  to  stipulate  with¬ 
out  good  reascm  by  permitting  the  matter 
to  be  treated  as  requests  for  admissions 
and  invoking  the  procedures  provided  by 
Rule  12(h)  (46  CPR  502.208(c)). 


12.  Retention  of  Requisement  That 
Parties  Seeking  Corrections  to 
Transcripts  Certify  As  TO  the  Date 
OF  Receipt  of  the  Transcript  and  File 
Motion  Within  10  Days  Thereafter. 
Rule  10(z)  (46  CFR  502.166) 

The  present  rule  requiring  certifica¬ 
tion  by  parties  as  to  date  of  receipt  of 
transcript  has  proved  to  be  imworkable 
and  in  large  measure  is  ignored  by  par¬ 
ties.  In  some  instances  parties  are  sim¬ 
ply  unable  to  recall  when  the  transcript 
was  received  but  in  any  event  the  rule 
causes  unnecessary  delay  and  uncer¬ 
tainty  because  of  the  variahility  of  date 
of  receipt  in  the  mail.  The  Commission 
therefore  proposes  to  amend  the  rule  by 
permitting  motions  for  corrections  of 
transcripts  to  be  filed  within  20  days 
after  date  of  service  of  the  transcript 
without  the  need  for  certification. 

13.  Unduly  Prolonged  Usage  or  Discov¬ 
ery  Procedures  Causing  Delay  in 
Commencement  of  Hearincus.  Rule 
12(a)  (46  CFR  502.201) . 

Although  the  pr^ldlng  officer  may 
already  be  authorized  to  terminate  the 
discovery  phase  and  order  the  com¬ 
mencement  of  hearings  before  discovery 
has  been  completed,  the  rules  do  not 
presently  indicate  that  such  action  would 
be  desirable  in  the  opinion  of  the  Com¬ 
mission  when  it  appears  that  the  use  of 
discovery  procedures  is  unduly  prolong¬ 
ing  the  proceeding.  Experience  has  shown 
that  parties  have  sometimes  engaged  in 
discovery  to  an  excessive  degree  with 
the  result  that  proceedings  are  unduly 
delayed  and  in  many  instances  these 
delays  could  be  avoided  by  the  use  of 
subpenas  at  the  hearings.  Hie  Commis¬ 
sion  believes  that  the  rules  should  make 
clear  that  the  presiding  officer  is  not 
precluded  from  commencing  the  hearing 
if  necessary  to  prevent  undue  delay 
stemming  from  excessive  usage  of  dis¬ 
covery  procedures.  It  is  recognized  that 
ordinarily  a  hearing  should  await  com¬ 
pletion  of  discovery  (see  Rule  12(a)  (46 
CFR  502.201(b)  (2)),  but  In  view  of  the 
imdue  delay  which  excessive  usage  of 
discovery  procedures  has  caused,  the 
Commission  believes  that  limitations  on 
the  usage  of  discovery  should  be  clarified 
in  the  interest  of  moving  a  proceeding 
forward  to  hearing  in  a  reasonably 
prompt  fashion. 

.  14.  Absence  of  Specific  Authority  To 
Draw  Adverse  Inferences  in  Case  of 
Noncompliance  With  Order  To  Re¬ 
spond  to  Discovery  Requests.  Rule 
12(j)  (46  CPR  502.210(b)). 

Although  the  present  rule  in  question 
regarding  sanctions  for  refusal  to  re¬ 
spond  to  discovery  requests  authorizes 
the  presiding  officer  to  make  findings  as 
to  “designated  facts”,  the  rule  does  not 
specify  that  the  presiding  officer  may 
draw  adverse  inferences  in  cases  of  re¬ 
fusal  to  answer  discovery  requests  pur¬ 
suant  to  an  order  of  the  presiding  officer. 
The  rule  may  already  permit  this  sanc¬ 
tion  but  since  it  has  proven  to  be  effec- 
time  in  certain  cases  in  dieltlng  the  de¬ 
sired  Information,  the  Commission  be- 
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lieves  that  the  matter  should  be  clari¬ 
fied.  There  is,  moreover,  judicial  support 
for  the  drawing  of  adverse  inferences  in 
cases  of  refusal  to  furnish  answers  in 
administrative  proceedings.  See  “Inter¬ 
national  Union  v.  N.L.R.B.”,  459  F.  2d 
1329  (D.C.  Cir.  1972).  The  Commission 
therefore  proposes  to  amend  Rule  12(j) 
by  inserting  necessary  language  provid¬ 
ing  that  the  drawing  of  adverse  infer¬ 
ences  is  authorized  in  cases  of  noncom¬ 
pliance  with  orders  to  respond  to  discov¬ 
ery  requests. 

15.  Absence  of  Requhiement  That  Mo¬ 
tions  Seeking  Orders  To  Compel  Re¬ 
sponses  TO  Discovery  Requests  Con¬ 
tain  All  Relevant  Information  in  the 
Body  of  the  Motion  Necessary  To 
Decide  the  Matter.  Rules  12(j)  and 
12(k)  (46  CFR  502.210  and  502.211). 

Under  present  practice  parties  filing 
motions  seeking  orders  to  compel  answers 
to  discovery  requests  often  submit  inade¬ 
quate  and  incomplete  pleadings  which 
do  not  contain  within  them  the  text  of 
the  original  matters  requested  together 
with  the  text  of  answers  thereto.  Nor  do 
the  pleadings  always  provide  explana¬ 
tions  as  to  why  responses  are  deemed 
inadequate  for  the  purposes  of  the  party 
seeking  the  information.  This  state  of 
affairs  hinders  the  presiding  Adminis¬ 
trative  Law  Judge  in  rendering  a  quick 
decision  on  the  mattgr  because  he  must 
often  rummage  through  a  myriad  of 
other  documents  to  piece  together  the 
controversy.  In  cases  involving  multiple 
parties,  numerous  motions  may  be  filed, 
many  of  which  fail  to  provide  the  basic 
Information  required  for  decision  by 
merely  referring  to  this  information  in 
other  documents  filed  at  various  times 
in  the  past.  The  Commission  proposes 
to  correct  these  problems  by  requiring 
parties  to  prepare  adequate,  self-ex¬ 
planatory  pleadbigs  containing  the  text 
of  the  orighial  request  and  text  of  the 
answer,  failing  which  the  party  may  suf¬ 
fer  summary  judgment  denying  his  mo¬ 
tion. 

16.  Excessive  Length  of  Briefs,  Un¬ 
necessary  Duplication  of  Matters  in 
Briefs,  and  Failure  of  Parties  to  Pro¬ 
vide  Index  and  Table  op  Authorities 
Cited  in  All  Briefs.  Rule  13(a)  (46 
CFR  502.221) . 

Although  the  present  rules  impose  no 
limitation  on  the  length  of  briefs,  pre¬ 
vious  rules  of  the  Commission  Imposed  a 
50-page  limitation.  See  G^eral  Order 
41,  2d  Rev.,  Arndt.  4,  23  FR.  1989,  March 
26,  1958.  So  does  Rule  28(g)  of  the  Fed¬ 
eral  Appellate  Rules.  Restoration  of  the 
50-page  rule  would.  In  the  opiniim  of  the 
Commission,  Improve  the  quality  of  the 
briefs  as  well  as  save  the  time  of  the  pre¬ 
siding  Administrative  Law  Judge  and  the 
Commission  in  rendering  decisions.  Pro¬ 
vision  would  be  made  in  the  proposed  re¬ 
vision  to  permit  longer  briefs  if  circum¬ 
stances  warrant.  Similarly,  the  present 
rule  requires  no  subject  index  or  table  of 
authorities  cited  if  a  brief  is  twenty 
pages  or  less.  A  requirement  that  this  in¬ 
formation  be  contained  in  briefs  any 
length  would  not  be  unduly  burdensome 


and  would  similarly  assist  the  presiding 
Judge  and  the  Commisslcoi  in  coming  to 
a  quick  decision.  The  present  rule  also 
contains  a  non-sentence  beginning  with 
the  words  “In  addition  to”  and  ending 
“relied  upon.”  Moreover,  the  rule  pro¬ 
vides  for  xmnecessary  duplication  in  the 
briefs  since  it  requires  a  “summary  of 
evidence”  as  well  as  “proposed  findings 
of  fact  and  conclusions.”  The  Commis¬ 
sion  proposes  to  rewrite  the  rule  to  over¬ 
come  these  problems  and  to  set  forth  a 
standardized  form  of  opening  briefs 
which  conforms  to  usual  practice  and  re¬ 
quires  that  such  briefs  contain  serially 
numbered  proposed  findings  of  fact  with 
reference  to  the  record.  Such  a  format 
greatly  assists  the  presiding  Administra¬ 
tive  Law  Judge  and  the  Commission  in 
making  findings  of  fact  and  consequently 
in  rendering  expeditious  decisions. 

17.  Requirement  That  Parties  Must  Not 
File  Replies  to  Petitions  for  Recon¬ 
sideration  Unless  Permission  Is 
Granted  by  the  Commission.  Rule 
16(b)  (46  CFR  502.262). 

Under  the  present  rule  a  party  is  not 
allowed  to  file  a  reply  to  a  petition  for 
reconsideration  imless  the  Commission 
grants  reconsideration.  It  has  been  the 
Commission’s  experience  that  this  pro¬ 
vision  has  caused  delay  either  because 
parties  frequently  file  replies  anyway  be¬ 
fore  permission  is  granted  or  time  is 
consumed  in  determining  whether  re¬ 
plies  should  be  permitted.  The  Commis¬ 
sion  believes  that  it  would  be  more  prac¬ 
tical  and  expeditious  to  permit  replies  to 
be  filed  as  a  matter  of  right  and  to 
decide  the  matter  on  the  basis  of  both  the 
petition  and  replies.  The  Commission 
proposes  to  amend  the  rule  accordingly. 

18.  Reference  to  “Examiners”  Rather 
Than  “Administrative  Law  Judges"  in 
Delegation  of  Authority  To  Issue 
Initial  or  Recommended  Decisions. 
Rule  13(c)  46  CFR  502.223). 

In  an  apparent  oversight.  Rule  13(c), 
which  concerns  delegation  of  authority 
to  Administrative  Law  Judges  to  make 
and  serve  initial  or  recommended  deci¬ 
sions,  incorrectly  refers  to  “examiners” 
rather  than  to  “Administrative  Law 
Judges,”  the  correct  designation.  The 
Commission  proposes  to  amend  the  rule 
in  question  to  correct  the  error. 

■Therefore,  pursuant  to  section  4  of 
-the  Administrative  Procedure  Act  (5 
U.S.C.  553)  and  sections  27  and  43  of  the 
Shipping  Act.  1916  (46  U.S.C.  826,  841 
(a) ) ,  Part  502  of  Title  46,  Code  of  Fed¬ 
eral  Regulations,  is  proposed  to  be 
amended  as  set  forth  below. 

1.  Section  502.21  is  proposed  to  be 
amended  by  adding  new  paragraphs  (c) 
and  (d)  as  follows: 

§  502.21  Appearance. 

•  *  •  *  • 

(c)  Special  requirement.  An  appear¬ 
ance  may  be  either  general,  that  is,  with¬ 
out  reservation,  or  it  may  be  special,  that 
is,  confined  to  a  particidar  issue  or  ques¬ 
tion.  When  a  party  is  r^resented  by 
counsel  or  other  representative  and  such 
counsd  or  representative  enters  an  ap¬ 


pearance  at  a  hearing  or  prehearing  con¬ 
ference,  such  counsel  or  representative 
will  be  expected  to  represent  his  client  or 
principal  faithfully  imtil  the  completion 
of  the  proceeding  in  which  he  has  been 
retained,  or  imtil  the  completion  of  the 
part  of  the  proceeding  for  which  he  has 
specially  appeared.  A  counsel  or  repre¬ 
sentative  who  has  entered  his  appear¬ 
ance  at  the  hearing  or  prehearing  con¬ 
ference  shall  not  be  permitted  to  with¬ 
draw  from  the  hearing  or  prehearing 
conference,  or  willfully  to  absent  himself 
therefrom,  except  for  good  cause  and, 
wherever  practicable,  only  with  the  iier- 
mission  of  the  presiding  officer.  If  a  per¬ 
son  desires  to  appear  specially,  he  must 
expressly  so  state  when  he  enters  his  ap¬ 
pearance  and  at  that  time  he  shall  also 
state  the  questions  or  issues  to  which  he 
is  confining  his  appearance;  otherwise, 
his  appearance  will  be  considered  as 
general. 

(d)  Absence  from  hearing  or  prehear¬ 
ing  conference.  If  any  person  shall,  after 
entering  an  appearance,  attempt  to  with¬ 
draw  from  the  hearing  or  prehearing 
conference  in  a  manner  other  than  tbat 
specified  in  the  preceding  paragraph, 
the  presiding  officer,  with  or  without  the 
motion  of  any  party,  may  take  such  ac¬ 
tion  as,  in  the  interest  of  justice  and 
the  protection  of  the  lawful  rights  of  all 
parties  to  the  proceeding  and  the  cir¬ 
cumstances  of  the  case  may  warrant,  in¬ 
cluding  the  striking  out  of  all  or  any  part 
of  any  pleading  of  the  offending  party, 
and  including  the  possible  dismissal  of 
the  proceeding,  or  any  part  thereof,  the 
entry  of  an  order  of  default  against  that 
party,  or  the  referral  of  the  matter  to 
the  Commission  for  disciplinary  action 
pursuant  to  §  502.30. 

§  502.64  [Amended] 

2.  (a)  Section  502.64  is  proposed  to  be 
amended  by  deleting  the  words  “or  dis¬ 
miss”  from  the  first  sentence. 

(b)  Section  502.71  is  proposed  to  be 
amended  by  deleting  the  last  two  sen¬ 
tences  and  substituting  the  following 
language: 

§  502.71  Bill  of  particulars. 

•  •  •  The  filing  of  a  motion  for  a  bill 
of  particulars  shall  not  stay  the  time  for 
filing  an  answer  to  the  complaint. 

(c)  Section  502.73  Is  proposed  to  be 
amended  by  adding  the  following  lan¬ 
guage: 

§  502.73  Motions. 

•  *  •  The  filing  of  a  motion  to  dismiss 
a  complaint  in  whole  or  in  part  shall  not 
stay  the  time  for  filing  an  answer  to  the 
complaint. 

3.  Section  502.67  Is  proposed  to  be 
amendectby  adding  a  new  paragraph  (c) 
as  follows: 

§  502.67  Proceedings  under  section  3 
of  the  Intereoastal  Act. 

•  •  •  •  • 

(c)  Whenever  a  common  carrier  by 
water  subject  to  the  provisions  of  sec¬ 
tion  3  the  Intercoastal  Shipping  Act, 
1033,  files  a  general  increase  in  Its  rate 
schedules  and  the  primary  Issue  before 
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the  Commission  Is  to  determine  whether 
the  carrier  needs  additional  revenue,  the 
Commission  may  determine  that  the 
matter  will  be  decided  under  a  specially 
expedited  procedure  on  the  basis  of 
affidavits  of  fact  and  memoranda  of  law 
when  the  following  conditions  exist: 

(1)  The  carrier  relies  upon  financial 
statements  compiled  in  accordance  with 
approved  accoimting  methodologies  set 
forth  in  applicable  Commission  regula¬ 
tions. 

(2)  The  Information  contained  in  such 
statements  demonstrates  prospective 
losses  or  return  on  investment  no  greater 
than  7.5  percent. 

(3)  Protests  do  not  significantly  ques¬ 
tion  the  reliability  or  authenticity  of  the 
data  contained  in  the  statements  but 
raise  issues  only  concerning  accounting 
or  allocation  methodologies  prescribed 
by  applicable  Commission  regulations. 

(4)  There  are  no  material  facts  in  dis¬ 
pute  concerning  operational  matters, 
mismanagement,  inefficiencies,  traffic 
predictions,  or  other  issues  vmrelated  to 
accounting  methodologies  prescribed  by 
applicable  Commission  regulations. 

If  the  above  conditions  exist  and  the 
Commission  determines  that  the  spe¬ 
cially  expedited  procedure  is  appropriate, 
the  Commission  shall  serve  a  notice  to 
that  effect  on  all  parties  named  therein 
and  shall  establish  a  schedule  for  the 
filing  of  affidavits  of  fact  and  memoranda 
of  law.  If  one  of  the  above  conditions 
does  not  exist  and  the  Commission  de¬ 
termines  that  the  issues  raised  cannot  be 
decided  in  reliance  upon  such  affida¬ 
vits  and  memoranda,  the  Commission, 
when  referring  the  matter  to  the  Office 
of  Administrative  Law  Judges  for  an  evi¬ 
dentiary  hearing,  shall  specify  the  issues 
to  be  resolved  by  means  of  such  hearing 
and  shall  limit  cross-examination  and 
oral  evidence  accordingly. 

4.  (a)  Section  502.69  is  proposed  to  be 
amended  by  adding  the  following  lan¬ 
guage  to  the  beginning  of  the  rule: 

§  502.69  Petitions— general. 

Except  when  submitted  in  connection 
with  a  docketed  proceeding,  •  •  • 

(b)  Section  502.73  is  proposed  to  be 
amended  further  by  deleting  the  first 
three  sentences  and  substituting  the  fol¬ 
lowing  language: 

§  502.73  Motions. 

In  any  docketed  proceeding,  an  ap¬ 
plication  or  request  for  an  order  or  rul¬ 
ing  not  otherwise  specifically  provided 
for  in  the  rules  in  this  part  shall  be  by 
motion.  After  the  assignment  of  a  presid¬ 
ing  officer  to  a  proceeding  and  before  the 
Issuance  of  his  recommended  or  initial 
decision,  all  motions  shall  be  addressed 
to  and  ruled  upon  by  the  presiding  of¬ 
ficer  unless  the  subject  matter  of  the  mo¬ 
tion  is  beyond  his  authority,  in  which 
event  he  shall  refer  the  matter  to  the 
Commission.  If  the  proceeding  is  not 
before  him,  motions  shall  be  addressed 
to  and  passed  upon  by  the  Commis¬ 
sion.  *  *  • 

5.  (a)  A  new  §  502.95  is  proposed  ^  be 
added  as  follows: 

§  502.95  Prehearing  stipulations. 

In  every  formal  proceeding  before  the 
Commission,  it  shall  be  the  duty  of  every 


party  prior  to  hearing  to  make  a  good- 
faith  effort  to  stipulate  as  many  facts  as 
are  reasonably  susceptible  to  stipulation 
and  to  submit  such  stipulations  as  may 
be  reached  prior  to  hearing  at  such  time 
as  may  be  established  by  the  Commission 
or  the  Presiding  Administrative  Law 
Judge,  if  the  proceeding  has  been  re¬ 
ferred  to  an  Administrative  Law 
Judge.  The  parties  or  a  designated  lead 
counsel  shall,  prior  to  hearing,  file  a 
statement  certifying  that  the  parties 
have  communicated  or  conferred  in  an 
effort  in  good  faith  to  stipulate  to  the 
fxillest  extent  possible  with  the  stipula¬ 
tion  submitted  if  any.  If  no  stipulation 
can  be  reached,  a  statement  shall  be  filed 
certifyii^  that  no  stipulation  was  possi¬ 
ble  despite  good-faith  effort  to  stipulate, 
in  the  event  any  party  refuses  to  com¬ 
municate  or  confer  in  an  effort  to  enter 
into  a  stipulation  without  good  reason  or 
refuses  to  enter  into  such  stipulation 
without  good  reason,  the  party  or  parties 
seeking  the  stipulation  may  apply  to  the 
Commission  or  tiie  Presiding  Adminis¬ 
trative  Law  Judge  for  an  order  request¬ 
ing  the  matter  to  be  treated  as  a  request 
for  admission  pursuant  to  §  502.208(c) 
and  seek  any  order  provided  by  that  sec¬ 
tion  or  any  other  order  which  may  be 
appropriate  under  the  circumstances.  A 
stipulation  may  be  proposed  even  if  not 
subscribed  by  all  parties.  [Rule  6(e) .] 

(b)  A  new  §  502.96  is  proposed  to  be 
added  as  follows: 

§  502.96  Prehearing  statements. 

(a)  Unless  waiver  is  granted  by  the 
presiding  officer,  it  shall  be  the  duty  of 
all  parties  to  a  proceeding  to  prepare  a 
prehearing  statement  or  statements  at  a 
time  and  in  the  manner  to  be  established 
by  the  presiding  officer  provided  that 
there  has  been  reasonable  opportunity 
for  discovery.  To  the  extent  possible, 
joint  statement  should  be  prepared. 

(b)  A  prehearing  statement  shall  state 
the  name  of  the  party  or  parties  on  whose 
behalf  it  is  presented  and  brlefiy  set  forth 
the  following  matters,  unless  otherwise 
ordered  by  the  presiding  officer: 

(1)  Issues  involved  in  the  proceeding. 

(2)  Facts  stipulated  pursuant  to  the 
procedures  of  §  502.95. 

(3)  Facts  in  dispute. 

(4)  Witnesses  and  exhibits  by  which 
disputed  facts  will  be  litigated. 

(5)  A  brief  statement  of  applicable 
law. 

(6)  The  conclusion  to  be  drawn. 

(7)  Suggested  time  and  location  of 
hearing  and  estimated  time  required  for 
presentation  of  the  party’s  or  parties’ 
case. 

(8)  Any  appropriate  comments,  sug¬ 
gestions  or  information  which  might  as¬ 
sist  the  parties  in  preparing  for  the  hear¬ 
ing  or  otherwise  aid  in  the  disposition 
of  the  proceeding. 

(9)  A  statement  that  the  party  or 
parties  have  communicated  or  conferred 
in  a  good-faith  effort  to  reach  stipula¬ 
tion  to  the  fullest  extent  possible. 

(c)  No  party  to  a  proceeding  may, 
unless  otherwise  permitted  by  the  pre¬ 
siding  officer,  introduce  facts  or  argue 
points  of  law  outside  the  scope  of  the 
facts  and  law  outlined  in  the  prehearing 
statement.  Failure  to  file  a  prehearing 


statement,  imless  waiver  has  been  grant¬ 
ed  by  the  presiding  officer,  may  result  in 
dismissal  of  a  party  from  the  proceed¬ 
ing,  dismissal  of  a  complaint,  judgment 
against  respondents,  or  imposition  of 
such  other  sanctions  as  may  be  appro¬ 
priate  under  the  circumstances. 

(d)  Following  the  submission  of  pre- 
hearing  statements  the  presiding  officer 
may,  upon  motion  or  otherwise,  convene 
a  prehearing  conference  for  the  purpose 
of  fmrther  narrowing  issues  and  limiting 
the  scc^e  of  the  hearing  if,  in  his  opinion, 
the  prehearing  statements  indicate  lack 
of  dispute  of  material  fact  not  previous¬ 
ly  acknowledged  by  the  parties  or  lack 
of  legitimate  need  for  cross-examination 
and  is  authorized  to  issue  appropriate 
orders  consistent  with  the  purpose  stated 
in  this  section. 

6.  Section  502.105  is  proposed  to  be 
amended  by  adding  the  following  two 
sentences: 

§  502.105  Waiver  of  rules  governing  en¬ 
largements  of  time  and  postpone¬ 
ments  of  hearings. 

•  *  •  Requests  for  enlargement  of  time 
or  motions  to  postpone  or  cancel  a  pre- 
hearing  conference  or  hearing  must  be 
received,  whether  orally  or  in  writing, 
at  least  five.  (5)  days  before  the  sched¬ 
uled  date.  Failure  to  meet  this  require¬ 
ment  may  result  in  summary  rejection  of 
the  request. 

7.  Section  502.114  is  proposed  to  be 
amended  by  terminating  the  last  sen¬ 
tence  of  the  rule  after  the  word  “pre¬ 
paid”  and  adding  the  following  sen¬ 
tence: 

§  502.114  Service  by  parties. 

*  *  •  The  date  of  filing  shall  be  ei¬ 
ther  the  date  on  which  the  pleading, 
document,  or  paper  is  physically  lodged 
with  the  Secretary  by  a  party  or  the  date 
which  a  party  certifies  it  to  be  deposited 
in  the  mail. 

8.  (a)  Section  502.118  is  proposed  to 
be  am^ded  by  designating  the  present 
rule  as  paragraph  (a)  and  adding  a  new 
paragraph  (b)  as  follows: 

§  502.118  Copies  of  documents  for  use 
of  the  Commission. 

•  *  «  «  * 

(b)  In  the  case  of  documents  filed, 
served,  or  exchanged  In  connection  with 
discovery  procedtu^  set  forth  in  Sub¬ 
part  L  of  this  part,  except  for  motions 
filed  pursuant  to  §  502.210  or  S  502.211. 
the  original  shall  be  filed  with  the  Secre¬ 
tary  for  the  use  of  the  Ccmimisslon  or 
the  presiding  officer,  tmless  otherwise  di¬ 
rected  by  the  Commission  or  the  presid¬ 
ing  officer,  and  copies  shall  be  served 
upon  the  parties  as  provided  by  the  pro¬ 
cedures  set  forth  in  Subpart  L  of  this 
part.  In  the  case  of  letters  or  other  writ¬ 
ten  communications  to  the  presiding  of¬ 
ficer,  an  original  with  two  copies  shall 
be  filed  with  the  Secretary  for  incl\ision 
in  the  public  docket  and  for  the  use  of 
the  presiding  officer. 

(b)  Section  502.201(a)  is  proposed  to 
be  amended  by  adding  the  following  lan¬ 
guage  to  the  end  of  the  sentence: 
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§  502.201  General. 

(a)  *  *  *  and,  except  in  the  case  of 
motions  filed  pursuant  to  S  502.210  or 
§  502.211,  are  not  governed  by  the  re¬ 
quirements  of  S  502.118  regarding  the 
furnishing  of  fifteen  (15)  copies  for  the 
use  of  the  Ccxnmission. 

*  * 

9.  (a)  Section  502.153  is  proposed  to 
be  revised  to  read  as  follows: 

§  502.153  Appeal  from  ruling  of  pre¬ 
siding  officer  other  than  orders  of 
dismissal  in  whole  or  in  part. 

Rulings  of  the  presiding  officer  may 
not  be  appealed  prior  to,  during  the 
course  of  the  hearing,  or  subsequent 
thereto  if  the  proceeding  is  stiU  before 
the  presiding  officer  except  where  the 
presiding  officer  shall  find  it  necessary  to 
allow  an  appeal  to  the  Conunission  to 
prevent  substantial  delay,  expense,  or 
detriment  to  the  public  interest,  or  tmdue 
prejudice  to  a  party.  Any  party  seeking 
to  appeal  must  file  a  motion  for  leave  to 
appeal  no  later  them  fifteen  days  after 
service  of  the  ruling  in  question  unless 
the  presiding  officer  for  good  cause  shown 
enlarges  or  shortens  the  time.  Any  such 
motion  ^all  contain  not  only  the 
grounds  for  leave  to  appeal  but  the  ap¬ 
peal  itself.  If  the  motion  is  granted,  the 
presiding  officer  shall  certify  the  appeal 
to  the  Commission.  Unless  otherwise 
provided,  the  certification  of  the  appeal 
shall  not  operate  as  a  stay  of  the  pro¬ 
ceeding  before  the  presiding  officer.  The 
provisions  of  9  502.10  [Rule  l(j)]  shall 
not  apply  to  this  section.  [Rule  10(m).] 

(b)  Section  502.227  is  proposed  to  be 
amended  by  revising  the  title  to  read  as 
follows: 

(c)  Section  502.227  is  proposed  to  be 
amended  further  by  designating  the 
present  rule  as  paragraph  (a)  and  add¬ 
ing  the  following  new  paragraph  (b) : 

§  502.227  Exceptions  to  decisions  or 
orders  of  dismissal  of  Administrative 
^  Law  Jndges;  replies  thereto;  and  re¬ 
view  of  decisions  or  orders  of  dis¬ 
missal  by  Commission. 

•  •  *  «  • 

(b)  If  an  Administrative  Law  Judge 
has  granted  a  motion  for  dismissal  of 
the  proceeding  in  whole  or  in  part,  any 
party  desiring  to  appeal  must  file  such 
appeal  no  later  than  fifteen  days  sifter 
service  of  the  ruling  on  the  motion  In 
question. 

\  (d)  Section  502.261  is  proposed  to  be 

sunended  by  suidlng  the  following  lan¬ 
guage  to  the  last  sentence  of  the  rule: 

§  502JE61  Petitions. 

•  or  of  an  Administrative  Law 
Judge  if  the  proceeding  is  before  him. 

10.  Section  502.156  is  proposed  to  be 
amended  by  adding  the  following  sen¬ 
tence: 

§  502.156  Evidence  admissible. 

*  *  *  Unless  inconsistent  with  the 
requir«nents  of  the  Administrative  Pro¬ 
cedure  Act,  the  Federal  Rules  of  Evi¬ 
dence,  Pub.  L.  93-595,  effective  July  1, 
1975,  will  also  be  applicable. 


PROPOSED  RULES 

§  502.162  [Amended] 

11.  (a)  Section  502.162  is  proposed  to 
be  amended  by  adding  the  following  lan¬ 
guage  to  the  first  sentence: 

•  •  •  whether  or  not  the  parties  have 
entered  into  prehearing  stipidatlons  pur¬ 
suant  to  9  502.95.  •  *  • 

(b>  Section  502.162  is  proposed  to  be 
amended  further  by  addirijg  the  following 
sentences  at  the  end  of  the  rule: 

•  •  *  A  stipulation  may  be  proposed 
even  if  not  subscribed  by  all  imrties.  Any 
party  refusing  to  stipulate  without  good 
reason  may  be  subject  to  appropriate 
orders  as  provided  by  9  502.95. 

12.  Section  502.166  is  proposed  to  be 
amended  by  revising  the  second  and 
third  sentences  to  read  as  follows: 

§  502.166  Corrections  of  transcript. 

•  •  •  Motions  made  after  the  hearing 
to  correct  the  record  shall  be  filed  with 
the  presiding  officer  within  twenty  (20) 
days  after  service  of  the  transcript,  un¬ 
less  otherwise  directed  by  the  presiding 
officer,  and  shall  be  served  on  all  parties. 
Such  motions  may  be  in  the  form  of  a 
letter.  •  •  • 

13.  Section  502.201(b)  ((2)  is  proposed 
to  be  amended  by  adding  the  following 


language: 

4  ♦ 

* 

* 

§  302.201 

* 

General. 

* 

<b)  *  • 

♦ 

(2)  •  •  *  Nothing  herein  shall  be  con¬ 
strued  to  preclude  the  presiding  officer 
from  ordering  a  hearing  to  commerce 
before  the  completion  of  discovery  and 
inspection  procedures  conducted  pur¬ 
suant  to  Subpart  L  of  this  part. 

§§  210.210  and  502.211  [Amended] 

14.  Section  502.210(b)(2)  is  proposed 
to  be  amended  by  Inserting  the  following 
language  at  the  end  thereof : 

(b)  •  •  * 

(2)  *  *  *  or  an  order  that  with  respect 
to  matters  regarding  which  the  order  was 
made  or  any  other  designated  fact,  in¬ 
ferences  will  be  drawn  adverse  to  the  per¬ 
son  or  party  refusing  to  obey  such  order 
made  under  paragraph  (a)  of  this  sec¬ 
tion: 

*  *  •  *  * 

15.  Sections  502.210(a)  and  502.2tl(a) 
are  proposed  to  be  amended  by  adding 
the  following  sentences: 

Application  for  any  order  made  pur¬ 
suant  to  this  section  shall  also  set  forth 
the  text  of  the  information  as  originally 
requested,  the  text  of  the  response  there¬ 
to,  and  the  reason(s)  why  such  response 
is  deemed  inadequate.  Replies  to  such  ap¬ 
plication  shall  specifically  set  forth  the 
reason  (s)  why  such  response  is  deemed 
to  be  in  full  compliance  with  the  request. 
Failure  of  either  party  to  comply  with 
this  rule  may  result  in  summary  denial  or 
granting  of  the  application. 

16.  Section  502.221  is  proposed  to  be 
amended  by  revising  the  last  three  sen¬ 
tences  to  read  as  follows: 

§  502.221  Briefs;  requests  for  findings. 

*  *  *  Unless  otherwise  ordered  by  the 
presiding  officer,  opening  or  initial  briefs 


shall  contain  the  following  matters  in 
separately  captioned  sections: 

Introductory  section  describing  the 
nature  and  background  of  the  case,  pro¬ 
posed  findings  of  fact  in  serially  num¬ 
bered  paragiraphs  with  reference  to  ex¬ 
hibit  numbers  and  pages  of  the  tran¬ 
script,  argument  based  upon  principles 
of  law  with  appropriate  citati<ms  of  the 
authorities  relied  upon,  and  conclusions. 
Elxcept  for  good  cause  shown  cm  motion 
by  any  party,  briefs  shall  be  limited  to  a 
maximum  of  fifty  (50)  printed  pages,  ex¬ 
clusive  of  the  table  of  ctmtents,  table  of 
citation  of  authorities,  appendix,  and 
certificate  of  service.  All  briefs  shall  con¬ 
tain  a  subject  index  or  table  of  contents 
with  page  references  and  a  list  of  au¬ 
thorities  cited.  [Rule  13(a)  .1 

17.  Section  502.262  is  proposed  to  be 
revised  to  read  as  follows : 

§  502.262  Reply. 

Any  party  may  file  a  reply  to  a  peti¬ 
tion  for  reconsideration  within  fifteen 
days  in  accordance  with  9  502.74  [Rule 
5(n)  ].  The  reply  shall  be  served  in  con¬ 
formity  with  Subpart  H  (Rule  8) .  [Rule 
16(b).] 

§  502.223  [.Amended] 

18.  Section  502.223  is  proposed  to  be 
amended  by  substituting  the  words 
“Administrative  Law  Judges”  for  the 
words  “examiners  of  the  Office  of  Hear¬ 
ing  Examiners”. 

Interested  persons  may  participate  in 
this  rulemaking  proceeding  by  filing  with 
the  Secretary,  Federal  Maritime  Com¬ 
mission,  Washington,  D.C.  20573,  on  or 
before  October  20,  1975,  an  original  and 
fifteen  copies  of  their  views  or  argu¬ 
ments  pertaining  to  the  proposed  rules. 

Since  the  proposals  set  forUi  in  this 
rulemaking  proceeding  concern  proce¬ 
dural  matters  limited  to  the  conduct  of 
formal  proceedings  before  the  Commis¬ 
sion,  their  adoption  could  in  no  way  be 
considered  to  result  in  major  federal 
action  significantly  affecting  the  quality 
of  the  human  environment  within  the 
meaning  of  the  National  Environmental 
Policy  Act  of  1969  (42  U.S.C.  4321 
et  seq.).  Consequently  no  environmental 
assessment  will  be  imdertaken  and  no 
environmental  impact  statement  will  be 
issued  in  this  proceeding. 

By  order  of  the  Federal  Maritime 
Ckunmission. 

[SEAL]  Francis  C.  Hurney, 

Secretary. 

I FR  DOC.7&-2S434  Filed  9-23-75;8 :45  am] 

POSTAL  SERVICE 

[  39  CFR  Parts  42. 43. 44, 45, 47  ] 

INTERNATIONAL  SPECIAL  MAIL 
SERVICES 

Proposed  Increase  in  Fees 
Correction 

In  FR  Doc.  75-24937  appearing  on  page 
43232  in  the  issue  of  Friday,  Septem- 
bem9,  1975,  in  9  433(b),  immediately 
under  the  first  entry  in  the  table,  insert 
the  following: 

$16.01  to  $50.00 .  0.80 
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This  section  of  the  FEDERAL  REGISTER  contains  documents  othe  r  than  rules  or  proposed  rules  that  are  applicable  to  the  public.  Notices 
Of  hearings  and  investigations,  committee  meetings,  agency  decisions  and  rulings,  delegations  of  authority,  filing  of  petitions  and  applications 
and  agency  statements  of  organization  and  functions  are  examples  of  documents  appearing  in  this  section. 


DEPARTMENT  OF  STATE 

[Public  Notice  464] 

USE  OF  U.S.  PASSPORTS  FOR  TRAVEL 
INTO  OR  THROUGH  CAMBODIA 

Restrictions 

Pursuant  to  the  authority  of  Executive 
Order  11295  and  in  accordance  with  22 
CPR  51.72(c) ,  the  use  of  U.S.  passports 
for  travel  into  or  through  Cambodia  is 
restricted.  In  the  aftermath  of  the  war 
in  Cambodia,  conditions  in  that  country 
remain  unsettled.  The  severe  hostility  of 
the  Cambodian  regime  toward  the  United 
States  continues,  and  the  United  States 
has  no  diplomatic  relations  of  any  kind 
with  that  regime.  Nor  are  there  any  dip¬ 
lomatic  missions  in  Cambodia  which 
could  provide  protection  on  behalf  of  the 
U.S.  Government.  The  Department  of 
State  believes  that  unrestricted  travel 
by  American  citizens  to  Cambodia  could 
be  hazardous  and  would  seriously  impair 
the  conduct  of  U.S.  foreign  affairs. 

U.S.  passports  shall  not  be  valid  for 
travel  into  or  through  Cambodia  unless 
specifically  validated  for  such  travel  xm- 
der  the  authority  of  the  Secretary  of 
State. 

This  public  notice  shall  expire  on 
March  18, 1976,  unless  extended  or  sooner 
revoked  by  public  notice. 

Effective  Date.  This  notice  becomes  ef¬ 
fective  on  September  19,  1975. 

Dated:  September  18, 1975. 

Henry  A.  Kissinger, 
Secretary  of  State. 

[PR  Doc.75-25458  Plied  9-23-75:8:45  am] 


[Public  Notice  466] 

USE  OF  U.S.  PASSPORTS  FOR  TRAVEL 
INTO  OR  THROUGH  CUBA 

Restrictions 

Pursuant  to  the  authority  of  Execu¬ 
tive  Order  11295  and  in  accordance  with 
22  CFR  51.72(c),  use  of  U.S.  passports 
for  travel  into  or  through  Cuba  remains 
restricted.  To  permit  unrestricted  travel 
would  be  incompatible  with  the  resolu¬ 
tions  adopted  at  the  Ninth  Meeting  of 
Consultation  of  Ministers  of  Foreign  Af¬ 
fairs  of  the  Organization  of  American 
States,  of  which  the  United  States  is  a 
member.  At  this  meeting,  held  in  Wash¬ 
ington  from  Jifiy  21  to  26,  1964,  it  was 
resolved  that  the  governments  of  the 
American  States  not  maintain  diplo¬ 
matic,  consular,  trade  or  shipping  rela¬ 
tions  with  Cuba  under  its  present  gov¬ 
ernment.  This  resolution  was  reafiBrmed 
in  the  Twelfth  Meeting  of  Ministers  of 
Foreign  Affairs  of  the  OAS  held  in  Sep¬ 
tember  1967,  which  adopted  resolutions 
calling  upon  Member  States  to  apply 


strictly  the  recommendations  pertaining 
to  the  movement  of  fimds  and  arms  from 
Cuba  to  other  American  nations. 

The  OAS  resolution  of  July  29,  1975, 
left  Member  States  free  to  act  to  continue 
or  terminate  actions  consistent  with  the 
1964  resolution.  The  United  States,  like 
a  number  of  other  OAS  Members,  has 
chosen  to  continue  to  act  consistently 
with  the  1964  resolution  and  in  that  con¬ 
nection  to  maintain  restrictions  on  travel 
to  Cuba  imtll  developments  in  U.S.- 
Cuban  bilateral  relations  warrant  their 
removal. 

U.S.  passports  shall  not  be  valid  for 
travel  into  or  through  Cuba  unless  specif¬ 
ically  validated  for  such  travel  under  the 
authority  of  the  Secretary  of  State. 

This  public  notice  shall  expire  on  or 
before  March  24,  1976,  unless  extended 
or  sooner  revoked  by  pubic  notice. 

Effective  date.  This  notice  becomes  ef¬ 
fective  on  September  19, 1975. 

Dated:  September  18, 1975. 

[seal]  Henry  A.  Kissinger, 

Secretary  of  State. 
[FR  Doc.75-25459  Filed  9-23-75;8;45  am] 

[Public  Notice  466] 

USE  OF  U.S.  PASSPORTS  FOR  TRAVEL 
INTO  OR  THROUGH  NORTH  KOREA 

Restrictions 

Pursuant  to  the  authority  of  Executive 
Order  11295  and  in  accordance  with  22 
CFR  51.72(c),  use  of  U.S.  passports  for 
travel  into  or  through  North  Korea  re¬ 
mains  restricted.  In  view  of  the  con¬ 
tinued  hostility  of  the  North  Korean 
regime  toward  the  United  States,  the  un¬ 
settled  situation  along  the  Military  De¬ 
marcation  Line,  and  the  special  positixm 
of  the  Government  of  the  Republic  of 
Korea  as  the  only  movement  on  the 
Korean  Peninsula  recognized  by  the  U.S., 
the  Department  of  State  believes  that 
wholly  imrestricted  travel  by  American 
citizens  to  North  Korea  woifid  seriously 
impair  the  conduct  of  U.S.  foreign 
affairs. 

U.S.  passports  shall  not  be  valid  for 
travel  into  or  through  North  Korea  un¬ 
less  specifically  validated  for  such  travel 
under  the  authority  of  the  Secretary  of 
State. 

This  public  notice  shall  expire  on  or 
before  March  24,  1976,  unless  extended 
or  sooner  revoked  by  public  notice. 

Effective  date.  This  notice  becomes  ef¬ 
fective  on  September  19,  1975.  ^ 

Dated:  September  18,  1975. 

[SEAL]  Henry  A.  Kissinger, 
Secretary  of  State. 
[FR  Doc.76-25460  Filed  9-23-76:8:46  am] 


[Public  Notice  467] 

USE  OF  U.S.  PASSPORTS  FOR  TRAVEL 
INTO  OR  THROUGH  NORTH  VIETNAM 

Restrictions 

Pursuant  to  the  authority  of  Executive 
Order  11295  and  in  accordance  with  22 
CFR  51.72(c),  the  use  of  U.S.  passports 
for  travel  into  or  through  North  Vietnam 
remains  restricted.  In  the  aftermath  of 
the  signing  on  January  27,  1973,  of  the 
Agreement  on  Ending  the  War  and  Re¬ 
storing  Peace  in  Vietnam,  tensions  con¬ 
tinue  to  be  high  and  conditions  unsettled 
in  the  Indo-China  area.  The  Peace 
Agreement  envisages  that  the  implemen¬ 
tation  of  the  Agreement  will  create  con¬ 
ditions  for  establishing  a  new,  equal  and 
mutually  beneficial  relationship  between 
the  United  States  and  North  Vietnam. 
However,  the  development  of  such  a  new 
relationship  is  still  in  its  earliest  stages. 
In  these  circumstances  the  Department 
of  State  believes  that  unrestricted  travel 
by  American  citizens  to  North  Vietnam 
would  seriously  impair  the  conduct  of 
U.S.  foreign  affairs. 

U.S.  passports  shall  not  be  valid  for 
travel  into  or  through  North  Vietnam 
unless  specifically  validated  for  such 
travel  imder  the  authority  of  the  Secre¬ 
tary  of  State. 

This  public  notice  shall  expire  at  the 
end  of  six  months  from  the  effective  date, 
unless  extended  or  sooner  revoked  by 
public  notice. 

Effective  date.  This  notice  becomes  ef¬ 
fective  on  September  19,  1975. 

Dated:  September  18,  1975. 

[seal]  Henry  A.  Kissinger, 
Secretary  of  State. 

[FR  Doc.75-25461  FUed  9-23-76:8:46  am] 

[Public  Notice  468] 

USE  OF  U.S.  PASSPORTS  FOR  TRAVEL 

INTO  OR  THROUGH  SOUTH  VIETNAM 

Restrictions 

Pursuant  to  the  authority  of  Executive 
Order  11295  and  in  accordance  with  .22 
CFR  51.72(c),  the  use  of  U.S.  passports 
for  travel  into  or  through  South  Vietnam 
remains  restricted.  In  the  aftermath  of 
the  Communist  takeover  of  South  Viet¬ 
nam  on  April  30,  1975,  conditions  con¬ 
tinue  to  be  unsettled  in  the  Indochina 
area.  Under  these  circumstances  the  U.S. 
believes  that  unrestricted  travel  by 
American  citizens  to  South  Vietnam 
would  seriously  impair  the  conduct  of 
U.S.  foreign  affairs. 

U.S.  passports  shall  not  be  valid  for 
travel  into  or  through  South  Vietnam 
unless  specifically  validated  for  such 
travel  imder  the  authority  of  the  Secre¬ 
tary  of  State. 
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This  public  notice  shall  expire  on  or 
before  March  24,  1976,  unless  extended 
or  sooner  revoked  by  public  notice. 

Effective  date.  This  notice  becomes  ef¬ 
fective  on  September  19, 1975. 

Dated:  September  18, 1975. 

[seal]  Henry  A.  Kissinger, 
Secretary  of  State. 

[FR  Doc.75-25462  FUed  9-23-75:8:45  am] 

DEPARTMENT  OF  DEFENSE 
Corps  of  Engineers 
COLORADO 
Application 

September  8,  1975. 

Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920,  as  amended  (30  U.S.C.  185), 
Public  Service  Company  of  Colorado  has 
applied  for  a  fud-carr3dng  pipeline 
right-of-way  in,  through,  and  across  the 
following  U.S.  Government-owned  lands, 
said  lands  being  within  the  Cherry  Creek 
Lake  Project,  Colorado; 

Asapahoe  Coxtnty,  Colorado 

T.  4  S.,  R.  66  W„  6th  P.M., 

Secs.  30  and  31. 

(Said  right-of-way  to  consist  of  a  strip  of 
land  ten  feet  In  width) 

The  pipeline  in  its  entirety,  will  con¬ 
vey  gasoline  between  two  points  located 
in  Aurora,  Colorado. 

The  pippose  of  this  notice  is  to  inform 
the  public  that  the  Corps  of  Engineers 
will  be  proceeding  with  consideration  of 
whether  the  application  should  be  ap¬ 
proved  and,  if  so,  under  what  terms  and 
conditions. 

Those  persons  who  desire  to  make 
comments  or  objections  should  state 
their  views  in  detail  and  send  them  to 
the  District  Engineer,  Omaha  District, 
Corps  of  Engineers,  6014  U.S.P.O.  & 
Couiihouse,  Omaha,  Nebraska  68102,  on 
or  before  October  24, 1975. 


may  be  obtained  is  Colonel  John  N.  Al¬ 
bertson,  Jr.,  Executive  Officer,  Armed 
Forces  Institute  of  Pathology,  Washing¬ 
ton,  D.C.  20306.  telei^one  576-2900. 

For  the  director. 

Joseph  R.  Henry, 

CPT,  MSC,  USA,  Adjutant. 

IFR  Doc.75-25460  Piled  9-23-75:8:45  am] 

Office  of  the  Secretary 

DEFENSE  SCIENCE  BOARD  TASK  FORCE 
ON  ACCURACY 

Advisory  Committee  Meeting 

The  Defense  Science  Board  Task 
Force  on  Accuracy  will  meet  in  closed 
session  on  October  15-16, 1975,  at  the  of¬ 
fices  of  the  Aerospace  Corporation,  El 
Segundo,  California. 

The  mission  of  the  Defense  Science 
Board  is  to  advise  the  Secretary  of  De¬ 
fense  and  the  Director  of  Defense  Re¬ 
search  and  Engineering  on  overall  re¬ 
search  and  engineering  and  to  provide 
long  range  guidance  in  these  areas  to 
the  Department  of  Defense. 

The  Task  Force  will  undertake  a  re¬ 
view  of  the  accuracy  of  U.S.  and  Soviet 
strategic  offensive  systems  to  determine 
the  confidence  that  can  be  placed  in  our 
present  estimates  of  accuracy  and  it  will 
recommend  an  R.  &  D.  program  which 
can  lead  to  improved  accuracy. 

In  accordance  with  section  10(d)  of 
Appendix  I,  Title  5,  United  States  Code, 
it  has  been  determined  that  this  Task 
Force  meeting  concerns  matters  listed  in 
section  552(b)  of  Title  5  of  the  United 
States  Code,  specifically  subparagraph 
(1)  thereof,  and  that  accordingly  this 
meeting  will  be  closed  to  the  public. 

Maurice  W.  Roche, 
Director,  Correspondence  and 
Directives,  OASD  iComp- 
troiUer). 

September  19, 1975. 

[PR  Doc.75-26363  PUed  9-23-75:8:45  ami 


DEPARTMENT  OF  THE  INTERIOR  ’ 

Bureau  of  Indian  Affairs 

INDIAN  TRIBES  PERFORMING  UW  AND 
ORDER  FUNCTIONS 

Determination;  Amendment 

September  17, 1975. 

This  notice  is  published  in  exercise  of 
authority  delegated  by  the  Secretary  of 
the  Interior  to  the  Commissioner  of  In¬ 
dian  Affairs  by  230  DM  2. 

Section  601  (d) ,  Title  1  of  the  Omnibus 
Crime  Control  and  Safe  Streets  Act  of 
1968,  Pub.  L.  90-351,  places  responsibility 
on  the  Secretary  of  the  Interior  to  de¬ 
termine  those  Indian  tribes  which  per¬ 
form  law  and  order  fimctions.  The  listing 
published  beginning  on  page  13758  of  the 
May  25,  1973,  Federal  Register  (38  FR 
13758)  identified  all  eligible  Indian  tribes 
and  the  specific  law  and  order  functions 
they  have  responsibility  to  exercise.  De¬ 
termination  concerning  Indian  tribes  not 
listed  are  made  on  individual  basis  upcm 
application  by  such  tribes  imder  provi¬ 
sions  of  the  act  of  the  Law  Enforcement 
Assistance  Administration,  Department 
of  Justice.  The  Secretary’s  authority  to 
make  such  determinations  was  delegated 
to  the  Commissioner  of  Indian  Affairs  by 
230  DM  1. 

It  has  been  determined  by  the  Commis¬ 
sioner  of  Indian  Affairs  that  the  Puyallup 
Tribe  of  Washington  has  responsibility 
for  exercising  all  of  the  six  law  and  order 
functions  shown  in  the  published  listing. 

Therefore,  the  listing  published  be¬ 
ginning  on  page  13758  of  the  May  25, 
1973,  Federal  Register  (38  FR  13758)  is 
amended  by  revising  the  entry  for  the 
Puyallup  Tribe  of  Washington  to  read  as 
follows. 


Russell  A.  Glenn, 


Colonel,  Corps  of 
Engineers,  District  Engineer. 
IPR  Doc.75-25451  Piled  9-23-75:8:45  am] 

Tribal  entitles  recog¬ 
nized  by  Federal 
Oovernment  by 
Slate 

To  employ 
tribal 
police 

To  estabUsh 
a  tribal 
court 

To  adopt  a 
tribal  law 
and  order 
code 

Department  of  the  Army 

ARMED  FORCES  INSTITUTE  OF  PA- 

Puyallup  Tribe  of 
Washington. 

X 

X 

X 

To  undertake  To  undertake 
'0  undertake  programs  aimed  adult  and  luvenil 
correction  at  preTenting  rehabiUl^oa 
functions  aduH  and  Juvenile  progranu 
delifliiuency 


THOLOGY  SCIENTIFIC  ADVISORY  BOARD 
Meeting 

September  17,  1975. 


Morris  Thompson, 
Commissioner. 


IFR  Doc.75-25366  Piled  9-23-75:8:45  am] 


In  order  to  comply  with  section  10(a) 
(2)  of  the  Federal  Advisory  Cmnmittee 
Act  (Pub.  L.  92-463),  notice  is  hereby 
given  of  the  meeting  of  the  Armed  Forces 
Institute  of  Pathology’s  Scientific  Ad¬ 
visory  Board,  October  16-17,  1975,  0830 
hours  in  the  Director’s  Conference 
Room,  Armed  Forces  Institute  of  Pa¬ 
thology,  Washington,  D.C.  20306.  This 
meeting  will  be  open  to  the  public. 

The  proposed  agenda  will  include  pro¬ 
fessional  discussion  of  the  mission  of  the 
Armed  Forces  Institute  of  Pathology  re¬ 
lating  to  consultation,  education,  and  re¬ 
search.  The  Executive  Secretary  from 
whom  substantive  program  information 


Bureau  of  Land  Management 

IDAHO  STATE  MULTIPLE  USE  ADVISORY 
BOARD 

Meeting 

Notice  is  hereby  given  that  the  Idaho 
State  Multiple  Use  Advisory  Board  of 
the  Bureau  of  Land  Management  will 
meet  in  Owyhee  Plaza,  Boise,  Idaho,  Oc¬ 
tober  10,  1975.  The  meeting  will  be  de¬ 
voted  principally  to  the  consideration  of 
problems  and  programs  associated  with 
multiple  use  management  of  resources 
on  the  National  Resource  Lands  in 
Idaho.  The  morning  session  will  consist 


of  presentations  and  discussions  on  the 
following  topics:  The  role  of  advisory 
boards  xmder  the  Federal  Advisory  Com¬ 
mittee  Act  and  new  regulations;  the  Di¬ 
rector’s  report;  and  briefings  on  BLM 
programs  in  Idaho. 

The  afternoon  session  will  involve 
Board  organization,  consideration  of  5 
year  goals  for  BLM  in  Idaho  and  com¬ 
mittee  assignments.  Time  will  be  devoted 
to  committee  work  in  the  develoimient  of 
recommendations  and  consideration  by 
the  fun  Board  of  such  recommendations. 

The  meeting  wiU  be  open  to  the  public. 
Time  will  be  made  available  beginning  at 
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DEPARTMENT  OF  THE 
«.$.  FISR IMD  WaOllfl 

UCENSE/PERHIT  APP 

INTERIOR 

SUVICC 

(IlDLIFE 

1.  APPLICATION  FOR  (Mieof  —Ig  •••) 

1  1  MAPORT  OR  EXPORT  LICCNSC  [  X  [  PEFMIT 

LIGATION 

2.  BRIEF  DESCRIPTION  OF  ACTIVITY  FOR  WHICH  REQUESTED  LICENSS*’ 
PEfMIT  ISNCEOeO, 

Scientific  Investigation  Involvink 
color-marking  and  radio-tagging  of 
Red-cocknded  voodpeckers  as  part  of 
a  major  study  to.  determine  the  Impact 
of  the  Cross  Florida  Barge  Canal 
.  project  on  wildlife. 

•isscy,  9t  iBstitntiom  tot  wRicR  ftmit  is  rcRwssfttO 

Vildllfe  Research  Projects  Office 

Cross  Florida  Barge  Canal  Study  Team 
Florida  Game  &  Fresh  Water  Fish  Comm. 
4005  S.  Main  Street 

Gainesville,  FL  32601 

4.  IF  “APPUICANT**  IS  AN  INOIVIOUAL,  COMPLETE  THE  FOLLOWING: 

5.  IF  •‘APPLICANT"  IS  A  BUSINESS.  CORPORATION.  PUBLIC  AGENCY. 

OR  INSTITUTION.  COMPLETE  THE  FOLLOWING} 

□  ua  OMRS.  O****® 

HEIGHT 

WEIGHT 

EXPLAIN  TYPE  OR  KINO  OP  IMJSIHEs:,  AGENCY,  OR  INSTITUTION 

Vildllfe  Research 

State  Game  end  Fish  jigency 

DATE  OF  DIHTH 

COLOR  HAIR 

COLOR  EYES 

PHONE  NUM^R  WHERE  EMPLOYED 

SbCiAL  SECURITY  NUMBER 

OCCUPATION 

ANY  eUSINC&S.  AGENCY,  OR' INSTITUTIONAL  AFFILIATION  HAVING  ' 
to  DO  WITH  THE  WILDLIFE  TO  BE. COVERED  BY  THIS  LICEnSE/PERMIT 

Fla.  Game  &  Fresh  Water  Fish  Comm. 

NAME.  TITLE.  AND  PHONE  NUMBER  OF  PRESIOCN'U^NaPAU 

OFFICER,  DIRECTOR,  ETC.  JUD 

Dr.  Earla  Frye,  Director  278-2975 

IF  "APPLICANT"  IS  A  CORPORATION,  INDICATE  STATE  IH  WHICH 
INCORPORATED 

N/A 

C.  LOCATION  WHERE  PROPOSED  ACTIVITr  IS  TO  BE  CONOOCTEO 

5.0  miles  South  of  Eureka,  Marion 
County,  Fla.  and  along  the  proposed 
route  of  the  Cross  Florida  Barge 

Canal. 

(see  attached  map  for  detail) 

r.  DO  YOU  HOLD  ANY  CURRENTLY  VALID  FEDERAL  FISH  AH(S 

WILDLIFE  LICENSE  OR  PEIV4ITt  fiQ  YES  O  NO 

fif  70,  fiat  ficena*  ar  pomU  immhtn) 

Banding  Fermit;  6672 

a.  IF  REQUIRED  BY  ANY  STATE  OR  FOREIGN  GOVERNMENT.  DO  YOU 
HAVE  THEIR  APPROVAL  TO  CONDUCT  THE  ACTIVITY  YOU 

PROPOSE?  .eSVES  •  O*N0 

(l/'yea,  fiat  jotiodlctimB  omd  tgfO  Of 

j'la.  Wildlife,  Code  para  16E-&.0I 

9.  CERTIFIED  CHECK  OR  MONEY  ORDER  (it  oppUcohU)  PAYABLE  TO 
the  U.S.  FISH  AND  WILDLIFE  SERVICE  ENCLOSED  IN  AMOUNT  OF 

1 

10.'  OCSIRED  EFFECTIVE 
DATE 

Aug.  15,  1975 

It.  DURATION  NEEDED 

March  1»  1976 

IE,  ATTAOIMENTS,  the  SPECIFIC  INFORMATION  RECWIREO  FOR  THE  TYPE  OF  LICENSE/PERMIT  REQUESTEO  fSe#  SO  CFK  M.13f*WhEA5T  BC 
ATTACHED.  IT  CONSTITUTES  AN  INTEGRAL  PART  OF  THIS  APPUCATION.  LIST  SECTIONS  OF  SO  CFH  UNDER  WHICH  ATTACHMENTS  ARE 
PROVIDED. 

Section  17.22 

CERTiriCATIQM 

1  HEREBY  CERTIFY  TTUT 1  HAVE  READ  AND  All  FAWLIAR  WIYH  THE  REClIUTlOtlS  CONTAINED  IN  Tm-E  M.  PART  13.  OF  THE  CODE  OF  FEDERAL 
RECULATIOIIS  AND  THE  OTHER  APPLICABLE  PARTS  IN  !UeCHAPIER  B  OF  CHARIER  1  OF  TITLE  SO.  AND  1  FURTHER  CERTIFY  THAT  THE  IHFOR- 
MATION  SUaUITTEO  IN  THIS  APPLICATION  FOR  A  LICENSE/PERMIT  IS  COMPLETE  AND  ACCURATE  TO  THE  BEST  OF  MT  KNOVLEOCE  AND  BELIEF. 

1  UNDERSTAND  THAT  ANT  FALSE  STATEMENT  HEREIN  MAY  SUBJECT  ME  TO  THE  CRIMINAL  PENALTIES  OF  H  U.S.C  1001. 

MGt4AlVKE  (iBittkf 

DATE 

J^ugust  8,  1975 

I«icholas  R.  }Iollcr,  Senior  Project  Plologlsc 


4:00  p.m.  on  Friday,  October  10,  for  brief 
statements  by  members  of  the  public. 
Such  statements  should  be  limited  to 
matters  set  forth  In  the  agenda.  Those 
wishing  to  make  an  oral  statement  on  an 
agenda  topic  should  notify  the  State  Di¬ 
rector  (912),  Bureau  of  Land  Manage¬ 
ment,  550  W.  Port  Street,  P.O.  Box  042, 
Boise,  Idaho  83724.  Any  interested  per¬ 
son  or  organization  may  fUe  a  written 
statement  with  the  Board  for  its  con¬ 
sideration.  Such  statements  may  be  sub¬ 
mitted  at  the  meeting  or  mailed  to  the 
State  Director  (912),  Bureau  of  Land 
Management,  550  W.  Fort  Street,  Boise, 
Idaho  83724.  Further  information  con¬ 
cerning  the  meeting  may  be  obtained 
from  Mr.  Fred  Cook,  Public  Affairs  Of¬ 
ficer,  Bureau  of  Land  Management,  550 
W.  Fort  Street,  Boise,  Idaho  83724.  His 
telephone  number  is  (208)  342-2711,  ext. 
229L 

William  L.  Mathews, 

State  Director. 

[PR  Doc.75-26464  Piled  9-23-75;  8: 46  am] 


[Wyoming  52437] 

WYOMING 

Application 

Notice  is  hereby  given  that  pvirsuant  to 
Section  28  of  the  Mineral  Leasing  Act  of 
1920,  as  amended  (30  U.S.C.  185) ,  North¬ 
west  Pipeline  Corporation  has  applied  for 
a  natural  gas  right-of-way  across  the 
following  lands: 

Sixth  Principal  Meridian,  Wyoming 

T.  26  N.,  B.  112  W., 

Sec.  5,  lot  4. 

The  pipeline  will  convey  natural  gas 
from  the  East  LaBarge  #23-5  well  to  an 
existing  pipeline  all  in  sec.  5,  T.  26  N., 
R.  112  W.,  in  Lincoln  County. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  approved  and, 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  send  their  name  and 
address  to  the  District  Manager,  Bureau 
of  Land  Management,  P.O.  Box  1869, 
Rock  Springs,  Wyoming  82901. 

Glenna  M.  Lane, 

Acting  Chief,  Branch  of 
Lands  and  Minerals  Operations. 

[PR  Doc.75-25465  PUed  9-23-76;8:45  am] 


Fish  and  Wildlife  Service 
ENDANGERED  SPECIES  PERMIT 
Receipt  of  Application 

Notice  Is  hereby  given  that  the  follow¬ 
ing  application  for  a  permit  is  deemed  to 
have  been  received  under  section  10  of 
the  Endangered  Species  Act  of  1973 
(Pub.  L.  93-205). 

Applicant: 

Plorlda  Game  &  Presh  Water  PlSh  Oozmnla- 

SiOQ 

Wildlife  Research  Projects  Office 
Cross  Plorlda  Barge  Caaal  Study  Team 
4005  S.  Main  Street 
Gainesville,  Plorlda  82601 
Dr.  O.  Eaile  Prye,  Jr..  IMrector 


1.  Authorization  is  requested  for  the  initi¬ 
ation  of  a  scientific'  investigation  of  Red- 
cockaded  woodpeckers  (Dendrocopos  borealis 
hylonomns)  as  detailed  in  item  8  (below). 
This  study  wUl  involve  the  color-marking  of 
up  to  30  individuals  and  the  attachment  of 
radios  to  up  to  12  individuals;  adults  and 
young  of  both  sexes  wiU  be  used  in  the 
study.  The  informatloa  gained  from  this 
study  will  assist  us  in  determining  the  im¬ 
pact  of  the  Cross  Florida  Barge  Canal  on 
this  species. 

2.  The  birds  to  be  used  in  this  study  are 
still  in  the  wild. 

3.  The  woodpeckers  will  be  captured  by 
mist-netting  at  the  tree  cavity  entrances. 
Care  wlU  be  taken  during  capture  and  han¬ 
dling  to  avoid  Injury  to  the  bird. 

4.  N/A. 

6,  N/A. 

6.  N/A. 

7.  Ckmtract  attached  (for  fiirther  informa¬ 
tion  contact:  Dr.  James  McCann,  Chief,  Di¬ 
vision  of  Population  Ecology,  TJ.Q.  Fish  and 
'Vifildllfe  Service  Dept,  of  the  Interior,  Wash¬ 
ington,  D.C.  20240) . 

8  L  The  woodpeckers  to  be  studied  imder 
this  permit  occur  in  close  iHT>zlmlty  to  the 
route  of  the  Cross  Plorlda  Barge  Canal  across 


central  Florida  (see  attached  nuqy).  Five 
colonies,  consisting  of  about  17  blrdis,  have 
been  located  in  longleaf  pine  {Pinus  palus- 
tris)  fiatwoods  habitat  approximately  6  miles 
south  of  Eureka,  Marlon  County,  Flm-ida 
("A”  on  map).  Intensive  search  is  continu¬ 
ing  for  other  colonies  sites  along  the  Barge 
Osmal  route. 

We  request  authorization  to  capture,  band, 
and  color-mark  up  to  30  Red-cockaded  wood¬ 
peckers  from  within  the  study  area  detailed 
on  the  map.  We  fiirther  request  authorization 
to- attach  radio  transmitters  to  up  to  12  of. 
these  birds. 

While  nesting  habitat  requirements  are 
fairly  well  known  for  this  species,  little  In¬ 
formation  is  available  concerning  home  range 
foraging  distances  from  the  nesting  site, 
foraging  habitat  requirements,  and  Inter¬ 
action  between  colimies.  This  study  is  de¬ 
signed  to  obtain  data  on  these  subjects  so 
that  we  can  make  a  more  accurate  deter¬ 
mination  of  the  potential  impact  of  the 
Barge  Canal  project  on  this  species. 

ii.  Up  to  30  woodpeckers  will  be  captured 
at  tree  cavity  entrances  using  mist  nets. 
These  birds  will  be  color-marked  at  the  cfq>- 
ture  site  using  Cbi<2c  dye,  oefiored  leg  bands 
and/or  saflag  material  attached  to  the  wing. 
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tail,  or  back  and  will  then  be  released  back 
to  the  wild.  A  miniature  radio  transmitter 
( —  2.15  gm)  will  be  attached  to  one  bird. 
This  bird  will  then  be  released  and  carefully 
monitored  to  determine  any  adverse  effects 
of  the  transmitter.  If  this  phase  is  success¬ 
ful,  up  to  11  additional  woodpeckers  will  be 
radio-tagged.  Movement  and  activity  data 
will  be  recorded  on  these  birds  for  the  dura¬ 
tion  of  the  study.  All  work  wUl  be  accom¬ 
plished  in  the  field  and  captured  birds  will 
be  released  as  soon  as  possible. 

ill.  This  study  will  provide  data  on  hcxne 
range,  foraging  distance  from  the  nesting 
site,  foraging  habitat  requirements,  and  in¬ 
teraction  between  colonies.  This  information 
is  essential  for  an  accurate  determination  of 
the  impact  of  the  Cross  Florida  Barge  Canal 
project  on  this  species. 

iv.  After  data  collection  is  cranpletc.  In 
Btrumented  birds  will  be  recaptured  by  mist 
netting,  the  radios  removed,  and  the  birds 
returned  to  the  wild  at  the  capture  site. 

Research  Proposal  prom  the  Florida  Game 
AND  Fresh  Water  Fish  Commission  to  the 
Fish  and  Wildlife  Service,  U.S.  Depart- 
'  ment  op  the  Interior 

Title :  Impact  of  the  Proposed  Cross  Florida 
Barge  Canal  on  Selected  Potentially  or  Pres¬ 
ently  Endangered  or  Threatened  Fauna  or 
Flora  in  the  Area  of  Canal  Construction. 

I  introduction 

I 

The  Florida  Game  and  Fresh  Water  Fish 
Commission  (hereinafter  referred  to  as  the 
C<wnmlsston)  is  presently  engaged  in  the 
study  and  survey  of  fauna  and  flora  inhabit¬ 
ing  the  area  which  would  be  Impacted  by  the 
proposed  Cross  Florida  Barge  Canal.  These 
investigations  are  being  supported  by  the 
TT.S.  Army  Corps  of  Engineers  contracts 
DACW17-75-C-0030  and  DACW17-75-C-0041. 
Their  purpose  is  to  provide  the  information 
necessary  for  the  development  of  an  environ¬ 
mental  impact  statement  on  the  barge  canal 
project.  One  objective  of  these  studies  is  to 
determine  the  effects  of  the  barge  canal  proj¬ 
ect  on  all  recognized  or  proposed  federal  and 
state  endangered  or  threatened  species  and 
to  Identify  those  species  that  might  be  re¬ 
duced  to  an  endangered  or  threatened  status 
as  a  result  of  environmental  impact.  The 
study  plan  submitted  to  the  Corps  of  Engi¬ 
neers  on  March  19,  1975  provides  for  popula¬ 
tion  surveys  of  these  species  and  determi¬ 
nation  of  the  location  and  extent  of  existing 
or  potential  habitat  for  each  species  within 
the  projected  zone  of  Impact.  Provision  was 
not  made  for  (nor  are  funds  of  the  contracts 
adequate  to  support)  specialized  studies  of 
individual  species  where  pertinent  biologi- 
oal  data  are  lacking. 

The  purpose  of  this  proposal  is  to  request 
funds  from  the  Fish  and  Wildlife  Service 
(hereinafter  referred  to  as  the  Service)  to 
support  studies  of  selected  proposed  or  rec¬ 
ognized  endangered  or  threatened  species  for 
which  existing  bloibgical  information  is  in¬ 
adequate  to  permit  an  accurate  assessment  of 
the  barge  canal  project  on  their  status.  Sup¬ 
port  is  also  requested  to  provide  for  the 
services  of  selected  professionals,  knowledge¬ 
able  of  the  biology  of  Individual  species,  as 
a  means  of  augmenting  expertise  available 
within  the  Commission  and  the  Service  in 
assessing  impact  on  these  species.  This  pro¬ 
posal  is  to  be  considered  an  extension  of  the 
interagency  agreement  between  the  Service 
and  the  Commission,  dated  March  17,  1975, 
and  providing  for  Service  assistance  in  the 
Cross  Florida  Barge  Canal  studies. 

objectives 

The  basic  objectives  of  this  proposal  is  to 
gain  biological  Information  on  selected  en¬ 
dangered  or  threatened  species  of  fauna  and 


flora  that  will  aid  the  Commission  and  the 
Service  in  accurately  assessing  the  impact  of 
the  proposed  barge  canal  project  on  the 
species.  Research  under  this  proposal  will  be 
conducted  on  species  mutually  agreed  upon 
by  the  Commission  and  the  Service  and  is 
designed  to : 

(1)  Define  the  general  habitat  and,  where 
possible,  the  critical  habitat  requirements  for 
these  species. 

(2)  Identify  the  extent  of  habitat  pres¬ 
ently  utilized  by  the  individuals  of  certain 
of  these  species  so  that  a  more  accurate  as¬ 
sessment  may  be  made  concerning  the  extent 
of  habitat  required  for  maintenance  of  a 
population. 

(3)  Determine  the  Importance  of  popula¬ 
tions  to  be  Impacted  by  the  canal  project  to 
the  overall  status  of  the  species. 

Justification: 

Knowledge  of  the  biological  and  habitat 
requirements  of  certain  endangered  or 
threatened  species  is  inadequate  to  permit 
assessment  of  the  proposed  Cross  Florida 
Barge  Canal  project  impact  on  these  species, 
despite  the  extensive  surveys  presently  being 
conducted  under  contract  with  the  Corps  of 
Engineers.  The  studies  to  be  conducted  under 
this  proposal  will  provide  information  that 
will  enable  more  accurate  interpretation  of 
the  survey  results  and,  therefore,  a  fuller 
evaluation  of  project  Impact.  The  Commis¬ 
sion  and  the  Service  have  a  joint  interest  and 
responsibility  in  the  maintenance  and  recov¬ 
ery  of  these  species. 

PROCEDURES 

Commission  and  Service  employees  will 
jointly  develop  a  list  of  recognized  or  pro¬ 
posed  endangered  or  threatened  species  to  be 
investigated  under  this  proposal.  Species  of 
"rare”  or  “special  concern”  that  have  major 
population  centers  in  the  projected  zone  of 
baige  canal  impact  and  may  become  tlireat- 
ened  or  endangered  as  a  result  of  the  barge 
canal  project  will  be  added  to  the  list  for 
investi^tlon  as  mutually  agreed  upon  by 
the  two  agencies.  The  list  will  reflect,  where 
appropriate,  the  identity  of  non-Commisslon 
or  non-Service  professionals  who  will  be 
utilized  as  consultants  during  the  study 
period. 

The  Commission,  with  guidance  from  Serv¬ 
ice  employees  and  consultants,  will  develop 
and  conduct  specific  studies  to  provide  infor¬ 
mation  presently  lacking  on  various  aspects 
of  their  life  histories  pertinent  to  assessment 
of  canal  impact  on  their  status.  The  Service 
will  be  advised  as  to  the  nature  and  expendi¬ 
ture  of  funds  required  for  each  of  these 
studies  and  the  work  will  commence  follow¬ 
ing  approval  by  the  Service  Project  Officer. 

SCHEDULE 

The  optimum  starting  date  is  May  15,  1975, 
with  a  final  report  to  be  submitted  by 
March  1,  1976. 

STUDY  AREA 

More  detailed  studies  will  take  place  within 
the  area  considered  to  be  Impacted  by  the 
canal  for  the  particular  species  in  question. 
The  extent  of  the  study  area  will  vary  for 
different  ^^lecies  in  conformance  with  varia¬ 
tions  in  spwies  mobility.  In  some  cases  it 
will  be  necessary  to  Investigate  populations 
outside  the  Impact  area  in  order  to  determine 
the  importance  of  potentially  impacted  pop¬ 
ulations  to  the  species.  The  Service  Project 
Officer  will  be  advised  as  to  the  extent  of  the 
study  area  involved  at  the  time  approval  for 
the  study  in  question  is  required. 

Respectfully  submitted. 

O.  E.  Frye,  Jr., 

Director. 


Documents  and  otiier  information  sub¬ 
mitted  in  connection  with  this  applica¬ 
tion  are  available  for  puUic  inspectimi 
during  normal  business  hours  at  the 
Service’s  office  in  Suite  600,  1612  K 
Street,  NW.,  Washington,  D.C. 

Interested  persons  may  comment  on 
this  application  by  submitting  writt^ 
data,  views,  or  argumoits,  preferably  in 
triplicate,  to  the  Director  (PWS/LE), 
U.S.  Pish  and  Wildlife  Service,  Post  Office 
Box  10183,  Washingkm,  D.C.  20036.  All 
r^evsmt  comments  received  on  or  before 
October  24,  1975,  will  be  considered. 

Dated;  September  18,  1975. 

C.  R.  Bavin, 

Chief,  Division  of  Law  Enforce¬ 
ment,  U.S.  Fish  and  Wildlife 
Service. 

(FR  Doc.75-25368  Filed  9-23-75;8;45  am) 


ENDANGERED  SPECIES  PERMITS 
Official  Action 

Notice  is  hereby  given  that  the  U.S. 
Pish  and  Wildlife  Service  has  taken  the 
following  action  with  regard  to  permit 
applications  received  under  section  10  of 
the  Endangered  Species  Act  of  1973,  16 
U.S.C.  1539.  Each  permit  was  issued  only 
after  it  was  determined  that  it  was  ap¬ 
plied  for  in  good  faith;  that  by  granting 
the  permit  it  will  not  be  to  the  disad¬ 
vantage  of  the  endangered  species;  and 
that  it  will  be  consistent  wi^  the  pur¬ 
poses  and  policy  set  forth  in  the  Endan¬ 
gered  Species  Act  of  1973. 

Notice  op  Application  Published  in  Fedebal 
Register,  May  13.  1975  (40  FR  20833-34) 

Applicant:  Gladys  Porter  Zoo,  500  Ring- 
gold  Street,  Brownsville,  Texas  78520.  Dr.  Don 
D.  Farst,  Director. 

Official  Action:  Is.sued  permit  July  3,  1975: 
“May  ship  three  female  JAGUARS  from 
Brownsville,  Texas,  to  New  York,  interstate, 
and  then  export  them  to  Gelsenkirchen, 
West  Germany." 

Notice  op  Application  Published  in  Fedebal 
Register,  Mat  14,  1975  (40  PR  20964-65) 
Applicant:  Oklahoma  City  Zoo,  Route  1, 
Post  Office  Box  478,  Oklahoma  City,  Okla¬ 
homa  73111.  Lawrence  Curtis,  Director. 

Official  Action:  Issued  permit  July  8,  1975; 
“May  export  one  (1)  male  Lowland  TAPIR 
(Tapirus  terrestris),  trom  Oklahoma  City. 
Oklahoma,  to  Gelsenkirchen,  West  Germany.” 

Notice  of  Application  Published  in  Federal 
Register,  May  1,  1975  (  40  FR  19024-25-26) 

Applicant:  Dr.  James  E.  Deacon,  Depart¬ 
ment  of  Biological  Sciences,  University  of 
Nevada,  Las  Vegas,  Nevada  89154. 

Official  Action:  Issued  permit  July  9,  1975 : 
“Authorized  to  take  and  study  WOUNDFINS 
( Plagopherus  argentissimus)  from  the  Virgin 
River  (in  the  States  of  Utah,  Arizona,  and 
Nevada) .  Fish  are  to  be  released  at  the  taking 
sites,  except  that  not  to  exceed  150  wound- 
fins  may  be  taken  for  study  of  internal 
organs.” 

Notice  op  Application  Published  in  Federal 
Register,  June  5,  1976  (40  FR  24222) 

Applicant:  National  Audubon  Society,  Post 
Office  Box  28191,  Atlanta.  Georgia  30328. 
'Official  Action:  Issued  permit  July  11, 1975: 
“May  capture  and  transport  no  more  than 
500  AMERICAN  ALLIGATORS  {AUigatOT 
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misBiaaipiensis)  from  th«  State  of  Louisiana's 
Mar^  Island  Befuge,  IlMria  Parislx;  Rocke¬ 
feller  Refuge,  Cameron  Parish;  Vermillion 
Wildlife  Refuge,  Vermillion  Parish;  and  the 
Sabine  National  Wildlife  Refuge,  Cameron 
Parish,  to  the  State  of  Aricansas,  to  be  re¬ 
leased  where  directed  by  representatives  of 
the  Axitansas  Game  and  Fish  Commission.” 

Notice  of  Application  Published  in  Pedekal 
Register,  Mat  28,  1975  (40  FB  23097-08) 

Applicant:  Dr.  F.  Prescott  Ward,  Chief, 
Booiogical  Research  Office,  Biomedical  Labo¬ 
ratory,  Edgewood  Arsenal,  Aberdeen  Proving 
Ground.  Maryland  21010. 

Official  Action:  Issued  permit  July  11, 1976: 
"Permittee  is  authoriaed  to  trap  and  capture 
nestling  and  migrant  FALCONS  (Falco  pere- 
grinua  tundriua  and  anatum)  for  the  purpose 
of  banding  with  standard  I7.S.  Fish  and 
Wildlife  aluminum  leg  bands,  and  may  also 
use  plastic  colmr-ooded  leg  bands.” 

Notice  of  Aiwlication  Published  in  Federal 
Register,  April  21,  1976  (40  FR  17604-5-6-7) 

Applicant:  UB.  D^>artment  of  the  Interior, 
UB.  Fish  and  Wildlife  Service,  CaUfornla  Pro¬ 
gram  of  Animal  Damage  Control,  Santa  Bar¬ 
bara  County,  California  95825. 

Official  Action:  Issued  pomit  July  11, 
1978:  "May  take  ten  (10)  SAN  JOAQUIN 
KIT  FOKSS  (Vttipes  mocrotia  mutica),  that 
display  symptoms  of  rabies,  or  are  acciden¬ 
tally  trapped  incident  to  the  rabies  control 
program  for  grey  foxes,  bobcats,  coyotes,  bats, 
and  striped  skunks.” 

Nones  OF  Ah>ucation  Published  in  Federal 
Register,  Mat  13,  1978  (40  FR  20831-32) 

Applicant:  Savannah  River  Ecology  Lab- 
oratc^.  Post  Office  Drawer  E,  Aiken,  South 
OaroUna  29801.  Dr.  J.  Whitfield  Gibbons. 

Official  Actions  Issued  permit  July  14, 1976: 
^May  conduct  mark  relecuie-recapture  studies 
for  the  purpose  of  obtaining  standard  length 
and  weight  measurements  and  sperm  via¬ 
bility  tests  on  ALLIGATORS.  All  alligators 
captured  must  be  released  within  24  hours 
at  the  capture  site.” 

Each  permit  is  available  for  public  in¬ 
spection  during  normal  business  hours  at 
the  n.S.  Pish  and  Wildlife  Service’s  office 
In  Suite  600,  1612  K  Street,  NW.,  Wash¬ 
ington,  D.C. 

"  Dated:  September  19, 1^75. 

C.  R.  Bavin, 

Chief.  Division  of 
Law  Enforcement. 
[FB  DOC.7&-26477  FUed  9-23-76;  8:45  am] 

MARINE  MAMMALS 
Issuance  of  Permit 

On  June  27,  1975,  a  notice  was  pub- 
lliSied  in  the  Federal  Register  (40  FR 
27272-73-74)  that  an  application  had 
been  filed  with  the  Pish  and  Wildlife 
Service  by  Daniel  Paul  Costa,  CToastal 
Marine  Lfdwratory,  University  of  Cali¬ 
fornia,  Santa  Cruz,  California,  for  a  per¬ 
mit  to  engage  in  sea  otter  scientific 
research. 

Notice  is  hereby  given  that  on  Au¬ 
gust  29, 1975,  as  authorized  by  the  provi¬ 
sions  of  the  Marine  Mammal  Protection 
Act  of  1972  (16  U.S.C.  1361-1407),  the 
Fish  and  Wildlife  Service  issued  a  per¬ 
mit  to  Daniel  Paul  Costa,  University  of 
California,  Santa  Cruz,  California,  sub¬ 
ject  to  certain  conditions  set  forth  there¬ 
in.  The  permit  is  available  for  public 
inspection  during  normal  business  hours 


at  the  Fish  and  Wildlife  Service’s  oAce 
in  Suite  600,  1612  K  Street  NW.,  Wteh- 
ington,  D.C. 

Dated:  September  19, 1975. 

C.  R.  Bavin, 

Chief,  Division  of  Law  Enforcement, 

U.S.  Fish  and  Wildlife  Service. 

[FR  Doc.75-25476  Plied  9-23-75;8;45  amj 

DEPARTMENT  OF  AGRICULTURE 
Forest  Service 

OTTAWA  NATIONAL  FOREST  MULTIPLE 
USE  ADVISORY  COMMITTEE 

Meeting 

The  Ottawa  National  Forest  Multiple 
Use  Advisory  Committee  will  meet  1  pjn. 
through  5  p.m.  (c.d.t.) ,  October  23,  1975, 
and  8:30  a.m.  through  noon  (c.d.t.), 
October  24,  1975,  at  the  Holiday  Inn  on 
U.S.  51,  Hurley,  Wisconsin.  The  purpose 
of  this  meeting  is  to  discuss  forests  man¬ 
agement. 

The  meeting  will  be  open  to  the  public. 
Persons  who  wish  to  attend  should  notify 
the  Forest  Supervisor,  Ottawa  National 
Forest,  Ironwood,  Michigan  49938,  phone 
number:  (906)  932-1330.  Written  state¬ 
ments  may  be  filed  with  the  committee 
before  or  after  the  meeting. 

The  committee  has  established  the  fol¬ 
lowing  rules  for  public  participation: 
Public  participation  will  be  limits  to  a 
period  designated  for  open  discussion.  To 
the  extent  time  permits,  interested  per¬ 
sons  may  be  permitted  by  the  committee 
chairman  to  present  oral  statements  at 
the  meeting. 

John  C.  Wolter, 
Deputy  Forest  Supervisor. 

September  16,  1975. 

[PR  Doc.75-25446  Piled  9-23-75;8:45  am] 

Forest  Service 

PACIFIC  NORTHWEST  FORESTRY 

RESEARCH  ADVISORY  COMMITTEE 

Meeting 

The  Pacific  Northwest  Forestry  Re¬ 
search  Advisory  Committee  will  meet  8 
am.-3:30  pjn.  on  Wednesday,  October  15, 
1975;  and  8:30-11:30  aon.  on  Thursday, 
October  16,  at  HUton  Inn,  SEATAC  In¬ 
ternational  Airport,  S176  Pacific  High¬ 
way  South,  Seattle,  Washington  98188. 

’The  purpose  of  this  meeting  is  to  re¬ 
view  the  physical  and  social  science 
aspects  of  research  programs  of  the 
Pacific  Northwest  Forest  and  Range  Ex¬ 
periment  Station,  U.S.  Forest  Service. 

The  meeting  will  be  open  to  the  public. 
Persons  whb  wish  to  attend  should  notify 
Mr.  Robert  F.  Tarrant,  Pacific  Northwest 
Forest  and  Range  Experiment  Station, 
U.S.  Forest  Service,  P.O.  Box  3141,  Prart- 
land.  Oregon  97208;  MeidKxie  No.  503- 
234-3361,  extension  4907.  Written  state¬ 
ment  may  be  filed  with  the  committee 
after  the  meeting. 

Robert  F.  Tabsaht, 
Director. 

September  15, 1975. 

[FR  Doc.75-a5364  Piled  9-23-75;8:45  am] 


[USDA-PS-DCS-Be-75-18(ADM)  ] 

VEISETATION  MANAGEMENT  WITH  HERBI¬ 
CIDES  IN  OREGON  AND  WASHINGTON 

AMdabilfty  of  Draft  Environmental 
Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  EnvinHimental  Policy  Act  of 
1969,  the  Fbrest  Service,  Department  of 
Agriculture,  has  prepared  a  draft  envi¬ 
ronmental  statonent  for  vegetation  man¬ 
agement  with  herbicides  in  Oregon  and 
Washington,  USDA-PS-DES-R6-7S-18 
(Amf). 

The  environmental  statement  con¬ 
cerns  a  proposed  series  of  vegetation 
treatments  on  National  Forest  lands 
using  the  herbicides  2,4-D,  2,4,5-T,  silvex, 
atrazlne,  dicamba,  dali^n,  amitrole, 
picloram,  monosodium  methanearsenate 
and  cacodylic  acid  as  a  part  of  various 
resource  management  activities  includ¬ 
ing  site  preparation,  plantation  release, 
thinning  conifer  plantations,  control  of 
noxious  or  poisonous  plants,  range 
revegetation  and  maintenance  of 
improvement 

This  draft  environmental  statement 
was  transmitted  to  C)EQ  on  September  16, 
1975. 

Copies  are  available  for  inspection  dur¬ 
ing  regular  working  hours  at  the  follow¬ 
ing  locations; 

USDA,  Forest  Service,  South  Agriculture 

Bldg.,  Room  3231,  12th  &  Independence 

Ave.,  SW.,  Washington,  D.C.  20260. 

USDA,  Forest  Service,  Pacific  Northwest  Re¬ 
gion,  319  SW.  Pine  Street,  Pwtland,  Oregon 

97204. 

A  limited  number  of  single  copies  are 
available  upon  request  to  Regional  For¬ 
ester  T,  A.  Schlapfer,  Pacific  Northwest 
Region,  P.O.  Box  4623,  Portland,  Oregon 
97208. 

Copies  of  the  draft  environmental 
statement  have  been  sent  to  various  Fed¬ 
eral,  State,  and  local  agencies  as  outlined 
in  the  C7EQ  guidelines. 

Comments  are  invited  from  the  public 
and  from  State  and  local  agencies  which 
are  authorized  to  develop  and  enforce 
environmental  standards,  and  from  Fed¬ 
eral  agencies  having  jurisdiction  by  law 
or  special  expertise  with  respect  to  any 
environmental  impact  Involved  for  which 
cmnments  have  not  been  requested  spe¬ 
cifically. 

Comments  must  be  received  by  Nov«n- 
ber  17,  1975  in  order  to  be  considered  in 
the  preparation  of  the  final  environ¬ 
mental  statCTient.  Comments  concerning 
the  proposed  action  and  requests  for  ad¬ 
ditional  information  should  be  addressed 
to  Regional  Forester  T.  A.  Schlapfer,  Pa¬ 
cific  Northwest  Region,  P.O,  Box  3623, 
Portland,  Oregon  97208. 

CtniTlS  L.  SWARSON, 
Regional  Environmental  Coordi- 
nmtor.  Planning,  Programing 
&  Budgeting, 

September  16,  1975. 

[FR  Doc.75-25365  Filed  9-23-76:8:46  am] 
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Soil  Conservation  Service 

LOST  RIVER  WATERSHED  PROJECT, 
INDIANA 

Availability  of  Draft  Environmental 
Impact  Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969;  Part  1500  of  the  Council  on  Envi¬ 
ronmental  Quality  Guidelines  (38  FR 
20550,  August  1,  1973) ;  and  Part  650.7(e) 
of  the  Soil  Conservation  Service  Guide¬ 
lines  (39  FR  19650,  June  3,  1974) ;  the 
Soil  Conservation  Service,  U.S.  Depart¬ 
ment  of  Agriculture,  has  prepared  a  draft 
environmental  impact  statement  for  the 
Lost  River  Watershed  Project  in  Dubois, 
Lawrence,  Martin,  Orange,  and  Wash¬ 
ington  Counties,  Indiana,  USDA-SCS- 
EIS-WS-(ADM)  -76-l-(D)  -IN. 

The  revised  environmental  impact 
statement  concerns  a  plan  for  watershed 
protection,  flood  prevention,  municipal 
and  industrial  w’ater  supply,  and  rec¬ 
reation.  The  planned  works  of  im¬ 
provement  include  feonservation  land 
treatment,  supplemented  by  channel 
work,  eight  water  control  structures,  two 
multiple  purpose  floodwater  retarding - 
recreational  structures,  and  one  recrea¬ 
tional  development.  The  channel  work 
will  involve  debris  and  hazardous  tree 
removal  only  on  36.2  miles  of  existing 
channels  and  2.2  miles  of  channel  con¬ 
struction,  of  which  0.8  mile  will  be  new 
channel.  The  recreational  development 
will  provide  29,500  visitor-days  of  rec¬ 
reation  annually. 

A  limited  supply  of  copies  is  available 
at  the  following  location  to  fill  single 
copy  requests: 

Boll  Conservation  Service,  TJSDA,  5610  Craw- 

fordsville  Road,  Suite  2200,  Indianapolis, 

Indiana  46224. 

Copies  of  the  draft  environmental  im¬ 
pact  statement  have  been  sent  for  com¬ 
ment  to  various  federal,  state,  and  local 
agencies  as  outlined  in  the  Council  on 
Environmental  Quality  Guidelines.  Com¬ 
ments  are  also  invited  from  others  hav¬ 
ing  knowledge  of  or  special  expertise  on 
environmental  impacts. 

Comments  concerning  the  proposed 
action  or  requests  for  additional  infor¬ 
mation  should  be  addressed  to  Cletus  J. 
Gillman,  State  Conservationist,  Soil  Con¬ 
servation  Service,  5610  Crawfordsville 
Road,  Suite  2200,  Indianapolis,  Indiana 
46224. 

Comments  must  be  received  on  or  be¬ 
fore  November  17,  1975,  in  order  to  be 
considered  in  the  preparation  of  the  final 
environmental  impact  statement. 

(Catalog  Fed^al  Domestic  Assistance  Pro¬ 
gram  No.  10.904,  National  Archives  Reference 
Services.) 

Dated:  September  17, 1975. 

Joseph  W.  Haas, 
Deputy  Administrator  for  Water 
Resources,  SoU  Conservation 
Service. 

[FR  Doc.75-26447  FUed  9-28-76;8:45  am] 


NORTH  AND  SOUTH  MILL  CREEK  SUB¬ 
WATERSHED  PROJECT,  WEST  VIR¬ 
GINIA 

Availability  of  Final  Environmental 
Impact  Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969;  Part  1500  of  the  Council  on  En¬ 
vironmental  Quality  Guidelines  (38  PR 
20550,  August  1,  1973) ;  and  Part  650  of 
the  Soil  Conservation  Service  Guidelines 
(39  FR  19650,  June  3,  1974);  the  Soil 
Conservation  Service,  U.S.  Department 
of  Agriculture,  has  prepared  a  final  en¬ 
vironmental  impact  statement  (EIS)  for 
the  North  and  South  Mill  Creek  Sub¬ 
watershed  Project,  Grant,  Pendleton,  and 
Hardy  Counties,  West  Virginia,  USDA- 
SCS-EIS-FP-(ADM)-75-l(P)  W.  Va. 

The  EIS  concerns  a  plan  for  watershed 
protection,  flood  prevention  and  recrea¬ 
tion.  The  planned  works  of  improvement 
provide  for  conservation  land  treatment, 

5  floodwater  retarding  structures,  1 
multi-purpose  reservoir  with  capacity  for 
floodwater  retarding  and  recreation 
water,  and  associated  recreation  facili¬ 
ties. 

The  final  EIS  has  been  filed  with  the 
Council  on  Environmental  Quality. 

A  limited  supply  is  available  at  the  fol¬ 
lowing  location  to  fill  single  copy  re¬ 
quests: 

Soli  Conservation  Service,  USDA,  P.O.  Box 
865,  Morgantown,  West  Virginia  26505. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  10.904,  National  Archives  Reference 
Services.) 

Dated:  September  16,  1975. 

Sheldon  G.  Boone, 
Acting  Deputy  Administrator 
for  Water  Resources,  Soil 
Conservation  Service. 

[FR  Doc.75-25448  Filed  9-23-7^:45  am] 

DEPARTMENT  OF  COMMERCE 

Domestic  and  International  Business 
Administration 

CASE  WESTERN  RESERVE  UNIV. 

Decision  on  Application  for  Duty-Free  Entry 
of  Scientific  Article 

The  following  is  a  decision  on  an  appli¬ 
cation  for  duty-free  entry  of  a  scientific 
article  pursuant  to  section  6(c)  of  the 
Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub, 
L.  89-651,  80  Stat.  897)  and  the  regula¬ 
tions  issued  thereunder  as  amended  (40 
FR  12253  et  seq.,  15  CFR  701,  1975) . 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs,  Department  of 
Commerce,  Washington,  D.C.  20230. 

Docket  number:  75-00223-65-46040. 
Applicant:  Case  Western  Reserve  Uni¬ 
versity,  Dept,  of  Metallurgy  &  Molecular 
Science,  Cleveland,  Ohio  44106.  Article: 
Electron  Microscope,  Model  Elmiskop 
102.  Manufacturer:  Siemens  AG,  West 
Germany.  Intended  use  of  article:  The 
article  is  intended  to  be  used  in  the  fol¬ 


lowing  research  projects  in  the  Depart¬ 
ment  of  Metallurgy  and  Materials 
Science: 

1.  Electron  Irradiation  Damage — 
Studies  of  the  defect  clusters  induced  by 
radiation  damage,  such  as  dislocation 
loops,  voids,  transformation  products, 
etc.  in  various  metals,  alloys,  and  ceramic 
oxides. 

2.  Dislocation-Solute  Atom  Interac¬ 
tions  in  Alloys — Studies  of  dislocation 
and  precipitate  substructure  in  refrac¬ 
tory  metals  as  related  to  mechanical 
properties. 

3.  Dispersion-Hardened  Alloys — Anal¬ 
ysis  of  toe  distribution  of  pwirtlcles,  dis¬ 
locations  and  grain  boundaries. 

4.  Structure  of  Martensites— Analysis 
of  toe  structure  resulting  from  transfor¬ 
mations. 

5.  Strengthening  Mechanisms  in  Ce¬ 
ramic  Oxides — Studies  of  dislocations, 
precipitate  structures  and  ordering  reac¬ 
tions  in  spinel,  sapphire,  garnets  and 
other  oxides. 

6.  Processing  Studies  in  Non-oxide  Ce¬ 
ramics — Studies  of  the  configurations  of 
grain  boundaries,  stacking  faults,  etc.  as 
a  function  of  processing  variables  in  sili¬ 
con  nitride. 

7.  Electron  Microscopy  of  Opaque  Min¬ 
erals — Studies  of  the  structure  and  iden¬ 
tification  of  phases  in  minerals — partic¬ 
ularly  hematite,  ilmenite  and  magnetite. 

The  article  will  also  be  used  to  teach 
undergraduates  and  graduate  students 
the  use,  theory,  and  applications  of  elec¬ 
tron  microscopy  to  metallurgy  and  mate¬ 
rials  science. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision:  Application  approved.  No 
instrument  or  apparatus  of  equiva¬ 
lent  scientific  value  to  toe  foreign  arti¬ 
cle,  for  such  purposes  as  this  article  is 
intended  to  be  used,  is  being  man¬ 
ufactured  in  toe  United  States. 
Reasons:  The  foreign  article  provides  a 
resolution  guarantee  of  2  Angstroms  lat¬ 
tice.  The  National  Bureau  of  Standards 
(NBS)  advises  in  its  memorandum  dated 
April  1,  1975  that  the  (1)  lattice  resolu¬ 
tion  guarantee  of  the  article  is  pertinent 
to  the  applicant’s  intended  purposes,  and 
(2)  toe  most  closely  comparable  domes¬ 
tic  instrument,  the  EMU-4C  electron  mi¬ 
croscope  manufactured  by  Adam  David 
Company,  does  not  match  the  lattice  res¬ 
olution  provided  by  the  foreign  article. 
Accordingly,  NBS  advises  that  it  knows 
of  no  domestic  instrument  of  equivalent 
scientific  value  to  the  foreign  article  for 
the  applicant’s  intended  purposes. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 
is  intended  to  be  used,  which  is  being 
manufactured  in  toe  United  States. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  11.105,  Importation  of  Duty-Free 
Educational  and  Scientific  Materials.) 

Richard  M.  Seppa, 
Acting  Director, 

Special  Import  Programs  Division. 
[FR  Doc.75-25419  Filed  9-23-75)8:45  am] 
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FLORIDA  STATE  UNIV.,  ET  AL. 

Consolidated  Decision  on  Applications  for 
Duty-Free  Entry  of  Uitramicrotimes 

The  following  is  a  consolidated  deci¬ 
sion  on  applications  for  duty-free  entry 
of  ultramicrotomes  pursuant  to  section 
6(c)  of  the  Educational,  Scientific,  and 
Cultural  Materials  Importation  Act  of 
1966  (Pub.  L.  89-651,  80  Stat.  897)  and 
the  regulations  issued  thereunder  as 
amended  (40  PR  12253  et  seq.,  15  CPR 
701,  1975).  (See  especially  section  301.11 
(e) .) 

A  copy  of  the  record  pertaining  to  each 
of  the  applications  in  this  consolidated 
decision  is  available  for  public  review 
dxiring  ordinary  business  hours  of  the 
Department  of  Commerce,  at  the  Special 
Import  Programs  Division,  Office  of  Im¬ 
port  Programs,  Department  of  Com¬ 
merce,  Washington,  D.C.  20230. 

Docket  number;  75-00485-33-46500. 
Applicant;  Florida  State  University,  De¬ 
partment  of  Biolc^ical  Science  Unit  I, 
Tallahassee,  Florida  32306.  Article;  Ul¬ 
tramicrotome,  Model  LKB  8800A.  Manu¬ 
facturer;  LKB  Produkter  AB,  Sweden. 
Intended  use  of  article;  The  article  is 
intended  to  be  used  for  the  study  of  bio¬ 
logical  tissues;  specifically  brain  of  am¬ 
phibia  and  mammals  and  sensory  organs 
(olfactory  and  taste  organs)  of  the  same. 
Invertebrates  such  as  molluscs  will  also 
be  part  of  the  studies  specifically  center¬ 
ing  on  the  nervous  system  of  these  ani¬ 
mals.  The  article  will  also  be  used  in  the 
course,  BIO  575,  Techniques  in  Electron 
Microscopy  in  which  all  aspects  of  elec¬ 
tron  microscopical  techniques  will  be 
demonstrated.  Application  received  by 
Commissioner  of  Customs;  April  21, 1975. 
Advice  submitted  by  the  Department  of 
Health,  Education,  and  Welfare  on;  Au¬ 
gust  1, 1975. 

Docket  number;  75-00498-33-46500. 
Applicant;  University  ’of  Pittsburgh, 
School  of  Medicine,  The  Montiefiore  Hos¬ 
pital,  3459  Fifth  Avenue,  Pittsburgh,  PA 
15213.  Article;  Ultramicrotome,  Model 
LKB  8800A.  Manufacturer;  LKB  Pro¬ 
dukter  AB,  Sweden.  Intended  use  of  arti¬ 
cle:  The  article  is  intended  to  be  used 
for  studies  of  the  transport  of  macromol¬ 
ecules  (tracers)  across  biological  bar¬ 
riers  in  which  normal  and  altered 
mammalian  tissues,  derived  frcan  animal 
experiments  will  be  investigated.  Ultra- 
histochemistry  techniques  will  be  em¬ 
ployed,  in  particular,  the  identification 
of  sites  of  enzymatic  activity  at  the  ul- 
trastructural  level.  Another  aspect  of  the 
research  involves  the  transfer  of  large 
molecular  weight  materials  across  the 
cell  membrane.  Application  received  by 
Commissioner  of  Customs;  April  29, 1975. 
Advice  submitted  by  the  Department  of 
Health,  Education,  and  Welfare  on;  Au¬ 
gust  1,  1975. 

Commerce;  No  comments  have  been 
received  with  respect  to  any  of  the  fore¬ 
going  applications.  Decision;  Applica¬ 
tions  approved.  No  instrument  or  appa¬ 
ratus  of  equivalent  scientific  value  to  the 
foreign  articles,  for  such  purposes  as 
these  articles  are  intended  to  be  used,  is 
being  manufactured  in  the  United  States. 
REASONS;  Each  of  the  foreign  articles 


provides  a  range  of  cutting  speeds  from 
equal  to  or  less  than  0.5  millimeters/ sec¬ 
ond  (mm/sec)  to  equal  to  or  greater  than 
10  mm/sec.  The  most  closely  comparable 
domestic  instrument  is  the  Model  MT- 
2B  ultramicrotome  which  is  manufac¬ 
tured  by  Ivan  Sorvall,  Inc.  (Sorvall) .  The 
Model  MT-2B  has  a  range  of  cutting 
speeds  from  0.09  to  3.2mm/sec.  The  con¬ 
ditions  for  obtaining  high  quality  sec¬ 
tions  that  are  uniform  in  thickness  de¬ 
pend  to  a  large  extent  on  the  hardness, 
consistency,  toughness  and  other  prop¬ 
erties  of  the  specimen  materials,  the 
properties  of  the  embedding  materials 
and  the  geometry  of  the  block.  In  con¬ 
nection  with  a  prior  application  (Doc¬ 
ket  No.  69-00118-33-46500)  which 
relates  to  the  duty-free  entry  of  an 
article  in  the  category  of  instruments 
to  which  the  foregoing  applications 
relate,  the  Department  of  Health, 
Education,  and  Welfare  (HEW)  ad¬ 
vised  that  “Smooth  cuts  are  obtained 
when  the  speed  of  cutting,  (among  such 
[other]  obvious  factors  as  knife  edge 
condition  and  angle) ,  is  adjusted  to  the 
characteristics  of  the  material  being  sec¬ 
tioned.”  In  connection  with  another  prior 
case  (Docket  No.  69-00665-33-46500)  re¬ 
lating  to  the  duty-free  entry  of  an  arti¬ 
cle  in  the  same  category  as  those  de¬ 
scribed  above,  HEW  advised  that  “The 
range  of  cutting  speeds  and  a  capability 
for  the  higher  cutting  speeds  is  *  *  .♦ 
a  pertinent  characteristic  of  the  ultra¬ 
microtome  to  be  used  for  sectioning  ma¬ 
terials  that  experience  has  shown  diffi¬ 
cult  to  section,”  In  connection  with  still 
another  prior  case  (Docket  No.  70-00077- 
33-46500)  relating  to  the  duty-free  entry 
of  £ui  article  similar  to  those  described 
above,  HEW  advised  that  “ultrathin  sec¬ 
tioning  of  a  variety  of  tissues  having  a 
wide  range  in  density,  hardness  etc.”  re¬ 
quires  a  maximum  range  in  cutting  speed 
and,  further,  that  “The  production  of 
ultrathin  serial  sections  of  specimens 
that  have  great  variation  in  physical 
properties  is  very  difficult.”  Accordingly, 
HEW  advises  in  its  respectively  cited 
memoranda,  that  cutting  speeds  in  excess 
of  4  mm/sec  are  pertinent  to  the  satisfac¬ 
tory  sectioning  of  the  specimen  materials 
and  the  relevant  embedding  materials 
that  will  be  used  by  the  applicants  in 
their  respective  experiments. 

For  these  reasons,  we  find  that  the 
Sorvall  Model  MT-2B  ultramicrotome 
is  not  of  equivalent  scientific  value  to 
the  foreign  articles  to  which  the  fore¬ 
going  applications  relate,  for  such  pur¬ 
poses  as  these  articles  are  intended  to  be 
used. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  any  of  the 
foreign  articles  to  which  the  foregoing 
applications  relate,  for  such  purposes  as 
these  articles  are  intended  to  be  used, 
which  is  being  manufactured  in  the 
United  States. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  11.105,  Importation  of  Duty-Free 
Educational  and  Scientific  S^aterlals.) 

Richard  M.  Seppa, 
Acting  Director. 

Special  Import  Programs  Division. 

(FR  Doc.76-25424  Filed  9-23-75;8:46  am] 


‘  HARVARD  MEDICAL  SCHOOL 

Decision  on  Application  for  Duty-Free  Entry 
of  Scientific  Article 

The  following  is  a  decision  on  an  appli¬ 
cation  for  duty-free  entry  of  a  scientific 
article  pursuant  to  section  6(c)  of  the 
Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub. 

L.  89-651,  80  Stat.  897)  and  the  regula¬ 
tions  issued  thereunder  as  amended  (40 
FR  12253  et  seq.,  15  CFR  701,  1975) . 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Imi>ort  Programs,  Depwirtment  of 
Commerce,  Washington,  D.C,  20230. 

Docket  number;  75-00496-33-46500. 
Applicant;  Harvard  Medical  School, 
Department  of  Microbiology  &  Molecular 
Gen.,  25  Shattuck  Street,  Bldg.  D-1,  Bos¬ 
ton,  Massachusetts  02115.  Article;  Ultra¬ 
microtome,  Model  LKB  8800A.  Manufac¬ 
turer;  LKB  Produkter  AB,  Sweden. 
Intended  use  of  article;  The  article  is 
intended  to  be  used  to  study  the  structure 
and  morphogenesis  of  bacterial  and 
animal  viruses.  In  addition,  bacterial 
cells,  animal  cells,  proteins  such  as 
enzymes,  nucleic  acids  and  samples  of 
animal  tissue  such  as  brain  from  virus- 
infected  animals,  will  be  studied  by  mem¬ 
bers  of  the  Department  of  Microbiology 
and  Molecular  Genetics.  The  article  will 
also  be  used  in  a  graduate  course  for 
medical  and  graduate  students  in  the 
Theory  and  Techniques  of  Electron 
Microscopy. 

Comments;  No  comments  have  been 
received  with  respect  to  this  application. 
Decision;  Application  approved.  No  in¬ 
strument  or  apparatus  of  equivalent  sci¬ 
entific  value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  is  being  manufactured  in  the 
United  States.  Reasons;  Examination  of 
the  applicant’s  thin  sections  under  the 
electron  microscope  will  provide  optimal 
information  when  such  sections  are  uni¬ 
form  in  thickness  and  have  smoothly  cut 
surfaces.  Conditions  for  obtaining  high 
quality  sections  depend  to  a  large  extent 
on  the  properties  of  the  specimen  being 
sectioned  (e.g.,  hardness,  consistency, 
toughness  etc.) ,  the  properties  of  the  em¬ 
bedding  media  and  the  geometry  of  the 
block.  In  connection  with  prior  case 
(Docket  No.  69-00665-33-46500)  which 
relates  to  the  duty-free  entry  of  an  iden¬ 
tical  foreign  article,  the  Department  of 
Health,  Education,  and  Welfare  (HEW) 
advised  that  “Smooth  cuts  are  obtained 
when  the  speed  of  cutting  (among  such 
[other]  factors  as  knife  edge  condition 
and  angle) ,  is  adjusted  to  the  character¬ 
istics  of  the  material  being  sectioned. 
The  range  of  cutting  speeds  and  a  capa¬ 
bility  for  the  higher  cutting  speeds  is, 
therefore,  a  pertinent  characteristic  of 
the  ultramicrotome  to  be  used  for  sec¬ 
tioning  materials  that  experience  has 
shown  difficult  to  section.”  In  connec¬ 
tion  with  another  prior  case  (Docket  No. 
70-00077-33-46500)  relating  to  the  duty¬ 
free  entry  of  an  identical  foreign  article, 
HEW  advised  that  “ultrathin  sectioning 
of  a  variety  of  tissues  having  a  wide 
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range  in  density,  hardness  etc.”  re¬ 
quires  a  maximum  range  in  cutting  speed 
and,  further,  that  “The  production  of 
ultrathin  serial  sections  of  specimens 
that  have  great  variation  in  physicfd 
properties  is  very  difllcult.”  The  forei^ 
article  has  a  cutting  speed  range  of  0.1 
to  20  millimeters/second  (mm/sec) .  The 
most  closely  comparable  domestic  in¬ 
strument  is  the  Model  MT-2B  ultrami¬ 
crotome  manufactured  by  Ivan  Sorvall, 
Inc.  (Sorvall) .  The  Sorvall  Model  MT-2B 
ultramicrotome  has  a  cutting  speed  range 
of  0.09  to  3.2  mm/sec.  We  are  advised  by 
HEW  in  its  memorandum  of  August  1, 
1975  that  the  higher  cutting  speeds  of 
the  article  are  pertinent  to  the  appli¬ 
cant’s  research  studies. 

We  therefore,  find  that  the  Model  MT- 
2B  ultramicrotome  Is  not  of  equivalent 
scientific  value  to  the  foreign  article  for 
such  purposes  as  this  article  is  intended 
to  be  used. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  toe  foreign 
article,  for  such  purposes  as  this  article 
is  intended  to  be  u^,  which  is  being 
manufactured  in  toe  United  States. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  11.105,  Imputation  of  Duty-Free 
Educational  and  Scientific  Materials.) 

Richard  M.  Seppa, 
Acting  Director, 

Special  Import  Programs  Division. 

(PR  Doc.75-25420  Filed  9-23-75; 8: 45  am] 


Domestic  and  International  Business 
Administration 

HERR  MANUFACTURING  CO.,  INC. 

Petition  for  Determination 

A  petition  by  Herr  Manufacturing 
Company,  Inc.,  of  Tonawanda,  New  York, 
was  accepted  for  filing  on  September  18, 
1975,  under  Section  251  of  the  Trade  Act 
of  1974  and  in  conformity  with  Adjust¬ 
ment  Assistance  Certification  Regulations 
for  Firms,  15  CPR,  Part  350,  40  Federal 
Register  14291  (April  3, 1975)  (the  “Reg¬ 
ulations”)  .  Consequently,  the  United 
States  Department  of  Commerce  has  in¬ 
stituted  an  investigation  to  determine 
whether  increased  imports  into  the 
United  States  contributed  importantly 
to  total  or  partial  separation  of  the  firm’s 
workers,  or  threat  thereof,  and  to  a  de¬ 
crease  in  sales  or  production  of  the  pe¬ 
titioning  firm.  The  petitioner  asserts  that 
imported  articles  classified  in  items 
670.68  and  670.74  of  toe  'Tariff  Schedules 
of  the  United  States  (“TSUS”)  are  like 
or  directly  competitive  with  conical  spin¬ 
ning  and  twisting  rings,  flyers  and  fiyer 
wires,  and  ring  travelers  and  traveler  in¬ 
serts  produced  by  the  firm. 

Any  party  having  a  substantial  inter¬ 
est  in  the  subject  matter  of  the  proceed¬ 
ings  (as  described  in  §  350.40(b)  of  toe 
Regulations)  may  request  a  public  hear¬ 
ing  aa  the  matter.  A  request  for  a  hear¬ 
ing  conforming  to  §  350.40  of  toe  Regu¬ 
lations  must  be  received  by  the  Director, 
Office  of  Trade  Adjustment  Assistance, 
Room  3011,  D(»nestic  and  International 


Business  Administration,  U.S.  Depart¬ 
ment  of  Commerce,  Washington,  D.C. 
20230,  no  later  than  the  close  of  business 
of  the  tenth  calendar  day  following  toe 
publication  of  this  notice. 

(Catalog  of  Federal  Domestic  A.sslstauce  Pro¬ 
gram  No.  11.106,  Trade  Adjustment  Assist¬ 
ance.) 

Harold  A.  Bratt,  Jr., 
Acting  Director,  Office  of 
Trade  Adjustment  Assistance. 
IFR  Doc.75-25360  Filed  9-23-75; 8: 45  am] 


MASSACHUSETTS  GENERAL  HOSPITAL 

Decision  on  Application  for  Duty-Free  Entry 
of  Scientific  Article 

The  following  is  a  decision  on  an  ap¬ 
plication  for  duty-free  entry  of  a  scien¬ 
tific  article  pursuant  to  section  6(c)  of 
the  Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub. 

L.  89-651,  80  Stat.  897)  and  the  regula¬ 
tions  issued  thereunder  as  amended  (40 
FR  12253  et  seq.,  15  CFR  701,  1975) . 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  toe 
Department  of  Commerce,  at  the  Office 
of  Import  Programs,  Department  of 
Commerce,  Washington,  D.C.  20230. 

Docket  number:  75-00524-33-46500. 
Applicant:  Massachusetts  General  Hos¬ 
pital,  Department  of  Renal  Biophysics, 
Fruit  Street,  Boston,  Massachusetts 
02114.  Article:  Ultramicrotome,  Model 
LKB  8800A.  Manufacturer:  LKB  Prod- 
ukter  AB,  Sweden.  Intended  for  use  of 
article:  The  article  is  intended  to  be 
used  for  the  investigation  of  ultrastruc- 
tural  changes  in  the  urinary  bladder  of 
amphibians  under  various  experimental 
conditions.  Experiments  will  be  con¬ 
ducted  to  show  structural  changes  in  toe 
rate-limiting  tight  junctions  (extracellu¬ 
lar  path)  with  paralleled  changes 
in  the  electrical  characteristics  of  toe 
epithelium. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision:  Application  approved.  No  in¬ 
strument  or  apparatus  of  equivalent  sci¬ 
entific  value  to  toe  foreign  article,  for 
such  purposes  as  this  article  is  Intended 
to  be  used,  is  being  manufactured  in  toe 
United  States.  Reasons:  Examination  of 
toe  applicant’s  thin  sections  imder  toe 
electron  microscope  will  provide  optimal 
information  when  such  sections  are  uni¬ 
form  in  thickness  and  have  smoothly  cut 
surfaces.  Conditions  for  obtaining  high 
quality  sections  depend  to  a  large  extent 
on  toe  properties  of  toe  specimen  being 
sectioned  (e.g.,  hardness,  consistency, 
toughness  etc.),  toe  properties  of  the 
embedding  media  and  toe  geometry  of 
toe  block.  In  connection  with  prior  case 
(Docket  No.  69-00665-33-46500)  which 
relates  to  the  duty-free  entry  of  an  iden¬ 
tical  foreign  article,  the  Department  of 
Health,  Education,  and  Welfare  (HEW) 
advised  that  “&nooth  cuts  are  obtained 
when  the  ^leed  of  cutting,  (among  such 
[other]  factors  as  knife  edge  condltloii 
and  angle).  Is  adjusted  to  the  charac¬ 
teristics  of  the  material  being  sectioned. 


’The  range  of  cutting  speeds  and  a  ca¬ 
pability  for  toe  higher  cutting  speeds  is, 
therefore,  a  pertinent  characteristic  of 
toe  ultramicrotome  to  be  used  for  sec¬ 
tioning  materials  that  experience  has 
shown  difficult  to  section.”  In  connection 
with  another  prior  case  (Docket  No.  70- 
00077-33-46500)  relating  to  toe  duty¬ 
free  entry  of  an  identical  foreign  article, 
HEW  advised  that  “ultrathin  sectioning 
of  a  variety  of  tissues  having  a  wide 
range  in  density,  hardness  etc.”  requires 
a  maximum  range  in  cutting  speed  and, 
further,  that  “The  production  of  ultra¬ 
thin  serial  sections  of  siiecimens  that 
have  great  variation  in  physical  proper¬ 
ties  is  very  difficult.”  The  foreign  article 
has  a  cutting  speed  range  of  0.1  to  20 
milli.meters/second  (mm/sec) .  The  most 
closely  comparable  domestic  instrument 
is  the  Model  MT-2B  ultramicrotome 
manufactured  by  Ivan  Sorvall,  Inc.  (Sor¬ 
vall)  .  The  SorvaU  Model  MT-2B  ultra- 
microtome  has  a  cutting  speed  range  of 
0.09  to  3.2  mm/sec.  We  are  advised  by 
HEW  in  its  memorandum  of  August  15, 
1975  that  cutting  speeds  greater  than 
available  on  toe  domestic  instrument  are 
pertinent  to  the  applicant’s  research 
studies.  We  therefore,  find  that  toe 
Model  MT-2B  ultramicrotome  is  not  of 
equivalent  scientific  value  to  toe  foreign 
article  for  such  purposes  as  this  article 
is  intended  to  be  used. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  toe  foreign 
article,  for  such  purposes  as  this  article 
is  intended  to  be  used,  which  is  being 
manufactured  in  the  United  States. 

(Catalog  of  Federal  Domestic  A^lstance  Pro¬ 
gram  No.  11.105,  Importation  of  Duty-Free 
Educational  and  Scientific  Materials.) 

Richard  M.  Seppa, 
Acting  Director, 

Special  Import  Programs  Division. 

IFR  Doc.75-25421  Filed  9-23-75;8;45  am] 


SINAI  HOSPITAL  OF  DETROIT 

Decision  on  Application  for  Duty-Free  Entry 
of  Scientific  Article 

'The  following  is  a  decision  on  an  ap¬ 
plication  for  duty-free  entry  of  a  scien¬ 
tific  article  pursuant  to  section  6(c)  of 
the  Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub. 
L.  89-651,  80  Stat,  897)  and  the  regula¬ 
tions  issued  thereunder  as  amended  (40 
FR  12253  et  seq.,  15  CFR  701,  1975) . 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  toe 
Department  of  Commerce,  at  toe  Office 
of  Import  Programs,  Department  of 
Commerce,  Washington,  D.C.  20230. 

Docket  number:  75-00540-33-46500, 
Applicant:  Sinai  Hospital  of  Detroit, 
6767  W.  Outer  Drive,  Detroit,  Michigan 
48235.  Article:  Ultramicrotome,  Model 
Om  U3.  Manufacturer:  C,  Reichert 
Optlsche  Werke  AG,  Austria.  Intended 
use  of  article:  The  article  is  intended  to 
be  used  in  several  research  programs 
which  Involve  studies  of  bone  tumors, 
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blood  vessels,  kidney.  liver,  lung,  bone 
marrow,  etc.  These  studies  will  Include 
pathogenesis  of  atherosclerosis  requiring 
the  sectioning  of  aorta.  Another  study  In¬ 
volves  the  effect  of  Intraaortic  balloon 
pumping  on  the  ultrastructure  of  normal, 
ischemic  and  Infarcted  myocardium. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision:  Application  approved.  No  in¬ 
strument  or  apparatus  of  equivalent  sci¬ 
entific  value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  is  being  manufactured  in  the 
United  States.  Reasons:  Examination  of 
the  applicant's  thin  sections  under  the 
electron  microscope  will  provide  optimal 
Information  when  such  sections  are  uni¬ 
form  in  thickness  and  have  smoothly  cut 
surfaces.  Conditions  for  obtaining  high 
quality  sections  depend  to  a  large  ex¬ 
tent  on  the  properties  of  the  specimen 
being  sectioned  (e.g.,  hardness,  consist¬ 
ency,  toughness,  etc.) ,  the  properties  of 
the  embedding  media  and  the  geometry 
of  the  block.  In  connection  with  a  prior 
case  (Docket  No.  69-00118-33-46500) 
which  relates  to  the  duty-free  entry  of 
a  similar  foreign  article,  the  Department 
of  Health.  Education,  and  Welfare 
(HEW)  advised  that  “Smooth  cuts  are 
obtained  when  the  speed  of  cutting, 
(among  such  [other]  obvious  factors  as 
knife  edge  condition  and  angle),  is  ad¬ 
justed  to  the  characteristics  of  the  mate¬ 
rial  being  sectioned.’’  In  connection  with 
another  prior  case  (Docket  No.  69-00665- 
33-46500)  relating  to  the  duty-free  entry 
of  a  similar  foreign  article,  HEW  advised 
that  “The  range  of  cutting  speeds  and 
a  capability  for  the  higher  cutting  speeds 
is  •  •  *  a  pertinent  characteristic  of 
the  ultramicrotome  to  be  used  for  sec¬ 
tioning  materials  that  experience  has 
shown  difficult  to  section.’’  In  connection 
with  still  another  prior  case  (Docket  No. 
70-00077-33-46500)  relating  to  the  duty¬ 
free  entry  of  a  similar  foreign  article, 
HEW  advised  that  “ultrathin  sectioning 
of  a  variety  of  tissues  having  a  wide 
range  in  density,  hardness,  etc.’’  requires 
a  maximum  range  in  cutting  speed  and, 
further,  that  “The  production  of  ultra- 
thin  serial  sections  of  specimens  that 
have  great  variation  in  physical  proper¬ 
ties  is  very  difficult.”  The  foreign  article 
has  a  cutting  speed  range  of  0.5  to  10  mil¬ 
limeters/second  (mm/sec) .  The  most 
closely  comparable  domestic  instrument 
is  the  Model  MT-2B  ultramicrotome 
manufactured  by  Ivan  Sorvall,  Inc. 
(Sorvall).  The  Sorvall  Model  MT-2B 
ultramicrotome  has  a  cutting  speed  range 
of  0.09  to  3.2  mm/sec.  We  are  advised 
by  HEW  in  its  memorandvun  of  Au¬ 
gust  22,  1975  that  cutting  speeds  be¬ 
tween  4  and  5  mm/sec.  are  pertinent  to 
the  applicant’s  research  studies.  We, 
therefore,  find  that  the  Model  MT-2B  ul¬ 
tramicrotome  is  not  of  equivalent  scien¬ 
tific  value  to  the  foreign  article  for  such 
purposes  as  this  article  is  intended  to 
be  used. 

TTie  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 


is  Intended  to  be  used,  which  Is  being 
msmiifactured  In  the  United  States. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  11.105,  Importation  of  Duty-Free 
Educational  and  Scientific  Materials.) 

Richard  M.  Seppa, 

Acting  Director, 

Special  Import  Programs  Division. 

[FR  Doc.76-26422  FUed  9-2^76;8;45  am] 

UNIVERSITY  OF  OREGON.  ET  AL 

Applications  for  Duty-Free  Entry  of 
•  Scientific  Articles 

The  following  are  notices  of  the  receipt 
of  applications  for  duty-free  entry  of 
scientific  articles  pursuant  to  section 
6(c)  of  the  Educational,  Scientific,  and 
Cultural  Materials  Importation  Act  of 
1966  (Pub.  L.  89-651;  80  Stat.  897).  In¬ 
terested  persons  may  present  their  views 
with  respect  to  the  question  of  whether 
an  Instrument  or  apparatus  of  equivalent 
scientific  value  for  the  purposes  for  which 
the  article  is  intended  to  be  used  is  being 
manufactured  in  the  United  States.  Such 
comments  must  be  filed  in  triplicate  with 
the  Director,  Special  Import  Programs 
Division,  Office  of  Import  Programs, 
Washington,  D.C.  20230,  within  20 
'^calendar  days  after  the  date  on  which 
this  notice  of  application  is  published  in 
the  Federal  Register. 

Amended  regulations  issued  under 
cited  Act,  (40  FR  12253  et  seq.,  15  CFR 
701, 1975)  prescribe  the  requirements  ap¬ 
plicable  to  comments. 

A  copy  of  each  application  is  on  file, 
and  may  be  examined  during  ordinary 
Commerce  Department  business  hours  at 
the  Special  Import  Programs  Division, 
Department  of  Commerce,  Washington. 
D.C.  20230. 

Docket  number:  76-00115-01-07500. 
Applicant:  Uhlversity  of  Or^on,  De¬ 
partment  of  Chemistry.  Eugene,  Oregon 
97403.  Article:  Scanning  Microcalorime- 
ter:  Manufacturer:  Mashproborintorg, 
Russia.  Intended  use  of  article:  The  arti¬ 
cle  is  intended  to  be  used  for  investiga¬ 
tion  of  solvation,  macroniolecular  con¬ 
formation,  small  molecule(SIC) ,  macro¬ 
molecule  interacticms  and  other  molecu¬ 
lar  interactions  particularly  Important 
where  modem  calorimetric  measure¬ 
ments  have  provided  a  powerful  tool  for 
study.  Investigations  in  the  following 
areas  will  be  conducted : 

(1)  Anthalpy  of  micelle  formation  in 
various  solvents. 

(2)  DNA-proteln  interactions. 

(3)  Changes  in  DNA  conformation 
with  temperature. 

(4)  Enthalpy  changes  in  aqueous  so¬ 
lutions  as  a  function  of  concmtration  of 
solvent  perturbants. 

Application  received  by  Commissioner 
of  Customs:  September  3, 1975. 

Docket  number:  76-00116-33-90000. 
Applicant:  Long  Beach  Commimity  Hos¬ 
pital,  1720  Termino  Avenue,  Long  Beach, 
California  90801.  Article:  EMI  Scanner 
System  with  Magnetic  Tape  System. 
Manufacturer:  EMI  Limited,  United 
Kingdmn.  Intended  use  of  article:  The 
article  is  intended  to  be  used  in  develop¬ 


ment  of  a  nonlnvaslve  technique  for 
evaluating  brain  tumors  and  metastatic 
tumors  to  the  brain.  The  article  will  also 
be  us^  in  following  stroke  patients  and 
differentiating  these  from  brain  hemor¬ 
rhages  and  brain  tiunors  in  the  geriatric 
age  group  which  is  necessary  in  order  to 
salvage  functional  capacity  as  well  as  in 
eliminating  nonsalvageable  patients  and 
saving  cost,  hospitalization  and  utiliza¬ 
tion.  Application  received  by  Commis¬ 
sioner  of  Customs:  September  3.  1975. 

Docket  number:  J8-00 117-33-46500. 
Applicant:  University  of  Arktmsas  for 
Medical  Sciences,  Department  of  Pathol¬ 
ogy,  4301  West  Markham  Street,  Little 
Rock,  Arkansas  72201.  Article:  Ultrami¬ 
crotome,  Model  LKB  8800A,  with  Ultro- 
tome  Table  and  Prymitome.  Manufac¬ 
turer:  LKB  Produkter  AB,  Sweden.  In¬ 
tended  use  of  article:  The  article  is  in¬ 
tended  to  be  used  for  ultrastructural 
studies  on  bone,  parathyroid,  and  skin. 
The  studies  will  be  used  to  determine  al¬ 
terations  in  these  tissues  with  growth, 
development  and  alteration  in  fimction. 
-Application  received  by  Ccxnmissioner  of 
Customs:  September  3, 1975. 

Docket  number:  76-00118-33-46500. 
Applicant:  University  of  Massachusette 
Medical  School.  Depmtment  of  Pathol¬ 
ogy,  55  Lake  Avenue  North,  Worcester, 
Mass.  01605.  Article:  Ultramicrotome, 
Model  LKB  8800A.  Manufactiu?er:  LKB, 
Produkter  AB,  Sweden.  Intended  use  of 
article:  The  article  will  be  used  for  ex¬ 
perimental  investigations  concerning 
diseases  of  blood  vessels  in  such  diseases 
as  atherosclerosis  and  hypertension,  in 
aging  and  in  inflammatory  processes. 
These  experiments  include  the  study  of 
normal  blood  vessels  from  young  and  old 
animals  in  order  to  ascertain  changes 
due  to  age;  and  the  study  of  pathological 
changes  occurring  in  different  types  of 
vessels  in  diseases  such  as  atherosclero¬ 
sis  and  hypertension.  In  addition,  the 
article  is  to  be  used  for  educational  pur¬ 
poses  in  the  following  courses; 

Cellular  Pathology — ^To  teach  the 
most-up-to  date  concepts  and  techniques 
in  the  study  of  diseased  cells  and  tissues. 

Electron  Microscopy — ^To  introduce 
selected  medical  students  to  the  basic 
approaches  of  electron  microscopy. 

Application  received  by  Commissioner 
of  CXistoms:  September  3,  1975. 

Docket  number:  76-00119-33-46500. 
Applicant:  Children’s  Hospital  Medical 
Center,  300  Longwood  Avenue,  Boston, 
Massachusetts  02115.  Article:  Ultra¬ 
microtome,  Model  LKB  8800A.  Manufac¬ 
turer;  LKB  Produkter  AB,  Sweden.  In¬ 
tended  use  of  article:  The  article  will  be 
used  for  the  ultrastructural  examination 
of  the  morphology  of  Beta  cells  within 
pancreatic  islets  of  Langerhans.  Both 
normal  and  pathological  structure  will 
be  investigated  in  pancreatic  tissues  from 
patients  and  experimental  animals  in  an 
attempt  to  understand  the  structural 
mechanisms  involved  in  the  cellular  se¬ 
cretion  of  Insulin.  In  additicm,  future 
ultrastructiural  investigations  may  entail 
the  examination  of  normal  and  patho¬ 
logical  lens,  nerve,  retina,  and  kidney 
tissues,  which  are  those  tissues  which 
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exhibit  manifestations  of  diabetic  com¬ 
plications.  Application  recrtred  by  Com¬ 
missioner  d  Customs:  Septembers,  1975. 

Docket  number:  76-00120-00-46500. 
Applicant:  The  University  of  Texas 
Health  Science  Center  at  Dallas,  South¬ 
western  Medical  School,  Department  of 
Pathology,  5323  Harry  Hines  Boulevard, 
Dallas,  Texas  75235.  Article:  Cryokit, 
Model  LKB  14800-1.  Manufacturer:  LKB 
Produkter  AB,  Sweden.  Intended  use  of 
article:  The  article  is  an  accessory  to  an 
existing  ultramlcrotmne  and  will  be  used 
for  the  preparation  of  ultrathin  frozen 
sections  for  analytical  electron  micro¬ 
scopic  study  of  the  content  of  various  ions 
(sodium,  potassium,  chlorine,  calcium, 
and  magnesium) ,  in  normal  heart  muscle 
and  heart  muscle  from  subjects  with 
heart  attacks.  Application  received  by 
Commissioner  of  dustoms:  September  3, 
1975. 

Docket  number:  76-00121-98-83600. 
Applicant:  The  Ohio  State  University 
Research  Foundation,  1314  Kinnear 
Road,  Columbus,  Ohio  43212.  Article: 

'  Pulsed  Platiniun  NMR  Thermometer. 
Manufacturer:  Instruments  for  Technol¬ 
ogy  OY,  AB,  Rnland.  Intended  use  of 
article:  The  article  is  intended  to  be  used 
to  measure  the  temperature  of  *He  in  its 
superfluid  phases.  Specific  experiments 
will  include  thermal  conductivity  meas¬ 
urement,  heat  capacity  measurement, 
ion  mobility  determinaticms  and  viscos¬ 
ity  determination.  The  article  will  also 
be  used  by  graduate  students  in  the 
course  of  their  thesis  work  and,  there¬ 
fore,  is  instrumental  in  their  education. 
Application  received  by  Commissioner  of 
Customs:  September  3, 1975. 

Docket  number:  76-00122-33-90000. 
Applicant:  Santa  Rosa  Medical  Center, 
519  W.  Houston,  San  Antonio,  Texas 
78207.  Article:  EMI  Scanner  with  Mag¬ 
netic  Tape  Storage  System.  Manufac- 
tvurer:  EMI  Limited,  United  Klingdom. 
Intended  use  of  article:  The  article  is 
intended  to  be  used  to  provide  a  com¬ 
puterized  analysis  of  the  absorption  co¬ 
efficient  from  tomographic  slices  of  the 
brain.  Some  of  the  research  projects  to  be 
conducted  will  include: 

(1)  A  study  to  determine  which  chil¬ 
dren  with  epileptic  gait  problems  are  sur¬ 
gically  remedial  as  opposed  to  those  not. 

(2)  A  study  to  determine  any  differ¬ 
ence  in  the  size  of  the  cortical  mantle 
(i.e.  hydrocephalus  exvacuo)  in  the  pa¬ 
tients  with  chronic  frequent  seizures  as 
versus  patients  who  have  only  occasional 
seizures  and  patients  without  seizures. 

(3)  A  study  of  epileptic  children  and 
adults  with  and  without  contrast  en¬ 
hancement  in  order  to  determine  the 
number  of  patients  with  temporal  lobe 
problems. 

(4)  Determination  of  ventricular  size 
following  neonatal  meningitis  and  sub¬ 
arachnoid  hemorrhage  in  newborn  and 
a  study  to  determine  which  of  these 
childr«i  will  benefit  from  ventricular 
shunting  and  the  corrdation  of  the  intra¬ 
cranial  changes  on  a  serial  basis  after 
shunning,  Le.,  number  of  shunt  failures 
and  number  of  patioits  with  good  re¬ 
sponse  to  shunting. 


(5)  A  stiidy  ot  the  correlation  of  den¬ 
sity  of  nmmal  brain  tissue  as  against  the 
density  of  abnormal  stored  material  in 
brain  tissue  present  with  Inherited  meta¬ 
bolic  disorders  (ff  the  brain. 

(6)  Study  of  patients  with  brain  tu¬ 
mors  pre  and  post  surgery  to  determine 
the  extent  of  removal  of  the  tumor. 

(7)  Study  of  effects  of  hypersmolar 
therapy  and  steroid  therapy  in  the  treat¬ 
ment  of  closed  head  injuries  with  several 
contusions  and  edema. 

The  article  is  also  intended  to  be  used 
for  training  residents,  technologists  and 
medical  students  in  the  Department  of 
Radiology.  Application  received  by  Com¬ 
missioner  of  Customs:  September  3, 1975. 

Docket  number:  76-00123-33-90000. 
Applicant:  National  Institutes  of  Health, 
90()0  Rockville  Pike,  Bethesda,  Md.  20014. 
Article:  X-ray  Diffractometer,  GX-6 
(Rotating  Anode) ,  and  accessories.  Man¬ 
ufacturer:  Elliot,  United  Kingdom.  In¬ 
tended  use  of  article:  The  article  is  in¬ 
tended  to  be  used  for  studies  of  structure 
and  functicm  of  biological  membranes 
and  proteins.  Application  received  by 
Commissioner  of  Customs:  September  3, 
1975. 

Docket  number:  76-00124-33-46040. 
Applicant:  Ear  Research  Institute,  256 
South  Lake  Street,  Los  Angeles,  Calif. 
90057.  Article:  Electron  Microscope,  Mod¬ 
el  EM  301.  Manufacturer:  Philips  Elec¬ 
tronic  Instruments  NVD,  The  Nether¬ 
lands,  Intended  use  of  article:  The  article 
is  intended  to  be  used  in  research  to  de¬ 
termine  the  causes  of  deafness  and  relate 
them  to  body  chemistry  In  order  to  aim 
towards  the  preventive  measures  for 
these  disease  processes.  Both  the  ultra- 
structural  detail  of  the  cell  and  the  gen¬ 
eral  cell  organization,  which  are  impor¬ 
tant  in  tlie  normal  and  pathologic  disease 
processes  studied,  and  the  nature  of  the 
intercellular  organelles,  cell  membranes 
as  well  as  the  aberrations  included  in  the 
disease  process  will  be  studied.  The  ar¬ 
ticle  will  also  be  used  in  several  courses 
to  provide  training  in  various  aspects  of 
Otology  to  medically  oriented  personnel. 
Application  received  by  Commissioner  of 
CusttMns:  September  3, 1975. 

Docket  munber:  76-00125-56-17500. 
Applicant:  The  Johns  Hopkins  Univer¬ 
sity,  Charles  and  34th  Streets,  Baltimore, 
Md.  21218.  Article:  (2)  Recording  Cur¬ 
rent  Meters,  Model  No.  4.  Manufactvu^r: 
Ivar  Aanderaa,  Norway.  Intended  use  of 
article:  The  article  is  intended  to  be  used 
for  the  investigation  of  vertical  and  hori¬ 
zontal  water  structure  of  the  Chesapeake 
Bay,  estuarine  circulation  in  the  Chesa¬ 
peake  Bay  and  flow  in  the  tributaries  to 
the  area.  The  basic  experiment  consists 
of  placing  imattended  vertical  arrays  of 
these  instruments,  each  with  self-con¬ 
tained  power  supply  and  data  logging 
capability  on  prescribed  stations.  Appli¬ 
cation  received  by  Commissioner  of  Cus¬ 
toms:  September  3,  1975. 

Docket  number:  76-00126-56-17500. 
Applicant:  The  Johns  Hopkins  Univer¬ 
sity,  Charles  and  34th  Streets,  Baltimore, 
Md.  21218.  Article:  (4)  Recording  Cur¬ 
rent  Meters,  Mod^  No.  RC!M-4.  Manu¬ 
facturer:  Ivar  Aanderaa,  Norway.  In¬ 


tended  use  of  article:  hTe  article  Is 
intended  to  be  used  for  studies  of  the  ver¬ 
tical  and  horlzcHital  water  structure  of 
the  continental  shelf  of  Virginia,  Mary¬ 
land,  and  Delaware.  The  basic  experi¬ 
ment  consists  of  placing  imattended  ver¬ 
tical  arrays  of  these  l^tnunents,  each 
with  a  self-contained  power  supply  data 
logging  capability  on  prescribed  stations. 
Application  received  by  Commissioner  of 
Customs:  September  3,  1975. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  11.105,  Importation  of  Duty-Free 
Educational  and  Scientific  Materials.) 

Richard  M.  Seppa, 
Acting  Director, 

Special  Import  Programs  Division. 

[FR  Doc.75-25423  FUed  9-23-75:8:45  amj 


Maritime  Administration 

RECONSTRUCTION  OF  CONTAINERSHIPS 
BY  INSTALLATION  OF  GANTRY  CRANES 

Computation  of  Foreign  Cost;  Intent 

'  Notice  is  hereby  given  of  the  Intent  of 
the  Maritime  Subsidy  Board,  pursuant 
to  the  provisions  of  section  502  (b)  of  the 
Merchant  Marine  Act,  1936,  as  amended, 
to  compute  the  estimated  foreign  cost  for 
the  reconstructlmi  of  two  containerships, 
identified  as  MA  Design  C6-S-lx,  by  the 
installation  ot  gantry  cranes  to  enable 
the  vessels  to  have  self-sustaining  con¬ 
tainer  handling  capability. 

Any  person,  firm  or  corporaticm  hav¬ 
ing  any  Interest  (within  the  meaning  of 
secti(Hi  502(b))  In  such  (XHnputations 
may  file  written  statements  by  the  close 
of  business  on  October  3,  1975,  with  the 
Secretary,  Maritime  Subsidy  Board, 
Maritime  Administration,  Room  3099B, 
Department  of  Commerce  Building,  14th 
&  E  Streets  NW.,  Washington,  D.C. 
20230. 

Dated;  September  19,  1975. 

By  order  of  the  Maritime  Subsidy 
Board,  Maritime  Administration. 

James  S.  Dawson,  Jr., 
Secretary. 

[PR  Doc.75-25463  Filed  9-23-75:8:45  am] 


National  Bureau  of  Standards 

FEDERAL  INFORMATION  PROCESSING 
STANDARDS  COORDINATING  AND  AD¬ 
VISORY  COMMITTEE 

Meeting 

Pursuant  to  the  Federal  Advisory  Com¬ 
mittee  Act,  5  U.S.C.  App.  I  (Supp.  m, 
1973),  notice  is  hereby  given  that  the 
Federal  Information  Processing  Stand¬ 
ards  Coordinating  and  Advisory  Com¬ 
mittee  (FIPSCAC)  will  hold  a  meeting 
from  9  a.m.  to  1  p.m.  on  Thursday,  No¬ 
vember  6,  1975,  in  Dining  Rooms  A  &  B, 
Administration  Building,  of  the  National 
Bureau  of  Standards,  in  Gaithersburg, 
Maryland. 

The  purpose  of  the  meeting  is  to  review 
the  actiwis  of  the  Federal  Information 
Processing  Standards  (FIPS)  Task 
Groups  and  to  consider  other  matters 
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relating  to  Federal  Information  Process¬ 
ing  Standards. 

The  puMic  will  be  permitted  to  attend, 
to  hie  written  statements,  and,  to  the 
extent  time  permits,  to  preset  oral  state¬ 
ments.  Peistms  planning  to  attend  should 
notify  Robert  E.  Rountree,  Jr.,  Institute 
for  Computer  Sciences  and  Technology, 
National  Bureau  of  Standards,  Washing¬ 
ton,  D.C.  20234  (phone  301-921-3157) . 

Dated:  September  17, 1975. 

Ernest  Ambler, 
Acting  Director. 

[PR  Doc.75-25362  FUed  9-23-75; 8: 45  am] 


National  Oceanic  and  Atmospheric 
Administration 

AMERICAN  TUNABOAT  ASSOCIATION 
Receipt  of  Application 

Notice  Is  hereby  given  that  the  follow¬ 
ing  applicant  has  applied  in  due  form  to 
the  Director,  National  Marine  Fisheries 
Service,  for  a  General  Permit  to  take 
marine  mammals  incidental  to  the 
course  of  commercial  hshing  operations 
as  authorized  by  the  Marine  Mammal 
Protection  Act  of  1972  (16  U.S.C.  1361- 
1407)  and  the  regulations  thereunder. 
The  American  Tunaboat  Association,  1 
Tuna  Lane,  San  Diego,  California,  has 
applied  for  reissuance  of  the  General 
Permit  entitled,  “Encircling  Gear:  Yel- 
lowhn  tuna  purse-seining”  to  take  ma¬ 
rine  mammals  incidental  to  commercial 
hshing  operations  during  1976. 

This  application  will  be  considered  at 
a  public  hearing  scheduled  to  be  held  on 
October  9, 1975,  in  the  Civil  Service  Com¬ 
mission  Auditorium,  1900  E  Street,  NW., 
Washington,  D.C.,  beginning  at  9  a.m. 
pursuant  to  the  Notice  of  Public  Hearing 
which  appeared  in  the  Federal  Register 
on  September  8, 1975  (40  FR  41531) . 

Copies  of  the  application  are  avail¬ 
able  for  review  at  the  office  of  the  Di¬ 
rector,  National  Marine  Fisheries 
Service,  3300  Whitehaven  Street,  NW., 
Washington.  D.C.,  and  the  office  of  the 
R^onal  Director,  National  Marine  Fish¬ 
eries  Service,  300  South  Perry  Street, 
Terminal  Island.  California  90731. 

Dated:  September  19,  1975. 

Robert  W.  Schoning, 
Director, 

National  Marine  Fisheries  Service. 

[FR  Doc.76-25402  Piled  9-23-75:8:45  am] 


NATIONAL  FISHERY  EDUCATION  CENTER 
Meeting 

The  Director,  National  Marine  Fisher¬ 
ies  Service,  annoimces  that  a  public 
meeting  will  be  held  at  9  am.,  October  2, 
1975,  at  the  Page  1  Building.  Room  337, 
2001  Wisconsin  Avenue,  NW.,  Washing¬ 
ton,  D.C. 

The  purpose  of  the  meeting  is  to  afford 
the  National  Marine  Fisheries  Service  an 
opportunity  to  present  a  status  report  on 


the  progress  and  plans  for  the  Service’s 
National  Fishery  Education  Center. 

Dated:  September  18, 1975. 

Jack  W.  Gihrxnoex, 
Deputy  Director. 

National  Marine  l^heries  Service. 
[FR  Doc.76-25449  Plied  9-23-75:8:45  am] 


Office  of  the  Secretary 

COMMERCE  TECHNICAL  ADVISORY 
BOARD 

Notice  of  Meeting 

A  meeting  of  the  Department  of  Com¬ 
merce  Technical  Advisory  Board  will  be 
held  on  Wednesday,  Oct(*er  22,  1975, 
frwn  9  am.  to  5  pm.,  and  Thursday, 
October  23.  1975,  from  8:30  am.  to  12 
noon,  in  Room  6802,  Main  Commerce 
Building,  14th  Street  and  Constitution 
Avenue,  NW.,  Washington,  D.C. 

The  Board  was  established  to  study 
and  evaluate  the  technical  activities  of 
the  D^artment  of  Commerce  and 
recommend  measures  to  Increase  ihelr 
value  to  the  business  community.  Tenta¬ 
tive  agenda  items  Include: 

Discussion  of  Proposed  Panel  on  Com- 
merokdization  of  R.  &  D. 

Discussion  of  Regulatory  Reform  Con¬ 
cept. 

Discussion  of  Symposimn  on  East- 
West  Trade. 

Review  of  “Role  of  New  Technical 
Enterprises  in  American  Economy.” 

Discuss  Experiment  for  Controlling 
Technology  Democratically. 

A  limited  number  of  seats  will  be  avail¬ 
able  to  the  press  and  to  the  public.  The 
public  will  be  permitted  to  file  written 
statements  or  inquiries  with  the  Chair¬ 
man  before  or  after  the  meeting. 

Persons  desiring  to  obtain  further  in¬ 
formation  concerning  the  Board  should 
contact  Mr.  William  C.  Holt,  Room  3877, 
U.S.  Department  of  Commerce,  14th 
Street  and  Constitution  Avenue  NW., 
Washington,  D.C.  20230;  telephone  (202) 
967-2394. 

Betsy  Ancker-Johnson, 
Assistant  Secretary  for 
Science  and  Technology. 

September  17, 1975. 

[PR  Doc.75-25438  PUed  9-23-75:8:45  am] 


ECONOMIC  ADVISORY  BOARD 
Meeting 

A  meeting  of  the  Department  of  Com¬ 
merce  Economic  Advisory  Board  will  be 
held  on  Wednesday,  October  29,  1975, 
from  9:30  a.m.  to  3  p.m.  in  Room  4832, 
Main  Commerce  Building,  14th  Street 
and  Constitution  Avenue,  NW.,  Wa^- 
Ington,  D.C. 

The  Board  was  estaUlshed  by  the  Sec¬ 
retary  of  Commerce  cm  October  5,  1967. 
Ihe  purpose  of  the  Eoard  is  to  advise  the 
Secretary  oi.  Commeine  on  economic  pol¬ 
icy  issues.  The  Intended  agenda  for  this 
meeting  is  as  follows: 


Discuss  specific  Industry  situation  in 
terms  of  consumer  spending,  inventory, 
and  caiHtal  ^lending. 

Discuss  monetary  and  fiscal  policy  and 
the  near-term  outlook  for  prices  and  in¬ 
terest  rates. 

Discuss  the  outlook  for  overall  eco¬ 
nomic  activity  through  1976  in  t^rms  of 
output  and  employment. 

A  limited  number  of  seats  will  be 
available  to  the  public  on  a  first-come, 
first-served  basis.  Public  participation 
will  be  limited  to  requests  for  clarifica¬ 
tion  of  items  under  discussion.  Addi¬ 
tional  statements  or  mquiries  may  be 
submitted  to  the  chairman  before  or  af¬ 
ter  the  meeting.  Persons  desiring  to  at¬ 
tend  the  meeting  should  advise  Mr. 
Dominic  R.  Quinn,  telephone  (202)  967- 
3884,  by  October  24, 1975. 

Copies  of  the  minutes  will  be  available 
on  request  30  days  after  the  meeting. 

Inquiries  may  be  addressed  to  the 
Committee  Control  Officer,  Mr.  Dominic 
R.  Quinn,  Special  Assistant  to  the  As¬ 
sistant  Secretary  for  Economic  Affairs, 
Room  4854,  Department  of  Commerce, 
Washington,  D.C.,  20230,  telephone  (202) 
967-3884. 

James  L.  Pate, 
Assistant  Secretary 
for  ^donomic  Affairs. 

[PR  Doc.75-25359  Piled  9-2S-75;8:46  am] 


DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 
National  Institutes  of  Health 

NATIONAL  COMMISSION  ON  ARTHRITIS 

AND  RELATED  MUSCULOSKELETAL 

DISEASES 

Amended  Notice  of  Meeting 

Notice  is  hereby  given  of  a  change  in 
the  meeting  dates  of  the  National  Com¬ 
mission  on  Arthritis  and  Related  Muscu¬ 
loskeletal  Diseases,  Naticmal  Institute  of 
Arthritis,  Metabolism,  and  Digestive  Dis¬ 
eases,  which  was  published  in  the  Fed¬ 
eral  Register  on  September  15, 1975  (40 
FR  42591). 

This  committee  was  to  have  convened 
frcxn  2:00  p.m.  to  5:00  pm.  on  October 
13, 1975,  but  as  this  date  is  a  Government 
holiday  the  Commission  will  not  meet  on 
that  day  but  will  meet  on  October  14, 
1975  at  the  Penn  Harris  Motor  Inn,  Tay¬ 
lor  Bridge  and  n.S.  Highway  11-15,  Har¬ 
risburg,  Pennsylvania.  Prom  9:30  a.m.  to 
1:30  pm.,  the  Commission  will  hear 
testimmiy  from  Interested  members  of 
the  public  and  immediately  following 
there  will  be  a  business  and  planning 
meeting. 

On  October  15,  from  9:30  a.m.  to  1:30 
p.i]i.  the  Commission  will  meet  at  the 
John  Hancock  Hall,  DoroU^  Quincy 
Suite,  180  Berkeley  Street,  Boston,  Mas¬ 
sachusetts,  to  hear  public  testimony. 

Both  meetings  will  be  open  to  the  pub¬ 
lic  the  entire  time. 

Dated:  S^tember  19,  1975. 

SUZAKRE  L.  FRXMEAU, 
Committee  ManagemerU  Officer, 
National  Inatitutet  of  Health. 

.  [FR  DOC.75-2M58  FUed  9-23-75;8 :40  am] 
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VIRUS  CANCER  PROGRAM  SCIENTIFIC 
REVIEW  COMMITTEE 

Amended  Notice  of  Meeting — Cancellation 

Notice  Is  hereby  given  of  the  cancella¬ 
tion  of  the  meeting  of  the  Virus  Cancer 
Program  Scientific  Review  Committee  A, 
Viral  Oncology.  Division  of  Cancer  Cause 
and  Preventicm,  National  Cancer  Insti¬ 
tute  which  was  published  in  the  Federal 
Register  on  Septraiber  12,  1975,  Vol.  40, 
No.  178 — page  42385. 

‘]^is  Virus  Cancer  Program  Scientific 
Remw  Committee  A  meeting  was  to 
have  convened  on  October  6,  1975,  but 
has  been  cancelled  as  contracts  were  not 
ready  for  presentation. 

Dated:  September  19, 1975. 

Suzanne  L.  Fremeau, 
Committee  Management  Officer, 
National  Institutes  of  Health. 

[PB  Doc.76-26452  PUed  9-23-76:8:45  am] 


Office  of  Education 

DIVISION  OF  SECONDARY  OCCUPATIONAL 
PLANNING  AND  DIVISION  OF  POST¬ 
SECONDARY  OCCUPATIONAL  PLAN¬ 
NING  . 

Statement  of  Organization,  Functions,  and 
Delegations  of  Authority 

Part  2  (OfiBce  of  Education)  Section 
2-B,  Organization  and  Functions,  of  the 
Statement  of  Organization,  Functions 
and  Delegations  of  Authority  for  the  De¬ 
partment  of  Health,  Education,  and  Wel¬ 
fare  is  hereby  amended  to  attain  the 
purposes  of  Pub.  L.  92-318,  Title  X, 
Part  C — ^Establishment  of  Agencies,  as 
follows: 

The  statement  published  in  the  Fed¬ 
eral  Register  on  April  26,  1974  at  39  FR 
14738  is  amended  by  deletion,  imder  the 
heading  “Bureau  of  Occupational  and 
Adult  Education’’,  of  the  heading  “Divi¬ 
sion  of  Occupational  Planning’’  and  the 
statement  following  immediately  there¬ 
after.  ’The  statement  published  at  39  FR 
14738  is  also  amended  by  addition  of  the 
following  new  statements  immediately 
i^ter  the  statement  following  the  heading 
“Bureau  of  Occupational  and  Adult  Edu¬ 
cation’’. 

Division  of  Secondary  Occupational 
Planning.  Directs  the  development  of 
plans,  strategies,  and  approaches  for 
stren^ming  and  expanding  occupa¬ 
tional  education  at  the  secondary  levels. 
Will  plan  new  legislative  proposals  and 
revisions  to  existing  regulations  and  poli¬ 
cies  which  are  aimed  at  overcoming  any 
present  obstacles  to  secondary  program 
expansion  or  revision,  at  avoiding  dup¬ 
lication  of  programs,  and  at  increasing 
the  accessibility  of  occupational  educa¬ 
tion  for  high  school  students  who  are  en¬ 
rolled  in  such  programs  which  are  de¬ 
signed  to  prepare  them  for  advanced  or 
highly  skilled  postsecondary  vocational 
and  technical  education.  Develop  Fed¬ 
eral  education  policy  concerning  im¬ 
proved  and  expanded  programs  while 
avoiding  duplication  of  effort  in  affected 
Federal.  State,  and  local  agencies. 
velop  planning  procedures,  program¬ 


matic  strategies,  and  implementation 
plans  concerning  projected  educational 
needs.  Develop  procedures  to  Insure  con¬ 
tinuous  planning  and  evaluatlcm,  in¬ 
cluding  assurance  of  collection  and  dis¬ 
semination  of  appropriate  data. 

Division  of  Postsecondary  Occupa- 
tiongl  Planning.  Directs  the  development 
of  plsms,  strategies,  and  approaches  for 
strengthening  and  expanding  occupa¬ 
tional  education  at  the  postsecondary 
and  adult  levels.  Has  responsibility  for 
relating  to  the  coordinating  planning 
activities  with  the  Commimity  College 
Unit  located  in  the  Bureau  of  Pogtsec- 
ondary  Education.  Will  plan  new  le^la- 
tive  proposals  and  revisions  to  existing 
regulations  and  policies  which  are  aimed 
at  overcoming  any  present  obstacles  to 
program  expansion  or  revision,  at  avoid¬ 
ing  duplication  of  postsecondary  pro¬ 
grams.  and  at  increasing  the  accessibility 
of  occupational  and  adult  education  to 
students  who  have  completed  or  left  high 
school  and  who  are  available  for  study 
in  preparation  for  entering  the  labor 
market  and  for  those  who  have  already 
entered  the  labor  market  and  who  need 
training  and  retraining  to  achieve  sta¬ 
bility  or  advancement  in  employment. 
Develop  Federal  education  policy  ^con¬ 
cerning  improved  and  expanded  post¬ 
secondary  program  while  avoiding  dupli¬ 
cation  of  effort  in  affected  Federal,  State, 
and  local  agencies.  Develop  planning 
procedures,  programmatic  strategies,  and 
implementation  plans  concerning  pro¬ 
jected  educational  needs. 

Develop  procedures  to  insme  continu¬ 
ous  planning  and  evaluation,  including 
assurance  of  collection  and  dissemina¬ 
tion  of  appropriate  data. 

Dated:  September  12, 1975. 

Thomas  S.  McFee, 
Acting  Assistant  Secretary  for 
Administration  and  Manage¬ 
ment. 

[FR  Doc.75-25406  Piled  9-23-75;8:45  am] 


NATIONAL  ADVISORY  COUNCIL  ON 
ETHNIC  HERITAGE  STUDIES 

Public  Meeting 

Notice  is  hereby  given,  pursuant  to  sec¬ 
tion  10(a)  (2)  of  the  Federal  Advisory 
Committee  Act  (P.L.  92-463) ,  that  the 
Initial  meeting  of  the  National  Advisory 
Council  on  Ethnic  Heritage  Studies  will 
be  held  October  16,  1975,  from  9:00  a.m. 
to  4:30  p.m.  in  Room  4173,  Federal  Office 
Building  6,  400  'Maryland  Ave.,  S.W., 
Washington,  D.C. 

’The  National  Advisory  Coimcil  on 
Ethnic  Heritage  Studies  was  established 
by  Title  IX  of  the  Elementary  and  Sec¬ 
ondary  Education  Act  of  1965,  as 
amended.  The  Council  is  governed  by  the 
provisions  of  Part  D  of  the  General  Edu¬ 
cation  Provisions  Act  and  of  the  Federal 
Advisory  Committee  Act  (P.L.  92-463). 
The  Council  shall  advise  the  Commis¬ 
sioner  concerning  matters  of  general 
policy  arising  from  the  administratictti  of 
programs  in  ethnic  heritage  studies. 
Functions  may  include  determination  of 


needs  and  objectives  of  programs  in  the 
field  and  provisions  of  support  in  the 
implementaticxi  nationally  of  program 
goals  of  ethnic  heritage  studies. 

This  initial  meeting  of  the  Council 
shall  be  open  to  the  public.  The  meeting 
will  be  devoted  to  a  review  of  the  nature 
and  scope  of  the  program,  including  a 
consideration  of  its  progress  and  pres¬ 
ent  status. 

Records  shall  be  kept  of  all  Council 
proceedings  and  shall  be  available  for 
public  inspection  at  the  Office  of  the 
Chief  of  the  Ethnic  Heritage  Studies 
Branch,  Division  of  International  Edu¬ 
cation,  located  in  Room  3907,  ROB  #3, 
7th  and  D  Streets,  S.W.,  Washington, 
D.C. 

Signed  at  Washington,  D.C.  on  Sep¬ 
tember  19,  1975. 

William  H.  Martin, 

Chief,  Ethnic  Heritage 
Studies  Branch. 

[PR  Doc.75-25425  PUed  9-23-76:8:45  am] 


NATIONAL  ADVISORY  COUNCIL  ON 
VOCATIONAL  EDUCATION 

Closed  Meeting 

Notice  is  hereby  given  in  accordance 
with  provisions  in  section  10(d),  Federal 
Advisory  Committee  Act,  Pub.  L.  92-463, 
and  Title  V,  U.S.  Code,  section  552(b)  (2) 
and  (6),  that  the  meeting  of  the  Na¬ 
tional  Advisory  Council  on  Vocational 
Education  will  not  be  open  to  the  public 
beginning  at  9:00  a.m..  local  time  on 
October  16,  1975  at  the  Logan  Hilton, 
Logan  International  Airport,  Boston, 
Massachusetts.  The  purpose  of  the  meet¬ 
ing  is  to  interview  applicants  for  the  Ex¬ 
ecutive  Director  staff  vacancy  and  docu¬ 
ments  will  be  presented  which,  if  open 
to  the  public,  would  constitute  a  clearly 
unwarranted  invasion  of  personal 
privacy. 

The  National  Advisory  Coimcil  on  Vo¬ 
cational  Education  is  established  under 
section  104  of  the  Vocational  Education 
Amendments  of  1968  (20  U.S.C.  1244). 
The  Council  is  directed  to  advise  the 
Commissioner  of  Education  concerning 
the  administration  of,  preparation  of 
general  regulations  for,  and  operation  of, 
vocational  education  programs,  sup¬ 
ported  with  assistance  under  the  act;  re¬ 
view  the  administration  and  operation 
of  vocational  education  programs  under 
the  act;  including  the  effectiveness  of 
such  programs  in  meeting  the  purposes 
for  which  they  are  established  and  oper¬ 
ated,  make  recommendations  with  re¬ 
spect  thereto,  and  make  annual  reports 
of  its  findings  and  recommendations  to 
the  Secretary  of  HEW  for  transmittal 
to  the  Congress;  and  conduct  independ¬ 
ent  evaluation  of  programs  carried  out 
under  the  act  the  publish  and  distribute 
the  results  thereof. 

A  summary  of  activities  of  the  meeting 
shall  be  kept  and  shall  be  available  for 
public  inspection  at  the  office  of  the 
Council’s  Executive  Director  located  at 
425  13th  Street,  NW.,  Suite  412,  Wash¬ 
ington.  D.C.  20004. 
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Signed  at  Washington,  D.C.  on  Sep¬ 
tember  15,  1975. 

Reginald  Petty, 
Acting  Executive  Director. 

[PR  DOC.7&-25436  Plied  9-23-76:8:46  am] 

DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 
Federal  Disaster  Assistance  Administration 
[PDAA-480-DR:  NFD-2981 
OHIO 

Major  Disaster;  Amendment 

Notice  of  Major  Disaster  for  the  State 
of  Ohio,  dated  September  11,  1975,  is 
hereby  amended  to  include  the  following 
county  among  those  counties  determined 
to  have  been  adversely  affected  by  the 
catastrophe  declared  a  major  disaster  by 
the  President  in  his  declaration  of  Sep¬ 
tember  11, 1975: 

The  County  of  Jefferson. 

Dated:  September  15, 1975. 

(Catalog  of  Pederal  Domestic  Assistance  No. 
14.701,  Disaster  Assistance) 

Thomas  P.  Dunne, 
Administrator,  Federal  Disaster 
Assistance  Administration. 
[PR  Doc.76-25392  PUed  9-23-76;8:46  am] 

Office  of  interstate  Land  Sales  Registration 

[Docket  No.  N-76-439] 

AMERICAN  CAPITAL  LAND  CORP.  AND 
PONDEROSA 

Hearing 

In  the  matter  of  American  Capital 
Land  Corporation,  OILSR  No.  0-1738- 
48-34  Doc.  75-160-IS. 

Pursuant  to  15  U.S.C.  1706(d)  and  24 
CPR  1720.160(d)  Notice  is  hereby  given 
that: 

1.  American  Capital  Land  Corporation 
d.b.a.  Ponderosa,  D.  C.  Armbrust,  Presi¬ 
dent,  its  officers  and  agents,  hereinafter 
referred  to  as  “Respondent,”  being  sub¬ 
ject  to  the  provisions  of  the  Interstate 
Land  Sales  Full  Disclosure  Act  (Pub.  L. 
90-448)  (15  U.S.C.  1701  et  seq.) ,  received 
a  Notice  of  Proceedings  and  Opportunity 
for  Hearing  issued  August  15,  1975, 
which  was  sent  to  the  developer  pur¬ 
suant  to  15  U.S.C.  1706(d),  24  CPR 
1710.45(b)(1)  and  1720.125  informing 
the  developer  of  information  obtained 
by  the  Office  of  Interstate  Land  Sales 
Registration  alleging  that  the  Statement 
of  Record  and  Property  Report  for 
American  Capital  Land  Corporation 
d.b.a.  Ponderosa,  located  in  Decatur 
Coimty,  Tennessee,  contain  untrue  state¬ 
ments  of  material  fact  or  omit  to  state 
material  facts  required  to  be  stated 
therein  or  necessary  to  make  the  state¬ 
ments  therein  not  misleading. 

2.  The  Respondent  filed  an  Answer 
received' September  8,  1975,  In  response 
to  the  Notice  of  Proceedings  and  Oppor¬ 
tunity  for  Hearing. 

3.  In  said  Answer  the  Respondent  re¬ 
quested  a  hearing  on  the  allegations 
contained  in  the  Notice  of  Proceedings 
and  Opportunity  for  Hearing. 


4.  Therefore,  pursuant  to  the  provi¬ 
sions  of  15  U.S.C.  1706(d)  and  24  CPR 
1720.160(d) :  It  is  hereby  ordered.  That 
a  public  hearing  for  the  purpose  of  tak¬ 
ing  evidence  on  the  questions  set  forth 
in  the  Notice  of  Proceedings  and  Oppor- 
timity  for  Hearing  will  be  held  before 
Judge  James  W.  Mast,  In  Room  7146, 
Department  of  HUD,  451  7th  Street,  SW., 
Washington,  D.C.,  on  October  23,  1975, 
at  10  a.m. 

The  following  time  and  procedure  is 
applicable  to  such  hearing:  All  affidavits 
and  a  list  of  all  witnesses  are  requested 
to  be  filed  with  the  Hearing  Clerk,  HUD 
Building,  Room  10150,  Washington,  D.C., 
20410  on  or  before  October  9, 1975. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above 
scheduled  hearing  shall  be  deemed  a  de¬ 
fault  and  the  proceedings  shall  be  de¬ 
termined  against  Respondent,  the  alle¬ 
gations  of  which  shall  be  deemed  to  be 
true,  and  an  order  Suspending  the 
Statement  of  Record,  herein  identified, 
shall  be  issued  pursuant  to  24  CPR 
1710.45(b)(1). 

This  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CPR  1720.440. 

Dated:  September  17, 1975. 

By  the  Secretary. 

James  W.  Mast, 
Administrative  Law  Judge. 
[PR  Doc.75-26393  PUed  9-23-76;8:45  am] 

Office  of  the  Secretary 

[Docket  No.  N-76-436] 

SECTION  202  HOUSING  FOR  ELDERLY 

AND  HANDICAPPED 

Invitation  for  Requests  for  Fund 
Reservations 

Notice  is  hereby  given,  pursuant  to 
Title  24,  Code  of  Federal  Regulations, 
Part  885,  that  the  Department  of  Hous¬ 
ing  and  Urban  Development  will  be  ac¬ 
cepting  Requests  for  Fund  Reservations 
from  eligible  Applicants  (see  40  PR  36536, 
Part  885,  Chapter  VIH,  Section  885.5  for 
the  definition  of  “Applicant”  and  other 
terms  used  herein)  for  the  provision  of 
'  direct  loans  for  the  construction  or  sub¬ 
stantial  rehabilitation  of  Housing  and 
Related  Facilities  (as  defined)  for  dwell¬ 
ing  use  by  Elderly  or  Handicapped  Fami¬ 
lies  (as  defined)  imder  the  provisions  of 
Section  202  of  the  Housing  Act  of  1959, 
as  amended  by  the  Housing  and  Com¬ 
munity  Development  Act  of  1974. 

All  requests  for  Section  202  Fimd  Res¬ 
ervations  by  eligible  Applicants  must  be 
filed  with  HUD  on  the  application  Form 
FHA  3128-EH,^  together  with  such  at¬ 
tachments  and  additional  information 
as  are  required  by  such  form  and  §  885.- 
210.  Applicants  may  file  such  Requests 
for  Section  202  Fund  Reservations  with 
the  Assistant  Secretary  for  Housing  Pro¬ 
duction  and  Mortgage  Credit,  Depart- 

1  Form  filed  as  a  part  of  the  original.  Copies 
are  available  at  HUD,  Washington,  D.C., 
Room  6110,  and  in  each  HUD  Regional  area 
and  insuring  office. 


ment  of  Housing  and  Urban  Develop¬ 
ment,  Attention:  Correspondence  Unit, 
Room  6110,  451  7th  Street,  SW.,  Wash¬ 
ington,  D.C.  20410,  at  any  time  between 
the  dates  of  September  23, 1975  and  No¬ 
vember  14,  1975.  No  Requests  will  be 
accepted  after  5:15  p.m.  on  November  14, 
1975  unless  said  final  date  for  the  sub¬ 
mission  of  Section  202  Requests  for  Fund 
Reservations  is  extended  by  the  Assistant 
Secretary  by  publication  of  an  extension 
notice  in  the  Federal  Register. 

Pursuant  to  §  885.205(b),  this  is  to 
serve  notice  that : 

(1)  Under  this  Invitation  for  Requests 
for  Section  202  Fund  Reservations  no  sin¬ 
gle  Applicant  shall  receive  a  reservation 
of  loan  funds  in  a  single  HUD  Region 
in  excess  of  that  necessary  to  finance  the 
construction  or  substantial  rehabilita¬ 
tion  of  three-hundred  (300)  units  of 
Housing  and  Related  Facilities; 

(2)  The  eligibility  requirements  for 
Anplicants  shall  be  as  set  forth  in  Part 
885; 

(3)  Requests  for  Section  202  Fund 
Reservations  shall  include  the  informa¬ 
tion  called  for  in  §  885.210. 

(4)  Contract  authority  under  Section 
8  of  the  United  States  Housing  Act  of 
1937,  as  amended  by  the  Housing  and 
Community  Development  Act  of  1974, 
will  be  set  aside  for  successful  Applicants 
in  amoimts  sufficient  rentals  in  a  project 
of  the  size  contemplated  by  the  Section 
202  fund  reservation. 

(5)  Section  202  fund  reservations  will 
be  distributed  among  successful  Ap¬ 
plicants  in  accordance  with  the  require¬ 
ments  of  §  885.215  (Approval  of  Requests 
for  Fund  Reservations)  on  the  basis  of 
all  of  the  information  furnished  by  the 
AppRcants  on  the  application  form  pub¬ 
lished  herewith  as  Appendix  A  and  pur¬ 
suant  to  §  885.210  of  the  regulations. 

Pursuant  to  5  885.410(e),  this  is  to 
further  serve  notice  that  the  Assistant 
Secretary  hereby  establishes  one-half  of 
one-percent  (.5%)  of  the  total  HUD- 
approved  §  202  construction  loan  amount 
to  be  the  minimum  capital  investment 
for  Section  202  Borrowers  receiving  HUD 
field  office  approval  of  a  Request  for 
Section  202  Construction  Financing 
(under  the  provisions  of  5  885.400  et  seq.) 
submitted  to  the  appropriate  HUD  field 
offices  by  those  Applicants/Borrowers 
successfully  receiving  Section  202  Fund 
Reservations  under  and  as  a  result  of  this 
Invitation.  Said  minimum  capital  invest¬ 
ment  shall  apply  to  all  Section  202  proj¬ 
ects  developed  as  a  consequence  of  this 
Invitation  and  shall  remain  in  effect 
until  altered  by  the  Assistant  Secretary 
by  publication  in  the  Federal  Register 
of  a  revision  to  the  minimum  capital  in¬ 
vestment  requirement.  However,  for  Sec¬ 
tion  202  projects  where  Section  106(b) 
“seed  money”  loans  are  made  pursuant 
to  Section  106  of  the  Housing  and  Urban 
Development  Act  of  1968,  the  minimum 
capital  investment  required  of  Applicants 
will  be  20  percent  of  the  preconstruction 
costs  covered  by  the  Section  106(b)  loan 
or  one-half  of  one  percent  of  the  mort¬ 
gage  amount,  whichever  is  larger. 

Interested  potential  Applicants  are  in¬ 
vited  to  submit  Requests  for  Section  202 
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Fund  Reservations  in  accordance  with 
the  above.  Additional  information  re¬ 
garding  the  Section  202  Program  may  be 
fotmd  in  Part  885;  the  requiremets  for 
the  construction  or  substantial  rehabih- 
tation  of  housing  for  lower  income  fami¬ 
lies  imder  the  Section  8  Housing  Assist¬ 
ance  Payments  programs  are  foimd  in 
Parts  880  and  881. 

A  Finding- of  Inapplicability  of  Section 
102(2)  (c),  National  Environmental 
Policy  Act  of  1969,  has  been  made  in  con¬ 
nection  with  the  final  Section  202  Reg¬ 
ulations,  Part  885,  in  accordance  with 
HUD  procedures  set  forth  in  HUD  Hand¬ 
book  1390.1  (38  FR  19182)  and  governs 
this  Notice.  A  copy  of  this  Finding  of 
Inapplicability  is  available  for  public 
inspection  during  regular  business  hours 
in  the  Office  of  the  Rules  Docket  Clerk, 
Room  10245,  Department  of  Housing  and 
Urban  Development,  451  7th  Street,  SW., 
Washington,  D.C.  20410. 

Issued  at  Washington,  D.C.  Septem¬ 
ber  15,  1975. 

(Sec.  202,  Housing  Act  of  1959  (12  U.S.C. 
1701q),  as  amended  by  sec.  210,  Housing  and 
Conununity  Development  Act  of  1974;  sec. 
7(d),  Department  of  Housing  and  Urban  De¬ 
velopment  Act  (42  U.S.C.  3535 (d) ) 

Carla  A.  Hills, 
Secretary  of  Housing  and 
*  Urban  Development. 

[FR  Doc.75-25394  Filed  9-23-75;8;45  am] 

ADMINISTRATIVE  CONFERENCE 
OF  THE  UNITED  STATES 

COMMITTEE  ON  INFORMAL  ACTION 
Meeting 

Pursuant  to  the  Federal  Advisory 
Committee  Act  (Pub.  L.  92-463),  notice  ' 
is  hereby  given  of  a  meeting  of  the  Com¬ 
mittee  on  Informal  Action  of  the  Ad¬ 
ministrative  Conference  of  the  United 
States,  to  be  held  at  10:00  a.m.,  Friday. 
October  10, 1975,  in  the  offices  of  Shea  & 
Gardner,  734  15th  Street,  NW.,  Wash¬ 
ington,  DC  20005. 

The  Committee  will  meet  to  consider 
Professor  Paul  Verkuil’s  study  of  pro¬ 
cedures  for  informal  adjudicatory  hear¬ 
ings. 

Attendance  is  open  to  the  interested 
public,  but  limited  to  the  space  avail¬ 
able.  Persons  wishing  to  attend  should 
notify  this  office  at  least  one  day  in  ad¬ 
vance.  TTie  Committee  Chairman  may,  if 
he  deems  it  appropriate,  permit  mem¬ 
bers  of  the  public  to  present  oral  state¬ 
ments  at  the  meeting;  any  member  of 
the  public  may  file  a  written  statement 
with  the  Committee,  before,  during  or 
after  the  meeting. 

For  further  information  concerning 
this  Committee  meeting  contact  June 
Katz  (phone  202-254-7065).  Minutes  of 
the  meeting  will  be  available  on  request. 

Richard  K.  Berg, 
Executive  Secretary. 

September  22,  1975. 

[PR  Doc.75-2tS678  Piled  9-22-75;4:39  pm] 


[Docket  Nos.  27907,  27908;  Order  75-9-69] 

CIVIL  AERONAUTICS  BOARD 
HUGHES  AIRWEST 

Suspension  and  Deletion  of  Service 

Adopted  by  the  CSvil  Aeronautics 
Board  at  its  office  in  Washington,  D.C. 
on  the  19th  day  of  September,  1975. 

In  the  matter  of  application  of  Hughes 
Airwest  for  deletion  of  Cedar  dMty,  Utah, 
and  Page,  Ariz. — Docket  27907  and  ap¬ 
plication  of  Hughes  Airwest  for  suspen¬ 
sion  of  service  at  Cedar  Cfity,  Utah,  and 
Page,  Ariz. — ^Docket  27908. 

Order  Setting  Application  for  Hearing 

On  June  4,  1975,  Hughes  Airwest  (Air¬ 
west)  filed  an  application  for  suspension 
of  service  at  C?edar  CTity,  Utah,  and  Page, 
Ariz.,  for  a  period  of  7  years  or  until  the 
Board  acts  upon  its  concurrently  filed 
application  for  deletion  of  both  points 
from  its  certificate. 

In  support  of  its  suspension  applica¬ 
tion,  Airwest  alleges,  inter  alia,  that: 
Cedar  Cfity  and  Page  are  among  the  low¬ 
est  ranking  traffic -producing  cities  pres¬ 
ently  served  by  local  service  air  carriers, 
ranking  number  325  and  331,  respec¬ 
tively,  out  of  approximately  400  cities  re¬ 
ceiving  such  services;^  Cedar  Cfity  and 
Page  have,  with  one  exception,  the  low¬ 
est  passenger  enplanements  of  any  points 
on  Airwest’s  system;  in  addition  to  being 
generally  low  generators  of  traffic,  air 
service  patronage  at  both'Cedar  City  and 
Page  is  extremely  seasonal  in  nature  due 
to  the  large  recreation  and  tourism  em¬ 
phasis  in  both  areas;  both  cities  have 
reasonable  access  by  surface  transporta¬ 
tion  to  their  primary  communities  of  in¬ 
terest  and  to  the  national  transporta¬ 
tion  system,  via  commuter  air  services ;  * 
combined  services  at  Cedar  C^ity  and 
Page  generated  a  subsidy  need  of  nearly 
$68,000  during  the  12  months  ended 
March  31,  1975;  and  suspension  of  serv¬ 
ices  would  result  in  an  annual  fuel  sav¬ 
ings  of  131,650  gallons. 

Sky  West  Aviation,  Inc.  (Sky  West) , 
a  ccmimuter  air  carrier,  filed  a  response 
to  Airwest’s  aw>lication,  stating  that  its 
present  service  levels  at  Cedar  CTity  and 
Page  would  be  adequate  to  serve  these 
markets  in  the  event  Airwest’s  opera¬ 
tions  are  suspended  or  deleted.* 

The  Utah  Agencies,  the  Cedar  City 
Corporation,  and  the  Town  of  Page  filed 
answers  opposing  Airwest’s  application. 


1  The  applicant  states  that  Cedar  City 
averaged  only  4.3  passengers  per  departure 
during  the  13-year  period  1962-74;  Page  aver¬ 
aged  just  over  3.2  passengers  per  departure 
during  the  same  period. 

*  Cedar  City  presently  receives  air  commuter 
services  to  and  from  Las  Vegas  (two  round 
trips  dally)  and  Salt  Lake  City  (three  rotmd 
trips  dally) .  Page  receives  commuter  air  serv¬ 
ice  to  and  from  Las  Vegas  (2*4  daily  round 
trips),  Phoenix  (one  roxmd  trip  daUy),  and 
Flagstaff  (one  rotmd  trip  dally) . 

» Sky  West  later  filed  a  motion  for  leave  to 
file  a  late-filed  document,  to  which  was  at¬ 
tached  further  information  concomlng  its 
operations.  We  will  grant  the  motkm. 


The  basic  contentions  of  these  parties 
are  that  Cedar  City  and  Page  are  geo¬ 
graphically  isolated  from  the  national 
air  transportation  system  and  the  reten¬ 
tion  of  certificated  air  serviefe  is  essen¬ 
tial  for  the  communities’  economic  well¬ 
being;  that  traffic  volume  has  been  rea¬ 
sonable  so  long  as  service  was  at  satis¬ 
factory  levels,*  but  tliat  Aii-west  has  re¬ 
duced  service  to  such  an  extent  that 
traffic  generation  has  necessarily  de¬ 
clined:  that  Airwest’s  fares  are  so  much 
higher  than  the  commuter  carrier  serv¬ 
ing  the  communities  that  passenger 
travel  is  discouraged:  that  neither  com¬ 
muter  service  nor  surface  transportation 
is  a  truly  adequate  substitute  for  certif¬ 
icated  service;  and  that  Airwest’s  sav¬ 
ings  which  might  result  from  suspending 
its  services  at  Cedar  City  and  Page  are 
insignificant  on  any  scale  used  for  analy¬ 
sis.  In  addition,  the  Utah  Agencies  con¬ 
tend  that  Airwest’s  scheduling  has  left 
Cedar  CJity  without  any  possibility  for  its 
passengers  to  enjoy  “same-day”  or  com¬ 
muter  service;  that  Cedar  City’s  excep¬ 
tional  strength  lies  in  the  fact  that  it 
serves  a  broad  community  outside  its  im¬ 
mediate  environs  as  well  as  a  large 
visitor  population  which  is  attracted 
yearly  to  two  of  the  Nation’s  more  popu¬ 
lar  national  parks  located  nearby,  Zion 
and  Bryce  Canyons;  that  commuter 
service  is  not  offered  to  and  from 
Rioenix,  Cedar  City’s  second-ranking  air 
market;  that  Airwest  seeks  to  abandon 
the  point  to  a  commuter  service  without 
any  assurance  that  the  commuter  is 
capable  of  maintaining  its  current  levels 
of  service:  that  space  on  commuter  air 
services  may  be  difficult  to  purchase  at 
times  because  of  limited  size  of  the 
equipment;  and  that  Airwest  is  appar¬ 
ently  seeking  suspension  at  Cedar  City  to 
eliminate  F-27  operations  and  standard¬ 
ize  the  carrier’s  fleet.  The  Cedar  City 
Corporation  adds  that  it  has  made  a 
long-term  and  continuing  commitment 
to  aid  financially  and  economically  in  the 
maintenance  of  adequate  and  modem 
airport  facilities,  which  includes  a  master 
plan  calling  for,  among  other  things,  a 
1,700-foot  runway  extension  designed  to 
accommodate  larger  aircraft  than  cur¬ 
rently  used;  and  that  southern  Utah  is  a 
growing  region  and  its  business  and 
recreation  areas  require  adequate  air 
service  through  the  Cedar  City  Airport.' 
Page  adds  that  altered  schedules  have 
thwarted  or  impeded  service  to  major 


‘The  Utah  Agencies  Indicate  that  the 
growth  rate  for  enplanements  at  Cedar  City 
averaged  14.5  percent  between  1962  and  1970. 

‘  The  Cedar  City  Corporation  indicates  that 
Southern  California  Edison  Company  and  as¬ 
sociated  utility  companies  have  formed  a 
company  or  consortium  to  develop  a  proposed 
power  plant,  commonly  referred  to  as  the 
Kaiparowlts  Power  Plant.  The  billion  dol¬ 
lar  project  Is  eiqiected  to  support  the  city 
of  20,000  and  to  cause  considerable  growth 
in  the  entire  southern  Utah  area.  The  project 
will  be  located  100  miles  to  the  east  and 
slightly  south  of  Cedar  City  and  it  is  antici¬ 
pated  that  construction  wlU  probably  begin 
in  the  next  12  to  24  months. 
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commuiUties  of  interest  for  Page,  a  fact 
reflected  in  declining  connecting  as  well 
as  local  traffic.  All  objecting  parties  have 
requested  that  the  suspension/ deletion 
applications  be  denied  or,  in  the  alterna¬ 
tive,  that  a  hearing  on  the  matter  be 
held.® 

Airwest  flled  a  reply  to  the  answers, 
indicating,  among  other  things,  that  the 
operation  of  jet  aircraft  into  Cedar  City 
would  be  very  imeconomical  and  would 
involve  a  substantially  higher  subsidy 
need  than  the  present  service,  and  fur¬ 
thermore  the  installation  of  jet  service 
to  that  point  would  have  a  seriously  ad¬ 
verse  effect  on  Sky  West’s  revenues  and 
would  thereby  jeopardize  the  multiple 
dally  services  at  Cedar  City  to  both  Salt 
Lake  City  and  Las  Vegas.  In  sum,  the 
carrier  contends  that  the  established 
commuter  carrier  services  are  optimally 
adapted  to  the  traffic  generated  by  Cedar 
City  and  Page,  and  that  there  is  no  need 
for  a  full  hearing  on  its  suspension  appli¬ 
cation. 

Upon  consideration  of  the  pleadings 
and  all  the  relevant  facts,  we  have  de¬ 
cided  to  deny  Airwest’s  suspension  appli¬ 
cation,  and  to  set  for  hearing  its  applica¬ 
tion  for  deletion  of  Cedar  City  and  Page. 
In  view  of  the  conflicting  contentions  of 
the  parties,  we  And  that  suspension  pen¬ 
dente  lite  would  be  inappropriate,  and 
that  the  disputed  facts  and  issues  can 
best  be  resolved  on  the  basis  of  an  evi¬ 
dentiary  record  after  hearing. 

The  issues  to  be  considered  at  the 
hearing  should  Include  the  following:  (a) 
whether  Airwest’s  authority  to  serve 
Cedar  City  and  Page  should  be  deleted; 

(b)  whether  the  public  interest  requires 
suspension  for  a  temporary  period  rather 
than  deletion;  (c)  what  conditions,  if 
'•  any,  should  be  attached  to  any  suspen¬ 
sion  which  may  be  foimd  to  be  required 
(including  a  requirement  for  air  taxi  re¬ 
placement  service) ;  (d)  whether  Airwest 
has  downgraded*  service  at  either  Page 
or  Cedar  City  so  as  to  strengthen  its  case 
for  deletion  or  suspension;  (e)  whether 
the  suspension  or  deletion  of  Airwest’s 
services  at  the  two  points  would  affect 
the  carrier’s  ability  to  adequately  and 
economically  provide  service  to  downline 
points;  and  (f)  whether  the  applicant 
should  be  required  to  provide  or  guaran¬ 
tee  free,  reduced-rate,  or  full-fare  lim¬ 
ousine  service  linking  either  Page  or 
.  Cedar  City  to  the  national  air  transpor¬ 
tation  system  at  a  nearby  point. 

Accordingly,  It  is  ordered.  That: 

1,  The  application  of  Hughes  Airwest 
in  docket  27908  for  suspension  of  service 
at  Cedar  City,  Utah,  and  Page,  Ariz.,  be 
and  it  hereby  is  denied; 


•In  addition  to  the  answers  listed  above, 
the  Air  Line  Pilots  Association,  International 
(ALPA),  flled  an  answer  to  flve  different 
docketed  cases,  including  the  present  sus¬ 
pension  application.  However,  the  answer 
was  directed  to  the  issue  of  economic  assist¬ 
ance  for  Cochise  Airlines.  Since  the  instant 
matter  does  not  involve  such  an  issue,  the 
answer  is  not  pertinent  to  Airwest’s  applica¬ 
tions  herein. 


2.  The  application  of  Hughes  Airwest 
in  docket  27907  for  deletion  of  Cedar 
Cflty  and  Page  be  and  it  hereby  is  set  for 
hearing  before  an  Administrative  Law 
Judge  of  the  Board  at  a  time  £md  place 
to  be  hereafter  designated,  as  the  orderly 
administration  of  the  Board’s  docket 
permits; 

3.  The  motion  of  Sky  West  Aviation, 
Inc.,  for  leave  to  file  a  late-filed  docu¬ 
ment  be  and  it  hereby  is  granted;  and 

4.  A  copy  of  this  order  shall  be  served 
upon  Hughes  Airwest;  Sky  West  Avia¬ 
tion,  Inc.;  Mayor,  City  of  Cedar  City; 
Mayor,  City  of  Page;  the  Utah  Agencies; 
Airport  Manager,  Cedar  City  Municipal 
Airport;  Arizona  Department  of  Trans¬ 
portation;  Cedar  City  Corporation;  Air¬ 
port  Manager,  Page  Airport;  CJovemor, 
State  of  Utah;  (jovemor.  State  of  Ari¬ 
zona;  and  the  Postmaster  General. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

[seal]  Edwin  Z.  Holland, 

Secretary. 

[FB  Doc.76-25440' Filed  9-23-75:8:45  am] 


[Docket  No.  26580;  Order  75-9-68] 

KUEHNE  &  NAGEL  D/B/A  KUEHNE  & 
NAGEL  AIR  FREIGHT,  INC. 

«  Order  To  Show  Cause 

Adopted  by  the  CTivil  Aeronautics 
Board  at  its  office  in  Washington,  D.C. 
on  the  19th  day  of  September  1975. 

Pursuant  to  Order  69-5-84  approved 
by  the  President  on  May  19, 1969  (Docket 
20211)  the  Board  issued  a  foreign  Indirect 
air  carrier  permit  to  Kuehne  and  Nagel 
d./b./a.  Kuehne  and  Nagel  Air  Freight, 
Inc.  (Air  Freight)  authorizing  it,  for  a 
period  of  five  years,  to  engage  indirectly 
in  foreign  air  transportation  of  property 
from  any  point  •or  points  'in  the  United 
States  to  any  point  or  points  outside  the 
United  States.  Pursuant  to  section  402  of 
the  Federal  Aviation  Act  of  1958,  as 
amended.  Air  Freight  flled  a  timely  ap¬ 
plication  for  renewal  of  its  permit  for  a 
further  i>eriod  of  five  years  under  the 
same  terms  and  conditions  prior  to  its 
expiration  on  May  19,  1974,  The  appli¬ 
cant’s  timely  filing  of  an  application  for 
renewal  permits  it  to  continue  its  oper¬ 
ation  pursuant  to  section  9(b)  of  the 
Administrative  Procedure  Act  (5  U.S.C. 
558(c) )  pending  final  decision  of  the 
Board  on  its  renewal  application.  No  per¬ 
son  has  filed  an  answer  to  the  applica¬ 
tion.  The  Board  finds  that  it  is  in  the 
public  interest  to  direct  interested  par¬ 
ties  to  show  cause  why  the  applicant’s 
foreign  indirect  air  carrier  permit 
should  not  be  renewed  without  hearing 
for  a  period  terminating  on  May  19, 1979. 

Air  Freight  commenced  operations  in 
the  United  States  under  its  aforemen¬ 
tioned  foreign  indirect  air  carrier  permit 
and  has  demonstrated  that  it  is  fit,  will¬ 
ing  and  able  to  carry  on  the  business  of 
an  international  air  freight  forwarder. 
Based  on  this  history  of  operations,  the 


Board’s  findings  in  Order  69-5-84  with 
respect  to  the  public  Interest  and  the 
carrier’s  fitness,  it  is  tentatively  con¬ 
cluded  that: 

(a)  Kuehne  &  Nagel  d./b./a.  Kuehne  & 
Nagel  Air  Freight,  Inc.  is  fit,  willing  and 
able  properly  to  perform  the  foreign  in¬ 
direct  air  transportation  authorized  by 
the  specimen  permit  attached  hereto  and 
to  conform  to  the  provisions  of  the  Act 
and  the  rules,  regulations  and  require¬ 
ments  of  the  Board  thereunder; 

(b)  Kuehne  &  Nagel  is  subst^tially 
owned  and  effectively  controlled  by  na¬ 
tionals  of  the  Federal  Republic  of  Ger¬ 
many; 

(c)  It  is  in  the  public  interest  to  re¬ 
new  the  foreign  indirect  air  carrier  per¬ 
mit  of  Kuehne  &  Nagel  for  a  period  ter¬ 
minating  on  May  19,  1979; 

(d)  The  public  interest  requires  that 
the  exercise  of  the  privileges  granted  by 
said  permit  be  subject  to  the  terms,  con¬ 
ditions  and  limitations  contained  Lu  the 
sp>ecimen  permit  attached  hereto  ^  and  to 
such  other  reasonable  terms,  conditions 
and  limitations  required  by  the  public  in¬ 
terest  as  may  from  time  to  time  be  pre¬ 
scribed  by  the  Board;  and 

(e)  A  hearing  on  the  application  of 
Kuehne  &  Nagel  is  not  required  by  the 
public  interest. 

All  interested  persons  will  be  given  20 
days  following  the  adoption  of  this  order 
to  show  cause  why  the  tentative  findings 
and  conclusions  set  forth  herein  should 
not  be  made  final.  We  expect  such  per¬ 
sons  to  direct  their  objections',  if  any,  to 
specific  issues  and  to  support  such  objec¬ 
tions  with  detailed  analyses.  If  an  evi¬ 
dentiary  hearing  is  requested,  each  ob¬ 
jector  should  name  the  specific  markets 
or  other  issues  with  resp^  to  which  a 
hearing  is  requested  and  should  state,  in 
detail,  why  such  a  hearing  is  necessary 
and  what  relevant  and  material  facts  he 
would  exp>ect  to  establish  through  such 
a  hearing.  Vague,  general,  or  imsup- 
ported  objections  will  not  be  entertained. 

Accordingly,  if  is  ordered  That:  1.  All 
interested  persons  be  and  they  hereby  are 
directed  to  show  cause  why  the  Board 
should  not  make  final  the  tentative  find¬ 
ings  and  conclusions  herein  and  why  an 
order  should  not  be  issued,  subject  to  ap¬ 
proval  by  the  President  pursuant  to  Sec¬ 
tion  801  of  the  Act,  issuing  a  renewed 
foreign  air  carrier  permit  to  Kuehne  & 
Nagel  d.b.a.  Kuehne  &  Nagel  Air  Freight, 
Inc.  in  the  specimen  form  attached 
hereto; 

2.  Any  Interested  persons  having  ob¬ 
jections  to  the  issuance  of  an  order  mak- 


>We  have  Included  the  initial  tariff  con¬ 
dition  which  the  Board  has  recently  included 
in  the  permits  of  foreign  carriers.  The  con¬ 
dition  permits  the  Board  to  deal  with  such 
initial  tariffs  as  to  which  Board  suspension 
power  is  more  limited  under  the  recent 
amendments  to  the  Federal  Aviation  Act  au¬ 
thorizing  the  Board  generaUy  to  suspend 
rates  in  foreign  air  transportation  (Pub.  L. 
92-259,  March  22,  1972) .  Otherwise,  the  spec¬ 
imen  permit  is  identical  In  all  substantive 
aspects  to  the  permit  issued  p\u:suant  to  Or¬ 
der  69-6-84. 
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ing  final  the  tentative  findings  and  con¬ 
clusions  herein  or  to  the  issuance  of  the 
proposed  renewed  foreign  air  carrier  per¬ 
mit  shall,  within  20  days  after  adoption 
of  this  order,  file  with  the  Board  and 
serve  on  the  persons  named  in  paragraph 
5  a  statement  of  objections  speclfymg  the 
part  or  parts  of  the  tentative  findings  or 
conclusions  objected  to,  together  with  a 
summary  of  t^imony,  statistical  data 
and  such  evidence  as  is  expected  to  be  re¬ 
lied  upon  to  support  the  statement  of 
objections; 

3.  If  timely  and  properly  supported  ob¬ 
jections  hereto  are  filed,  full  considera¬ 
tion  will  be  accorded  the  matters  or  is¬ 
sues  raised  therein  before  further  action 
is  taken  by  the  Board;  Provided  that  the 
Board  may  proceed  to  enter  an  order  in 
accordance  with  the  tentative  findings 
and  conclusions  hermn  if  it  determines 
that  there  are  no  factual  issues  presented 
that  warrant  the  holding  of  an  eviden¬ 
tiary  hearing;  * 

4.  In  the  event  no  objections  are  filed 
to  this  order,  all  further  procedural  steps 
will  be  deemed  to  have  been  waived  and 
the  Board  may  proceed  to  enter  an  order 
in  accordance  with  the  tentative  findings 
and  conclusions  herein;  and 

5.  This  order  shall  be  served  upon 
Kuehne  &  Nagel  d./b./a.  Kuehne  &  Nagel 
Air  Freight,  Inc.,  the  Ambassador  of  the 
Federal  Republic  of  Germany,  and  the 
Department  of  State. 

TTiis  order  shall  be  published  in  the 
Federal  Register  and  transmitted  to  the 
President. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  Edwin  Z.  Holland, 

Secretary. 

Permit  to  Foreign  Indirect  Air  Carrier 

Kuehne  &  Nagel  (Germany)  d.b.a.  Kuehne 
&  Nagel  Air  Freight,  Inc.,  Is  hereby  authorized 
subject  to  the  provisions  hereinafter  set 
forth,  the  provisions  of  the  Federal  Aviation 
Act  of  1958,  as  amended,  and  the  orders,  rules, 
and  regulations  issued  thereunder,  to  engage 
indirectly  in  foreign  air  transportation  of 
property  from  any  point  or  points  in  the 
United  States  to  any  point  or  points  outside 
the  United  States. 

This  permit  shall  be  subject  to  all  appli¬ 
cable  provisions  of  any  treaty,  convention, 
or  agreement  affecting  the  right  to  engage 
in  indirect  air  transportation  of  property 
now  in  effect,  or  that  may  become  effective 
during  the  period  this  permit  remains  in  ef¬ 
fect,  to  which  the  United  States  and  Ger¬ 
many  shall  be  psuties. 

This  permit  shall  be  subject  to  the  condi¬ 
tion  that  in  the  event  that  any  practice  de¬ 
velops  which  the  Board  regards  as  inimical 
to  sound  economic  conditions,  the  holder 
•L-nii  the  Board  will  consult  with  respect 
thereto  and  will  use  their  best  efforts  to  agree 
upon  modifications  thereof  satisfactory  to 
the  Board  and  the  holder. 

The  holder  shall  not  commence  service  au¬ 
thorized  herein  except  pursuant  to  an  initial 
tariff  setting  forth  rates,  fares  and  charges 
no  lower  than  rates,  fares  or  charges  that 
are  then  In  effect  for  any  U.S.  air  carrier 
engaged  in  the  mme  fcn-eign  air  transporta¬ 
tion. 


•SMnoe  provision  is  made  for  the  filing  of 
Objections  to  this  order,  petitions  for  recon¬ 
sideration  win  not  be  entertained. 


The  exercise  of  the  privileges  granted 
hereby  shaU  be  subject  to  the  terms,  condi¬ 
tions,  and  Umitatlons  set  forth  in  Order 
_ _  dated _ and  to  such  other  rea¬ 
sonable  terms,  conditions,  and  limitations 
required  by  the  public  Interest  as  may  from 
time  to  time  be  prescribed  by  the  Board. 

By  accepting  this  permit  the  holder  waives 
any  right  it  may  possess  to  assert  any  de¬ 
fense  of  sovereign  immunity  from  suit  in 
any  action  or  proceeding  Instituted  against 
the  holder  in  any  court  or  other  tribunal  in 
the  United  States  (or  its  territories  or  pos¬ 
sessions)  based  upon  any  claim  arising  out 
of  operations  by  the  holder  under  this  per¬ 
mit. 

This  permit  shall  become  effective  on 

_  and  shall  terminate  on  May 

19,  1979:  Provided,  however,  that  if  during 
said  period  the  operation  of  the  foreign  air 
transportation  herein  authorized  becomes 
the  subject  of  any  treaty,  convention,  or 
agreement  to  which  the  United  States  and 
Germany  are  ot  shall  become  parties,  then 
and  in  that  event  this  permit  is  continued 
in  effect  during  the  period  provided  in  such 
treaty,  convention,  or  agreement. 

In  witness  whereof,  the  Civil  Aeronautics 
Board  has  caused  this  permit  to  be  executed 
by  the  Secretary  of  the  Board,  and  the  seal 
of  the  Board  to  be  affixed  hereto,  on  the 
—  day  of  - -. 

(SEAL)  _ _ 

Secretary. 

Issuance  of  this  permit  to  the»holder  ap¬ 
proved  by  the  President  of  the  United  States 
on _ in  Order _ _ 

[FR  Doc.75-25439  Filed  9-23-75;8:45  api] 

DEFENSE  SUPPLY  AGENCY 
HALE  FIRE  PUMP  CO. 

Proposed  Cancellation  of  Contracts  and 
Debarment;  Hearing 

The  Executive  Directorate,  Contracts 
Compliance,  Defense  Supply  Agency 
(DSA)  requested  and  received  approval 
from  the  Director,  OfiBce  of  Federal  Con¬ 
tract  Compliance,  Department  of  Labor 
to  issue  a  Notice  of  Proposed  Cancella¬ 
tion  of  Contracts  and  Debarment  to  Hale 
Fire  Pump  Compiany  for  its  failure  to  re¬ 
spond  to  the  30-day  show  cause  letter 
issued  to  that  company  March  28,  1975. 
Hale  Fire  Pump  Company  has  been  given 
14  days  after  receipt  of  the  Proposed 
Cancellation  and  Debarment  Notice  to 
answer  the  allegations  therein,  and  re¬ 
quest  a  hearing  on  the  issues  with  the  Di¬ 
rector,  DSA. 

The  following  letter  is  published  in  ac¬ 
cordance  with  the  requirements  of  41 
CFR  60-1.26(b)  (2)  (i)  and  (U) ; 

DCAS-VO  September  17,  1975. 

Mr.  H.  Alfred  Eberhardt 
President 

Halo  Fire  Pump  Company 
708  Spring  Mill  Avenue 
Conshohocken,  Peiimsylvanla  19428 

Dear  Mr.  Eberhardt:  The  Hale  Fire  Pump 
Company  has  agreed,  pursuant  to  the  Equal 
Employment  Opportunity  clause  of  United 
States  Government  contracts,  to  comply  with 
•11  provisions  of  Executive  Order  11246,  as 
amended,  and  the  rules,  regulations  and  r^e- 
vant  orders  of  the  Secretary  of  Labmr,  41  Code 
of  Federal  Regulations  (CFR),  Chapter  60. 
The  Defense  Supply  Agency  is  charged  with 
responsibility  for  securing  compliance  with 
the  referenced  Order  and  regulations  under 

I 


Department  of  Defense  Directive  No.  1100.11. 

On  January  29,  1975,  your  company  sub¬ 
mitted  an  Affirmative  Action  Program  (AAP) 
for  desk  audit  by  the  DCASR,  Philadelphia 
Directorate  of  Contracts  Compliance.  During 
the  course  of  the  desk  audit,  the  AAP  was 
determined  to  be  unacceptable. 

The  Hale  Fire  Pump  Company  is  In  viola¬ 
tion  of  Executive  Order  11246,  as  amended, 
and  Its  Implementing  regulations  which  re¬ 
quire  contractors  with  50  or  more  employees 
and  a  contract  of  $50,000  or  more  to  develop 
at  written  AAP  which  Is  acceptable  In  ac¬ 
cordance  with  the  standard's  and  guidelines 
set  forth  in  §§  60-2.10  through  60-2.32. 

The  Commander,  DCASR,  Philadelphia  is¬ 
sued  a  show  cause  notice  on  March  28,  1975, 
which  stated  the  deficiencies  found  to  exist 
and  offered  assistance  to  resolve  them.  Dur¬ 
ing  the  30-day  show  cause  period,  a  concilia¬ 
tion  meeting  was  held  with  a  representative 
of  your  company  but  it  failed  to  yield  posi¬ 
tive  results.  Subsequent  to  the  show  cause 
period,  the  law  firm  you  contacted  advised 
DCASR,  Philadelphia,  that  you  Intended  to 
cooperate  fully  In  developing  an  acceptable 
AAP.  DCASR,  Philadelphia  responded  by  of¬ 
fering  you  any  assistance  needed  to  accom¬ 
plish  this  goal  but  received  no  further  re¬ 
sponse  froifi  you. 

In  view  of  your  apparent  noncompliance 
with  the  Order  and  applicable  regulations, 
you  are  hereby  notified  of  the  proposed  can¬ 
cellation  or  terirlnation  of  any  existing 
United  States  Government  contracts  or  sub¬ 
contracts.  It  is  also  proposed  that  you  be 
declared  ineligible  for  further  contracts  and 
subcontracts  with  the  United  States  Gov¬ 
ernment.  This  action  is  pursuant  to  section 
209  of  the  Order  and  41  CFR  60-1 .26(b) .  The 
Hale  Fire  Pump  Company  may,  within  14 
days  after  receipt  of  this  notice,  file  an  an¬ 
swer  to  the  allegations  set  forth  in  this  let¬ 
ter  and  request  a  hearing  on  the  issues  with 
the  Director,  Defense  Supply  Agency,  Cam¬ 
eron  Station,  Alexandria,  Virginia  22314.  The 
answer  and  request  for  a  hearing  should  con¬ 
form  with  the  requirements  of  41  CFR  60- 
1.26(b)  (2)  (111). 

Sincerely, 

Wallace  H.  Robinson,  Jr., 
Lieutenant  General, 
USMC  Director. 

[FR  Doc .75-25408  Filed  9-23-75; 8: 45  am] 

LONE  STAR  STEEL  CO, 

Proposed  Cancellation  of  Contracts  and 
Debarment;  Hearing 

The  Executive  Directorate,  Contracts 
Compliance,  Defense  Supply  Agency 
(DSA)  requested  and  received  approval 
from  the  Director,  Office  of  Federal  Con¬ 
tract  Compliance,  Department  of  Labor 
to  issue  a  Notice  of  Proposed  Cancella¬ 
tion  of  Contracts  and  Debarment  to  the 
Lone  Star  Steel  Company  for  its  failure 
to  respond  to  the  30-day  show  cause  let¬ 
ter  issued  to  that  company  January  16, 
1975.  The  Lone  Star  Steel  Company  has 
been  given  14  days  after  receipt  of  the 
Proposed  Cancellation  and  Debarment 
Notice  to  answer  the  allegations  therein, 
and  request  a  hearing  on  the  issue  with 
the  Director,  DSA. 

Secretary. 

The  following  letter  Is  published  in  ac¬ 
cordance  with  the  requirements  of  41 
CFR  60-1 .26(b)  (2)  (1)  and  (U) : 
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Sefteuber  15,  1975. 

DCAS-VO 

Mr.  George  A.  Wilson 
Chairman  ot  the  Board 
Lone  Star  Steel  Company 
2200  West  Mockingbird  Lane 
Dallas,  Texas  76235 

Dear  Mr.  WmsoN:  The  Lone  Star  Steel 
Company  has  agreed,  pursuant  to  the  Equal 
Opportunity  clause  ol  United  States  Govern¬ 
ment  contracts,  to  comply  with  all  provisions 
of  Executive  oirder  11246,  as  amended,  and 
the  rules,  regulations  and  relevant  orders  of 
the  Secretary  of  Labor,  41  Code  of  Federal 
Regulations  (CPR) ,  Chapter  60.  The  Defense 
Supply  Agency  is  charged  with  responsibility 
for  securing  compliance  with  the  referenced 
Order  and  regulations  luider  Department  of 
Defense  Directive  No.  1100.11. 

On  December  19,  1974  an  onsite  Equal  Em¬ 
ployment  Opportunity  compliance  review  was 
Initiated  at  Lone  Star  Steel  Company,  Lone 
Star,  Texas.  During  the  course  of  the  review 
It  was  determined  that  the  company  did  not 
have  a  current  acceptable  written  Affirmative 
Action  Program. 

The  Lone  Star  Steel  Company  is  in  viola¬ 
tion  of  Executive  Order  11246,  as  amended, 
and  its  implementing  regulations  which  re¬ 
quire  contractors  with  50  or  more  employees 
and  a  contract  of  $50,000  or  more  to  develop 
a  written  Affirmative  Action  Program  which  is 
acceptable  In  accordance  with  the  standards 
and  guidelines  set  fmih  in  60-2.10  through 
60-2.32. 

The  Commander,  DCASR,  Dallas  issued  a 
show  cause  notice  on  January  16,  1975,  which 
stated  the  deficiencies  found  to  exist  and  of¬ 
fered  assistance  to  resolve  them.  During  a 
conciliation  meeting  on  March  26,  1975,  your 
company  agreed  to  submit  an  amended  AAP 
for  the  period  January  1,  1975  to  Decem¬ 
ber  31,  1975  which  would  correct  all  deficien¬ 
cies,  but  as  of  this  date  the  deficiencies  are 
still  outstanding. 

In  view  of  your  apparent  noncompliance 
with  the  Ch’der  and  applicable  regulations, 
you  are  hereby  notified  of  the  proposed  can¬ 
cellation  or  termination  of  any  existing 
United  States  Government  contracts  or  sub¬ 
contracts.  It  is  also  proposed  that  you  be  de¬ 
clared  Ineligible  for  further  contracts  and 
subcontracts  with  the  United  States  Govern¬ 
ment.  This  action  is  pursuant  to  Section  209 
of  the  Order  and  41  CFR  60-1 .26(b) .  The  Lone 
Star  Steel  Company  may  within  14  days  after 
receipt  of  this  notice  file  an  answer  to  the 
allegations  set  forth  in  this  letter  and  re¬ 
quest  a  hearing  on  the  issues  with  the  Direc¬ 
tor,  Defense  Supply  Agency,  Cameron  Station, 
Alexandria,  Virginia  22314.  The  answer  and 
Truest  for  a  hearing  should  conform  with 
the  requirements  of  41  CFR  60-1 .26(b)  (2) 
(ill). 

Sincerely, 

Wallace  H.  Robinson,  Jr., 

Lieutenant  General. 

U SMC,  Director. 

[FR  Doc.76-25409  Filed  9-23-75;8:45  am] 

ENVIRONMENTAL  PROTECTION 
AGENCY 

IFRL  435-7] 

ADMINISTRATOR’S  PESTICIDE  POLICY 
ADVISORY  COMMITTEE 

Certification  To  Establish 

T;!hls  notice  announces  the  establlsh- 
jnent  of  the  Administrator’s  Pesticide 


Policy  Advisory  Committee  which  is  de¬ 
termined  to  be  in  the  public  interest  in 
connection  with  the  performance  of  du¬ 
ties  imposed  on  the  U.S.  Environmental 
Protection  Agoacy  by  law. 

The  Committee  win  advise,  consult 
with,  and  malfe  recommendations  to  the 
Administrator  of-  the  Environmental 
Protection  Agency  on  matters  of  policy 
relating  to  his  activities  and  functions 
under  the  Federal  Insecticide,  Fungi¬ 
cide  axid  Rodentlclde  Act  (FIFRA) .  The 
Committee  wUl  be  composed  of  no  less 
than  ten  and  no  more  than  15  members, 
balanced  fairly  in  terms  of  the  points  of 
view  represented.  Members  will  be  ap¬ 
pointed  from  farm  organizations  and 
other  pesticides  user  groups,  from  the 
pesticide  chemical  industry,  from  pri¬ 
vate  organizations  demonstrating  an  in¬ 
terest  in  environmental  protection;  from 
appropriate  State  govemmaital  agen¬ 
cies:  from  among  persons  known  for 
their  expertise  in  the  field  of  health,  and 
from  the  general  public. 

Copies  of  the  Committee  charter  will 
be  filed  with  appropriate  standing  com¬ 
mittees  of  the  Congress  and  the  Library 
of  Congress. 

Russell  E.  Train, 
Administrator. 

September  19,  1975. 

(PR  Doc.75-26518  PUed  9-23-75;8 :45  am] 


[FRL  435-1;  PP1P1130/PW2] 

FIKE  CHEMICAL  CO. 

Withdrawal  of  Pesticide  Petitions 

On  November  30,  1971,  the  Environ¬ 
mental  Protection  Agency  (EPA)  gave 
notice  (36  FR  22786)  that  Hazleton 
Laboratories,  Inc.,  9200  Leesburg  Turn¬ 
pike,  Vienna  VA  22180,  had  filed  a  peti¬ 
tion  (PP  1F130)  with  the  Agency.  This 
petition  proposed  establishment  of  toler¬ 
ances  for  negligible  residues  of  the 
herbicide  diethyl  dlthlobis  (thlono- 
formate)  in  or  on  the  raw  agricultural 
commodities  onions  at  0.2  part  per  mil¬ 
lion  and  lettuce  and  sugar  beet  roots  and 
t(^  at  0.1  pcut  per  million.  This  petition 
was  submitted  in  the  Interest  of  Flke 
CThemical  Co.,  PO  Box  546,  Nitro  WV 
25143,  who  had  wanted  to  register  a  prod¬ 
uct  containing  diethyl  dithiobis  (thono- 
formate) . 

Fike  Chemical  Co.  is  no  longer  inter¬ 
ested  in  registering  their  product  for  this 
use  and,  therefore,  has  withdrawn  this 
petition  without  prejudice  in  accordance 
with  the  regulations  (40  CFR  Part  180) 
pertaining  to  section  408  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act  [21  U.S.C. 
346a]. 

Dated:  September  16, 1975. 

Martin  H.  Rogoff, 
Acting  Director 
Registration  Division. 

(PR  Doc.75-25398  PUed  9-23-75;8:45  am] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

FCC  REPORTS  AND  NEW  INDEX-DIGESTS 
New  Volumes  Issued 

September  17,  1975. 

Volumes  38,  39,  and  40  of  the  Second 
Series  of  FCC  R^iwrts;  Cumulative 
Index-Digest  for  Vcdumes  1-40  of  the 
Second  Series  of  PCX?  Reports,  Parts  1 
and  2;  and  Cumulative  Index -Digest  for 
Volumes  25-45  of  the  First  Series  of  FIX: 
Reports  (Corrected),  are  now  available 
to  the  Public  from  the  Superintendent 
of  Documents,  U.S.  Printing  Of&ce, 
Washington,  D.C.  20402. 

The  prices  of  the  volumes  and  the 
index-digests  are  $13.95  for  Volume  38 
(Dec^nber  1,  1972-February  2,  1973, 
#0400-00277);  $13.15  for  Volume  39 
(F^ruary  9-March  23,  1973,  unnum¬ 
bered)  ;  $14.45  for  Volume  40  (March  30- 
June  8,  1973,  unnumbered);  $34.95  per 
set  of  2  Parts  for  the  Cumulative  Index- 
Digest  fOT  Volumes  1-40  of  the  Second 
Series,  Part  1  and  Part  2  ( #  0400-00296) ; 
and  $14.90  for  the  Cumulative  Index- 
Digest  for  Volumes  25-45  of  the  First 
Series  (Corrected  Edition)  (unnum¬ 
bered)  . 

A  corrected  c(«)y  of  the  defective 
Cumulative  Index-Digest  for  Volumes 
25-45  of  the  First  Series  of  FCXJ  Reporte 
will  be  exchanged,  without  charge,  by  the 
Service  Section,  Customer  Information 
Branch,  Superintendent  of  Documents. 
Proof  of  purchase  prior  to  February  1975 
is  required. 

Federal  Communications 
Commission, 

Vincent  J.  Mullins, 

Secretary. 

[FR  Doc.75-25414  Filed  9-23-75;8:45  am] 


RCC-TELEPHONE  CO. 

INTERCONNECTION 

Revised  Schedule  of  Meetings 

September  16, 1975. 

The  CJommlssion’s  Common  Carrier 
Bureau  has  revised  the  previously  an¬ 
nounced  schedule  of  meetings  concern¬ 
ing  Interconnection  between  the,  wire- 
line  telephone  companies  and  the  Radio 
Common  Carriers  (RCCs) ,  which  furnish 
two-way  radiotelephone  and  one-way 
signaling  service  to  the  public.  The 
schedule  changes  were  made  in  response 
to  requests  from  both  the  Bell  System 
and  the  National  Association  of  Radio¬ 
telephone  Systems  (NARS),  to  which 
many  of  the  RCCs  belong. 

The  previously  scheduled  meetings  for 
September  18-19  have  been  cancelled  at 
the  request  of  NARS.  The  September  30- 
October  1  meetings  have  been  cancelled 
at  the  request  of  the  Bell  System.  The 
schedule  of  meetings  now  is  as  follows: 
Monday,  October  6 
Tuesday,  October  7 
Wednesday,  October  8 

The  meetings  will  be  held  in  Room 
8210,  2025  M  Street,  N.W.,  Washington, 
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D.C,  The  October  6  meeting  will  begin 
at  9:30  aji^  The  starting  time  for  each 
of  the  other  meetings  will  be  determined 
at  the  close  of  the  preceding  meeting. 
The  first  order  of  business  at  the  Oc¬ 
tober  6  meeting  will  be  the  scheduling 
of  future  dates  for  meetings.  Once 
agreement  upon  a  schedule  has  been 
reached,  adherence  to  that  schedule  will 
be  expected  of  the  participants. 

-  Federal  Comicunications 
Commission, 

[SEAL]  Vincent  J.  Mullins, 

Secretary. 

[PR  Doc.76-25416  Filed  9-23-76:8:46  am] 


[PCC  76-997;  DocEet  No.  20587;  CSC-831 

WATKINS  GLEN  MASTER  TELEVISION 
ANTENNA  CORP.,  ET  AL 

Order  To  Show  Cause 

In  re:  WATKINS  GUN  MASTER 
TELEVISION  ANTENNA  CORP.  Wat¬ 
kins  Ga«l.  New  York  (NY0518)  ;  MON¬ 
TOUR  FATJfl  TV  CORP.  Montour  Palls, 
New  York  (NY0584) ;  Petition  for  Order 
to  Show  Cause;  Adopted:  September  5, 
1975.  R^eased:  Septonber  18, 1975. 

By  the  Commission: 

L  WENY,  Inc.,  licensee  of  Station 
WENY-TV  (ABC,  Channel  36) ,  Elmira, 
New  York,  has  filed  the  above-captioned 
petition  requesting  the  Commission  to 
order  Watkins  Glen  Master  Television 
Antoma  Corp.,  operator  of  a  cable  tele¬ 
vision  system  at  Watkins  Glen,  New 
York,  and  Montour  Falls  TV  Corp.,  oper¬ 
ator  of  a  cable  television  system  at  Mon¬ 
tour  Falls,  New  York,  to  show  cause  why 
they  should  not  be  directed  to  cease  and 
desist  from  violating  Uie  Commission’s 
Rules.  WENY,  Inc.  alleges  that  the  sub¬ 
ject  systms  are  in  violation  of  Sections 
76.92  and  76.94  of  the  Rules  ^  by  falling 
to  provide  WENY-TV  with  the  network 
program  nonduplication  protection 
which  it  has  requested  and  to  which  it 
is  entitled.  The  petition  is  opposed  by 
Watkins  Glen  Master  Television  An¬ 
tenna  Corp. 

2.  It  is  undisputed  that  both  the  Wat¬ 
kins  Glen  and  Montomr  Falls  systems  are 
located  within  WENY-TV’s  35-mile  zone 
and  that  network  program  nonduplica¬ 
tion  protection  is  not  presently  being  af¬ 
forded  WENY-TV  vis-a-vis  the  signals  of 
lower  priority  duplicating  stations.* 

^  While  the  Initial  petition  for  an  order  to 
show  cause  was  based  on  alleged  violation  of 
former  Sectlcms  76.91  and  76.93  of  the  Rules, 
WENT,  Inc.  subsequently  filed  a  supplemen¬ 
tary  pleading  which,  as  required  by  Paragraph 
91(d)(2)  of  the  First  Report  and  Order  In 
Docket  19996,  FCC  75-413,  62  FCC  2d  619 
(1975) ,  appropriately  demonstrated  the  con¬ 
tinued  relevance  of  Its  original  petition  In 
view  of  the  newly-reused  network  program 
nondupllcatlon  rules  embodied  In  Sections 
76.92  and  76.94.  The  Instant  petition  will, 
therefore,  be  considered  herein  as  grounded, 
on  alleged  violation  of  the  new  provisions. 

*In  addition  to  the  signal  of  WENY-TV, 
the  Watkins  Olen  and  Montour  Falls  systems 
carry  the  signals  of  Station  WNYS-TV  (ABC, 
Channel  9),  Syracuse,  New  York,  and  Televi¬ 
sion  Broadcast  Station  WOBCR  (ABC,  Chan- 


WENY,  Inc.  asserts  that  it  has  furnished 
the  subject  systems  with  the  appropriate 
notifications  pursuant  to  Section  76.94 
of  the  Commision’s  Rules.  Copies  of  these 
notifications  have  been  submitted  with 
petitioner’s  pleadings.  WENY,  Inc.  ar¬ 
gues  that,  taken  together,  these  facts  are 
dispositive  and  justify  issuance  of  the  re¬ 
quested  order  to  show  cause.  In  its  op¬ 
position  Watkins  Glen  argues  that:  (a) 
the  Watkins  Glen  and  Montour  Falls 
systems  are  separate  corporate  entities, 
each  with  fewer  than  1,000  subscribers, 
and  are  thus  within  the  exception  to  Sec¬ 
tion  76.92(a)  provided  in  Section  76.95 
(b)  of  the  Rules,*  and  (b)  WENY-TV 
the  cable  television  systems  should  not 
be  required  to  protect. 

3.  We  are  not  persuaded  that  the  Wat¬ 
kins  Glen  and  Montour  Falls  systems 
should  be  relieved  of  their  clear  obliga¬ 
tion  to  comply  with  the  network  program 
nonduplication  requirements  of  Section 
76.92(a).  The  contention  that  the  Wat¬ 
kins  Glen  and  Montour  Falls  systems  are 
exempted  from  this  obligation  by  the 
provisions  of  Section  76.95  (b)  must  be  re¬ 
jected  in  that  (a)  both  systems  are  com¬ 
monly  owned  since  all  of  the  Issued  stock 
of  each  system  is  owned  by  Identical  in¬ 
dividuals;  ‘  (b)  the  systems  are  techni¬ 
cally  integrated  in  that  they  are  operated 
from  a  common  headend  facility;  and 
(c)  the  combined  subscribership  of  the 
subject  systems  exceeds  the  1,000  sub¬ 
scriber  limit  set  by  Section  ’76.95(b).* 
With  respect  to  (a)  above,  it  should  be 
noted  that  separate  corporate  existence 
does  not  rebut  common  ownership  based 
on  stock  control  in  this  case.  ’The  allega¬ 
tion  that  WENY-TV  provides  an  inferior 
quality  signal  undeserving  of  protection 
must  also  be  rejected  in  view  of  the  total 
absence  of  substantiating  evidence.  It 
would  appear,  therefore,  that  WENY,  Inc. 
has  complied  with  the  requirements  of 
our  Rules  in  requesting  network  program 
nonduplication  protection  pursuant  to 
Sections  76.92  and  76.94  and  that  the 
Watkins  Glen  and  Montour  Falls  cable 


nel  13) ,  Rochester,  New  York,  both  of  which 
are  of  a  lower  priority  than  WENY-TV.  Peti¬ 
tioner  has  submitted  the  unrebutted  aflldavlt 
of  John  J.  Herrick  attesting  to  the  duplica¬ 
tion  of  WENY-TV  network  programs  by 
WNYS-TV  and  WOKR  on  the  Watkins  Olen 
and  Montour  Falls  systems. 

‘Section  76.96(b)  provides  In  pertinent 
part; 

The  provisions  of  Sections  76.92  and  76.94 
shaU  not  apply  to  ...  a  conglomerate  of 
commonly  owned  and  technically  Integrated 
systems  ^rvlng  fewer  than  1,000  subscribers. 

‘  In  a  letter  to  the  Commission  dated  Au¬ 
gust  16, 1975,  Mr.  John  A.  Haughey,  President 
of  Watkins  Olen  Master  Television  Antenna 
Corp.,  described  the  ownership  interests  In 
the  two  corporations  as  follows; 

In  1965,  the  stock  of  the  Montour  Fails  TV 
Cable  Corporation  was  purchased  by  the  fol¬ 
lowing;  John  A.  Haughey,  26%;  Albert  P. 
Haughey,  25%;  John  Mcugreno,  25%;  James 
F.  Fazzary,  25%.  The  Watkins  Olen  system  Is 
owned  by  the  following  stockholders:  John 
A.  Haughey,  20%;  Albert  P.  Haughey,  40%; 
John  Margreno,  20%;  James  F.  Fazzary,  20%. 

*  As  of  August  15,  1976,  the  combing  sub¬ 
scribership  of  the  Watkins  Olen  and  Mon¬ 
tour  Falls  systems  was  1,664. 


television  systems  have,  without  appar¬ 
ent  justification,  refused  to  afford  such 
protection. 

Accordingly,  it  is  ordered.  That  pur¬ 
suant  to  Section  312  (b)  and  (c^  and 
Section  409(a)  of  the  Communications 
Act  of  1934,  as  amended,  47  U.S.C.  312 
(b)  and  (c),  and  409(a),  Watkins  Glen 
Master  Television  Antenna  Corp.  and 
Montour  Falls  TV  Corp.  ARE  DI¬ 
RECTED  to  show  cause  why  yiey  should 
not  be  ordered  to  cease  and  desist  from 
further  violation  of  Sections  76.92  et  seq. 
of  the  Commission’s  Rules  and  Regula¬ 
tions  on  their  cable  television  systems  at 
Watkins  Glen,  New  York,  and  Montour 
Falls,  New  York,  respectively. 

It  is  further  ordered.  That  Watkins 
Glen  Master  Television  Antenna  Corp. 
and  Montour  Falls  TV  dorp,  are  directed 
to  appear  and  give  evidence  with  respect 
to  the  matters  described  above  at  a  hear¬ 
ing  to  be  held  at  Washington,  D.C.  at  a 
time  and  place  and  before  an  Adml^-  > 
trative  Law  Judge  to  be  specified  by  sub¬ 
sequent  order,  unless  the  hearing  is 
waived,  in  which  event  a  written  state¬ 
ment  may  be  submitted. 

It  is  further  ordered.  That  WENY,  Inc. 
and  the  Chief,  Cable  Television  Bureau. 
ARE  MADE  parties  to  this  proceeding. 

It  is  further  ordered,  ’That  the  Secre¬ 
tary  of  the  Federal  Commimications 
Commission  shall  send  copies  of  this  or¬ 
der  by  certified  mall  to  Watkins  Glen 
Montour  Falls  ’TV  Corp. 

Federal  Communications 
Commission, 

[seal]  Vincent  J.  Mullins, 

Secretary. 

[PR  Doc.75-26413  PUed  9-23-75;8;46  am] 

FEDERAL  ENERGY 
ADMINISTRATION 
OLD  OIL  ALLOCATION  PROGRAM 
Entitlement  Notice  for  July  1975 

In  accordance  with  the  provisions  of 
10  CFR  211.67  relating  to  FEA’s  old  oil 
allocation  program,  the  mon'^y  notice 
specified  in  §  211.67(i)  is  hereby  pub¬ 
lished. 

Based  on  reports  submitted  to  FEA  by 
refiners  as  to  crude  oil  receipts  and  crude 
oil  runs  to  stills  for  July  1975  and  an 
application  of  the  entitlement  adjust¬ 
ment  for  small  refiners  provided  in  10 
CFR  211.67(e) ,  the  adjusted  national  old 
oil  supply  ratio  for  July  1975  is  calcu¬ 
lated  to  be  .353611. 

’The  Issuance  of  entitlements  for  the 
month  of  July  1975  to  refiners  is  set 
forth  in  the  Appendix  to  this  notice.  ’The 
Appendix  lists  the  name  of  each  refiner 
to  which  entitlements  have  been  issued, 
the  number  of  entitlements  Issued  to  each 
such  refiner,  and  the  number  of  barrels 
of  old  oil  included  in  each  such  refiner’s 
adjusted  crude  oil  receipts. 

Pursuant  to  10  CFR  211.67(i)  (4) ,  FEA 
hereby  fixes  the  price  at  which  entitle¬ 
ments  shall  be  sold  and  purchased  for 
the  month  of  July  1975  at  $8.13,  which  is 
the  exact  differential  as  reported  for  the 
month  of  July  between  the  wel^ted  av¬ 
erage  costs  to  refiners  of  old  oil  and  of 
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new,  released,  stripper  well  and  imported  ( 
crude  oil.  i 

In  accordance  with  10  CPR  211.67(b) ,  ' 

each  refiner  that  has  been  issued  fewer 
entitlements  for  the  month  of  July  1975 
than  the  number  of  barrels  of  old  oil 
included  in  its  adjusted  crude  oil  receipts 
is  required  to  purchase  a  number  of  en¬ 
titlements  for  the  month  of  July  1975 
equal  to  the  difference  between  the  nvun- 
ber  of  barrels  of  old  oil  included  in  those 
receipts  and  the  number  of  entitlements 
issued  to  and  retained  by  that  refiner. 
Refiners  which  have  been  issued  a  num¬ 
ber  of  enty;lements  for  the  month  of  July 
1975  in  excess  of  the  number  of  barrels 
of  old  oil  included  in  their  adjusted  crude 
oil  receipts  for  July  1975  shall  sell  such 
entitlements  to  refiners  required  to  pur- 
chswse  entitlements.  In  addition,  certain 
refiners  are  required  to  purchase  or  sell 
entitlements  to  effect  corrections  for 
prior  reporting  errors  pursuant  to  10 
CPR  211.67(i)(5). 

The  listing  specifies  a  negative  entitle¬ 
ment  issuance  as  to  one  refiner  due  to 
corrective  adjustments  to  that  refiner’s 
volume  of  crude  oil  runs  to  stills.  The 
total  number  of  entitlements  required  to 
be  purchased  by  that  refiner  xmder  the 
listing  is  equal  to  the  number  of  barrels 
of  old  oil  shown  as  its  old  oil  adjusted 
receipts  plus  the  negative  entitlement  is¬ 
suance  shown  in  the  “issued”  column. 

The  listing  of  refiners’  old  oil  receipts 
contained  in  the  Appendix  refiects  any 
adjustments  made  by  PEA  pursuant  to 
§  211.67(h). 

The  listing  of  entitlement  Issuances 
contained  in  the  Appendix  also  refiects 
relief  granted  in  Decisions  and  Orders 
Issued  by  PEA’s  Office  of  Exceptions  and 
Appeals.  The  following  refiners  are  not 
shown  in  the  listing  due  to  their  having 
been  exempted  from  the  entitlement  pur¬ 
chase  requirements  (rf  the  program  under 
exception  decisions:  J&W,  Laketon,  Mid¬ 
land,  OKC,  Thagard  and  Young.  The  ag¬ 
gregate  voliune  of  old  oil  receipts  for 
these  firms  for  July  1975  was  943,819  bar¬ 
rels,  which  was  not  taken  into  account 
for  purposes  of  making  the  calculations 
In  the  listing. 

The  total  number  of  entitlements  re¬ 
quired  to  be  purchased  smd  sold  under 
this  notice  is  17,350,014. 

Payment  for  entitlements  required  to 
be  purchased  under  10  CPR  211.67(b)  for 
July  1975  must  be  made  by  September  30, 
1975.  On  or  prior  to  October  10,  1975, 
each  firm  which  is  required  to  purchase 
or  sell  entitlements  for  the  monto  of  July 
shall  file  with  PEA  the  monthly  trans¬ 
action  report  specified  in  10  CPR  211.66 
(i)  certifying  its  purchases  and  sales  of 
entitlements  for  the  month  of  July.  PEIA 
will  mail  monthly  transaction  report 
forms  for  the  month  of  July  to  r«)orting 
firms  in  September  1975.  PEA  requests 
that  firms  which  have  been  unable  to  lo¬ 
cate  other  firms  for  required  entitlement 
transactions  by  September  30, 1975  con¬ 
tact  PEA  at  202-634-7615  to  expedite 
consummation  of  these  transactions.  For 
firms  that  have  failed  to  consummate  re¬ 
quired  entitlement  transactions  on  or 
prior  to  September  30,  1975,  FEIA  may 


Old  oil 
adjusted 
receipts 


Entitlement  position 


Iteportiiig  firm  short  name 


Issued 


Bequired 
to  buy 


Bequired 
to  sell 


A-.Tolinson. 


146,483 
77,7<>4 
1,881,262 
5,985,633 
10,680,623 
603,781 
6, 945,973 
42,621 
17,003 
3,990,141 
82,267 
32,219 
186,8.57 
1,262 
31,764 
.5r.,083 
93,777 
1,575,562 
934,597 
2, 588, 992 
44,477 
1,150,145 
1,470, 187 
3,743,990 
1,075,547 
696,579 
38,308 
848, 448 
177,0.57 
23,073 
427,821 
693,6.55 
13,472 
39, 173 
318,701 
11,782 
26,213 
12,412,334 
353,663 
420,916 
320,669 
9,838 
88, 187 
611,952 
33,119 
174, 102 
118, 842 
199, 925 
329,408' 
9,566,565 
28,143 
.523,145 
3'J0,438 
174,878 
573,388 
237,282 
7, 126 
1,801,996 
1, 239, 614 
351,863 
42,036 
264,2.58 
185,321 
2,827,671 
263,538 
41,913 
8,734,665 

531.296 
297,402 

7,426 
5,100 
1,113,842 
117,522 
645,966 
410,461 
132,922 
23.  .534 
063,473 
840,706 
615,363 
4,295,267 
14,203 

348.296 
94,944 

429,022 

324,302 

268,792 

3,823 


146,483 

18,021 

174,872 

2,368,770 

0 

147,26!» 
746,692 
8. 829 
13,349 
1,581,975 
51,827 


AiUed. 


Ainer-Petrolina 


Anierada-Hess. 


Amoco. 


Aj)co. . . 
Arco— .. 
Arizoiw 


Asamerrt 


Ashland . 

Bay . 

Bayou . 

Beacon . 

C&II . 

Calumet . 

Canal . 

Caribou . 

Champlin . 

Charter . . 

Cityo . . 

Claiborne . . 

Clark . 

Coastal . . 

Conoco. . . 

Corco . . 

CBA-Fannland, 

Cross . 

Crown . 

Crystal-Oil . 

Crystal-Ecf . 

Delta . — 

Diamond . 

Dorchester . 

Eddy . 


452,903 

125,416 

1,334,193 

22,594 


684,479 
646, 095 

0 

1, 075,547 


Edglngton-011. 


Edglngton-Oxn. 


EvangeUne. 

Exxon _ 

Fainariss _ 

Farmers-Un 

Fletcher.... 

Flint . 

tlary . 

Oetty...... 

Oiant . 

Oladieux... 


87,772 

102,617 

3,667 

78,425 

118,842 

0 

329,408 


Golden-Eagle. 


Good-Hope 

Guam . 

Gulf . 

Gulf-Sts... 

Hiri . 

Howell.... 

Hunt _ 

Husky . 


154,376 

0 

2,516,795 


12,083,360 

19,468 

0 

837,986 
84,321 
548,494 
139,7''5 
1,8V  9 
2,195,464 
702,476 
432,081 
11,400 
822,039 
107,339 
3,907,350 
67,260 
0 

8,606,061 
524,803 
456,893 
6,083 
1,527 
1,087, 120 
177,570 
564,234 
372,735 
140,384 
22,676 
952,653 
907,880 
548,178 
3,690,847 
18,089 
301,680 
92,015 
531,128 
182,154 
9,371 


Indiana-Farm. 


Kentucky 


Kerr-McOee. 


Koch.... 

Lagloria. 

L^eslde. 


637,138 

0 

30,636 

0 

77,982 

0 

196,288 

41,913 

128,604 

6,493 

0 

1,843 

3,573 

76,722 

0 

81,732 

37,726 


Llttle-Amer. 


MacMlllau. 


Marathon. 


Marlon. 


Mid-Amer. 

Mobil . 

Mohawk-. 

Monsanto. 

Morrison.. 


Mountaineer. 


Murphy . 

N-Amer-Petro 


Navajo.... 
Newhall  .. 
Northland. 


604.420 
1,114 

46,613 

2,929 

142,148 

259.421 
3,823 


Poweriue 
Pride _ 


102,106 


Quaker-Rt. 


Boad-Oil 
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Appendix. — Entitlements  for  allocalion  of  old  oil — Continued 


Reporting  firm  short  name 

Old  oil 

Entitlement  position 

re^pts 

Issued 

Required 
to  buy 

Required 
to  sell 

Rock-Tsland.u . . 

450,713 

453,841 

0 

3, 128 

Saber-Tex.. . 

44,746 

114,039 

0 

69,293 

Sabre-Cal . 

6,876 

20,917 

0 

15,041 

Sage-Creek . . . . 

4,065 

5,006 

0 

41 

San-Joaqoin . . . . 

72,789 

100,034 

0 

27,245 

Seminole . . 

7,652 

42,878 

0 

35,226 

Shell . . 

13,240,417 

10,609,609 

2,630,808 

0 

Sign’or . . . 

29,640 

29,608 

32 

0 

Skelly . 

826,796 

816, 185 

If, 611 

0 

S<vHampton . 

111,472 

109,738 

1,734 

0 

Socal . - . 

9,312,000 

10,572,618 

0 

1,260,618 

Sohlo . 

2,348,797 

4,451,645 

0 

2,102,848 

Somerset . - . 

1,087 

37,204 

0 

36,117 

Sound . 

136,538 

22,897 

113,641 

0 

Southland . 

332,890 

271,697 

51, 193 

0 

Sunland . 

74,432 

110,938 

0 

36,506 

Sunoco . . . 

4,009,598 

5,481,630 

0 

572,032 

Tenneoo . . . 

823,456 

1,133,708 

0 

310,252 

Tesoro . 

1, 185,722 

787,022 

398,700 

0 

Texaco . 

12,509,087 

11,892,315 

1,116,772 

0 

Texas-Asph . 

844 

»  -54,925 

.5.5,769 

0 

Texas-City . 

954,832 

472,033 

82, 79i) 

0 

The- Refinery . 

160,935 

201,826 

0 

31,891 

Thrift  way . 

27,631 

50,693 

0 

23,062 

Thunderbird . . . 

106,658 

186,921 

0 

80,263 

Tonkawa . 

26,104 

53,298 

0 

27,194 

Total-Leonard . . . 

201,626 

494,743 

0 

293,117 

Union-Oil . . 

6,047,213 

4,707,354 

1,339,8.59 

0 

Union-Texas . 

152,643 

139,779 

12,864 

0 

Untd-Ref . . 

82,114 

381,880 

0 

299,706 

US-Oil . . 

111,893 

165,134 

0 

53,241 

Vl-Oil . 

287 

0 

287 

0 

Vickers . . 

310, 126 

399,017 

0 

88,891 

Vulcan . 

18,773 

33,773 

0 

15,000 

Warrior . 

44,085 

45,791 

0 

1,706 

West-Coast . . . 

16,763 

11,344 

5,40i) 

0 

Western.. . 

16,678 

89,589 

0 

72,911 

Winston . 

51, 161 

192,028 

0 

140,867 

Wireback . . — 

0 

1,985 

0 

1,985 

Witco . 

105,678 

176, 891 

0 

71,213 

Yetter . . . 

0 

1,602 

0 

1,602 

Total . 

155,088,064 

155,088,064 

17,350,014 

17,350,014 

•  Reflects  a  correction  to  this  refiner’s  prior  crude  oil  runs  to  stills  volumes,  resulting  in  a  negative  entitlement 
issuance. 


[FR  Doc.76-26437  FUed  9-19-76;3 :43  pm] 


OIL  IMPORT  REGULATIONS 

Collection  of  Supplemental  Fees  for 
July  and  August 

On  August  15,  1975,  the  President  an¬ 
nounced  that  he  would  indefinitely  sus¬ 
pend  supplemental  fees  on  [>etroleum 
imports  if  the  Congress  sustained  his  veto 
of  S.  1849,  which  would  have  extended  the 
Emergency  Petroleum  Allocation  Act  for 
six  months.  Thereafter,  the  Federal 
Energy  Administration  annoimced  that 
supplemental  fee  payments  due  August  31 
for  imports  made  during  July  were  to  be 
deferred  for  up  to  fifteen  (15)  days 
pending  ccaigressional  action  on  the 
President’s  veto.  (40  FR  35302,  August  20, 
1975) . 

On  September  10. 1975,  the  Senate  sus¬ 
tained  the  President’s  veto  of  S.  1849. 
However,  because  the  Congress  shortly 
thereafter  commenced  consideration  of 
a  short-term  extension  of  the  Act  to  al¬ 
low  time  to  reach  agreement  with  the 
President  on  a  gradual  decontrol  plan, 
Uie  possibility  still  remained  that  the 
Act  might  be  exioided  beyond  August  31, 
1975.  Pending  resolution  of  this  situation, 
the  FEA  annoimced  that  payment  of  sup¬ 
plemental  fees  incurred  on  imports  in 
the  montJi  of  July  and  originally  due 
August  31  would  be  further  deferred  until 
September  30,  1975  (40  FR  42578,  Sep¬ 
tember  15,  1975). 


As  of  today,  it  is  still  unclear  whether 
the  Emergency  Petroleum  Allocation  Act 
will  be  extended  and  thus  the  President 
has  made  no  decision  on  whether  to  sus¬ 
pend  the  supplemental  fees  on  crude 
oil.  However,  the  PEA  has  decided  to  col¬ 
lect  supplemental  fees  incurred  on  crude 
oil  and  refined  products  imported  during 
July  and  August,  regardless  of  whether 
price  and  allocation  controls  are  ex¬ 
tended,  and  notice  is  hereby  given  that 
such  payments  for  both  months  shall  be 
due  and  payable  on  or  before  Septem¬ 
ber  30,  1975. 

’This  decision  has  been  made  for 
basically  two  reasons: 

First,  the  initial  decision  to  suspend 
the  fees  effective  July  1,  1975,  if  they 
were  to  be  suspended,  was  predicated 
upon  the  assumption  that,  if  controls  ex¬ 
pired  on  August  31,  the  PEA  would  not 
issue  entitlements  notices  for  crude  oil 
refined  in  July  and  August.  Subsequently, 
however,  the  FEA  has  determined  that  it 
will  issue  such  notices  for  those  months 
regardless  of  whether  price  and  alloca¬ 
tion  controls  are  extended.  Since  the 
benefits  of  the  entitlements  program  will 
apply  to  crude  oil  purchased  in  July  and 
August,  there  is  no  longer  any  need  to 
make  the  suspension  of  supplemental 
fees,  if  it  occurs  at  all,  effective  July  1, 
for  the  entitlements  program  will  pro¬ 
vide  much  of  the  economic  softening  ef¬ 


fect  that  retroactive  suspension  of  the 
fees  would  have  produced. 

Second,  there  is  presently  no  assurance 
that  Congress  will  clarify  the  price  con¬ 
trol  situation  in  the  relatively  near  fu¬ 
ture  by  either  extending  such  controls  or 
definitively  indicating  it  will  not  extend 
such  controls.  However,  prompt  resolu- 
tiop  of  the  issue  of  whether  fees  for  July 
and  August  imports  will  be  collected  is 
necessary  for  sound  administration  of 
various  PEA  regulatory  programs  and  to 
provide  the  industry  with  adequate  guid¬ 
ance.  For  example,  in  order  to  implement 
the  entitlements  program  for  the  month 
of  July,  the  PEA  must  issue  ah  entitle¬ 
ments  notice  in  the  month  of  September, 
specifying,  among  other  things,  the  en¬ 
titlements  price  for  July  1975  trans¬ 
actions.  Since  that  price  is  the  exact 
differential  as  reported  for  the  month  of 
July  between  the  weighted  average  costs 
to  refiners  of  old  oil  on  the  one  hand  and 
of  new,  released,  stripper  well  and  im¬ 
ported  crude  oil  (including  the  supple¬ 
mental  import  fee)  on  the  other,  the  un¬ 
certainty  surrounding  collection  of  sup¬ 
plemental  fees  had  to  be  resolved  in  order 
to  publish  the  July  entitlements  list. 

With  respect  to  the  $2  fee  on  crude  oil 
imported  after  September  1,  1975,  the 
President  has  not  yet  made  a  decision 
on  whether  it  will  be  suspended.  That 
decision  is  still  contingent  on  whether 
the  Congress  will  extend  price  controls 
such  as  those  in  effect  under  the  Emer¬ 
gency  Petroleum  Allocation  Act. 

With  respect  to  the  $0.60  supplemental 
fee  on  imports  of  refined  petroleum 
products,  the  FEA  has  annoimced  in  a 
rulemaking  issued  today  that,  notwith¬ 
standing  future  congressional  action  on 
extension  of  price  controls,  this  fee  will 
be  suspended  indefinitely,  effective  Sep¬ 
tember  1,  1975,  pursuant  to  authority 
delegated  to  the  FEA  by  section  3(a) 
(1)  (viii)  of  Proclamation  No.  3279,  as 
amended. 

Since  the  decision  in  “Massachusetts  v. 
Simon”  (D.C.  Cir.,  Aug.  11,  1975).,  in 
which  the  Court  of  Appeals  for  the  Dis¬ 
trict  of  Columbia  Circuit  declared  that 
the  present  Mandatory  Oil  Import  Pro¬ 
gram  exceeds  the  President’s  authority, 
the  FEA  has  received  numerous  inquiries 
regarding  its  authority  to  collect  import 
license  fees.  In  that  case,  however,  the 
Court  of  Appeals  stayed  its  mandate  un¬ 
til  September  15,  1975,  and  on  Septem¬ 
ber  10,  the  FEA  petitioned  the  Supreme 
Court  for  a  writ  of  certiorari.  Under  Rule 
41(b)  of  the  Federal  Rules  of  Appellate 
Procedure,  petitioning  the  Supreme 
Court  for  a  writ  of  certiorari  during  the 
pendency  of  such  a  stay  automatically 
extends  the  stay  until  final  disposition  of 
the  case  by  the  Supreme  Court.  Accord¬ 
ingly,  by  virtue  of  this  stay,  the  PEA  con¬ 
tinues  to  have  full  authority  to  collect 
import  license  fees. 

Issued  in  Washington,  D.C.,  Septem¬ 
ber  22, 1975. 

Robert  E.  Montgomery,  Jr., 
General  Counsel, 
Federal  Energy  Administration. 

[FR  Doc.76-26686  FUed  9-22-76:12:20  pm] 
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FEDERAL  MARITIME  COMMISSION 

PORT  AUTHORITY  OF  NEW  YORK  AND 

j  NEW  JERSEY,  ET  AL. 

Agreements  Filed 

Correction  ~ 

In  FR  Doc.  75-25042,  appearing  at  page 
43274  in  the  issue  for  Friday,  September 
19,  1975,  on  page  43275,  in  the  first  col¬ 
umn,  the  agreements  should  read  as  set 
forth  below: 

Agreements  Nos.  T-2877-1,  T-2877-2 
and  T-2877-3,  between  Port  Authority  of 
New  York  and  New  Jersey  (Port)  and 
Refrigerated  Express  Lines,  Pty.,  Ltd., 
(RED  modifies  the  parties’  basic  agree¬ 
ment  providing  for  the  5 -year  lease  to 
REL  of  certain  marine  terminal  facilities 
and  related  open  areas  at  Port  Newark, 
New  Jersey,  to  be  used  as  a  marine  ter¬ 
minal  facility. 

Agreement  No.  T-2877-1  provides  for 
the  assignment  of  the  lease  by  REL  to 
Reefer  Terminal,  Inc.,  (Reefer)  with 
Port’s  consent. 

Agreement  No.  T-2877-2  modifies  the 
original  premises  by  substituting  a  new 
Exhibit  A-1  to  replace  Exhibit  A. 

Agreement  No,  T-2877-3  provides  for 
the  delay  of  the  commencement  and  ex¬ 
piration  of  the  lease  without  changing 
the  length  of  the  term. 


SAN  FRANCISCO  PORT  COMMISSION 
ET  AL 

Agreement  Filed 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
U.S.C.814). 

Interested  parties  may  inspect  and  ob¬ 
tain  a  copy  of  the  agreement  at  the 
Washington  oflice  of  the  Federal  Mari¬ 
time  Commission,  1100  L  Street,  NW., 
Room  10126;  or  may  inspect  the  agree¬ 
ment  at  the  Field  OfiBces  located  at  New 
York,  N.Y.,  New  Orleans,  Louisiana,  San 
Francisco,  California,  and  Old  San  Juan, 
Puerto  Rico.  Comments  on  such  agree¬ 
ments,  including  requests  for  hearing, 
may  be  submitted  to  the  Secretary,  Fed¬ 
eral  Maritime  Commission,  Washington, 
D.C.  20573,  on  or  before  October  14, 
1975.  Any  person  desiring  a  hearing  on 
the  proposed  agreement  shall  provide  a 
clear  and  concise  statement  of  the  mat¬ 
ters  upon  which  they  desire  to  adduce 
evidence.  An  allegation  of  discrimination 
or  imfairness  shall  be  accompanied  by 
a  statement  describing  the  discrimina¬ 
tion  or  unfairness  with  particularity.  If 
a  violation  of  the  Act  or  detriment  to 
the  commerce  of  the  United  States  is 
alleged,  the  statement  shall  set  forth 
with  particularity  the  acts  and  circiun- 
stances  said  to  constitute  such  viola¬ 
tion  or  detriment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 


NOTICES 

San  Francisco  Port  Commission,  Pacific 
Far  East  Line,  Inc.  and  Crescent 
Wharf  and  Warehouse  Company 

Notice  of  Agre^nent  Filed  by: 

Edward  L.  David,  Deputy  Port  Director,  Port 
of  San  Francisco,  Ferry  Building,  San 
Francisco,  California  94111. 

Agreement  No!  T-2297-3,  between  the 
San  Francisco  Port  Commission  (Port) , 
Pacific  Far  East  Line,  Inc.  (PFEL)  and 
Crescent  Wharf  and  Warehouse  Com¬ 
pany  (Crescent) ,  modifies  the  basic 
agreement  between  the  Port  and  'PFEL 
which  provides  for  the  50-year  lease  of 
premises  known  as  Pier  96.  The  premises 
will  continue  to  be  used  for  the  docking 
and  servicing  of  vessels,  particularly 
LASH  vessels  and  containerized  vessels, 
and  the  transfer,  etc.,  of  cargo  and  pas¬ 
sengers  in  connection  therewith.  ’The 
purpose  of  the  modification  is  to  permit 
Crescent  to  operate  at  Pier  96  as  a  termi¬ 
nal  operator  for  PFEL  and  other  steam¬ 
ship  companies.  As  compensation.  Cres¬ 
cent  shall  share  revenues  with  PFEL 
upon  mutually  agreeable  terms. 

By  order  of  the  Federal  Maritime 
Commission. 

Dated:  September  19, 1975. 

Francis  C.  Hurney, 
Secretary. 

[FR  Doc.76-25433  Filed  9-23-75:8:45  am] 


STATE  OF  HAWAII  AND  MATSON 
TERMINALS,  INC. 

Agreement  Filed 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
U.S.C.  814) . 

Interested  parties  may  inspect  and  ob¬ 
tain  a  copy  of  the  agreement  at  the 
.Washington  office  of  the  Federal  Mari¬ 
time  Commission,  1100  L  Street  NW., 
Room  10126;  or  may  inspect  the  agree¬ 
ment  at  the  Field  Offices  located  at  New 
York,  N.Y.,  New  Orleans,  Louisiana,  San 
Francisco,  California,  and  Old  San  Juan, 
Puerto  Rico.  Comments  on  such  agree¬ 
ments,  including  requests  for  hearing, 
may  be  submitted  to  the  Secretary,  Fed¬ 
eral  Maritime  Commission,  Washington, 
D.C.  20573,  on  or  before  October  14, 1975. 
Any  person  desiring  a  hearing  on  the 
proposed  agreement  shall  provide  a  clear 
and  concise  statement  of  the  matters 
upon  which  they  desire  to  adduce  evi¬ 
dence.  An  allegation  of  discrimination 
or  unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity.  If  a  vio¬ 
lation  of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  alleged, 
the  statement  shall  set  forth  with  par¬ 
ticularity  the  acts  and  circumstances  said 
to  constitute  such  violation  or  detriment 
to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  Indicated  hereinafter) 
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and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  Agreement  Piled  by : 

Mr.  E.  Alvey  Wright,  State  of  HawaU,  Depart¬ 
ment  of  Transportation,  869  Punchbowl 
Street,  Honolulu,  Hawaii  96813. 

Agreement  No.  T-2171-5,  between  the 
State  of  Hawaii  (Hawaii)  and  Matson 
Terminals,  Inc.,  (Matson)  modifies  the 
parties’  basic  agreement  which  provides 
for  the  lease  of  marine  terminal  space  by 
Hawaii  to  Matson  for  use  primarily  as  a 
container  facility.  The  purpose  of  the 
modification  is  to  reduce  the  area  of  the 
leased  premises  by  2,952  square  feet  and 
to  decrease  the  total  rental  in  the  amount 
of  $836.40  per  annum  from  $270,545.43  to 
$269,709.03  per  annum. 

By  order  of  the  Federal  Maritime  Com¬ 
mission. 

Dated:  September  19, 1975. 

Francis  C.  Hurney, 
Secretary. 

[FR  Doc.76-25432  FUed  9-23-76:8:46  am] 

FEDERAL  POWER  COMMISSION 

[Docket  No.  RP76-881 
ALGONQUIN  GAS  TRANSMISSION  CO. 
Filing  of  Rate  Change 

September  15,  1975. 
Take  notice  that  Algonquin  Gas  Trans¬ 
mission  Company  (Algonquin  Gas),  on 
September  5,  1975,  as  amended  on  Sep¬ 
tember  9, 1975,  tendered  for  filing  Eighth 
Revised  Sheet  No.  10  to  its  PPC  Gas 
Tariff,  First  Revised  Volume  No.  1. 

Algonquin  Gas  states  that  this  sheet 
is  being  filed  pursuant  to  its  Purchased 
Gas  Cost  Adjustment  Provision  set  forth 
in  Section  17  of  the  General  Terms  and 
Conditions  of  its  FPC  Gas  Tariff,  First 
Revised  Volume  No.  1,  Algonquin  Gas 
further  states  that  the  rate  change  is 
being  filed  to  reflect  higher  purchased 
gas  costs  to  be  paid  by  Algonquin  Gas  to 
its  supplier,  Texas  Eastern  Tiansmlssion 
Corporation,  effective  October  23,  1975. 
Algonquin  Gas  states  that  the  instant  fil¬ 
ing  will  revise  the  rates  filed  in  this 
docket  which  were  suspended  by  the 
Commission  until  October  23,  1975. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petitibn 
-  to  Intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street,  N.E.,  Washington,  D.C.  20426,  in 
accordance  with  §§  1.8,  1.10  of  the  Com¬ 
mission’s  rules  of  practice  and  procedure 
(18  CFR  1.8,  1.10).  All  such  petitions  or 
protests  should  be  filed  on  or  before  Sep¬ 
tember  30,  1975.  Protests  will  be  con¬ 
sidered  by  the  Commission  in  determin¬ 
ing  the  £MPpropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  intervene.  Copies  of  this  fil¬ 
ing  are  on  file  with  the  Commission  and 
are  available  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

(FR  Doc.76-26376  Piled  9-23-76:8:46  am] 
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NOTICES 


I  Docket  Nos.  AR61-2  and  AR69-1,  et  al.] 

AREA  RATE  PROCEEDING,  ET  AL; 

SOUTHERN  .LOUISIANA  AREA 

Extension  of  Time 

SEPmsER  12,  1975. 

On  Sept^ber  8,  1975,  Shell  Oil  Com¬ 
pany  ^  filed  a  motion  to  extend  the  time 
within  which  to  comply  with  Order  Is¬ 
sued  August  19,  1975,  in  the  above-indi¬ 
cated  proceeding. 

Notice  is  hereby  given  that  the  time 
within  which  to  file  the  report  required 
by  Ordering  Paragraph  (B)  of  Order  is¬ 
sued  August  19,  1975  is  extended  for  all 
parties  from  September  15,  1975  to  and 
including  October  30,  1975.  The  time 
within  which  to  file  the  refund  plan,  pur¬ 
suant  to  Ordering  Paragraph  (D)  of  the 
August  19,  1975  Order  is  extended  for 
all  psirties  from  November  3, 1975  to  and 
Including  December  18. 1975.  Any  further 
extensions  of  time  will  be  examined  on 
an  Individual  basis. 

.  Kenneth  F.  Plumb, 

^  Secretary. 

IPR  Doc.75-25374  Piled  9-23-75;8;45  am] 


[Docket  Nos.  E-8137  and  £-8217] 

BOSTON  EDISON  COMPANY  AND  NEW 
ENGLAND  POWER  SERVICE  CO. 

Settlement  Conference  on  Rates  and 
Charges 

September  17,  1975. 

Take  notice  that  on  September  22, 
1975,  a  conference  of  all  parties  to  inter¬ 
vene  in  these  consolidated  proceedings, 
Boston  Edison  Company,  New  England 
Power  Service  Company,  and  Commis¬ 
sion  Staff  will  be  held  in  the  Commis- 
sicm’s  Conference  Room  No.  8402,  at  825 
North  Capitol  Street,  Washington,  D.C., 
at  10  am. 

Customers  and  other  interested  per¬ 
sons  will  be  permitted  to  attend,  but  if 
such  persons  have  not  previously  been 
permitted  to  intervene  by  order  of  the 
Commission,  attendance  at  the  confer¬ 
ence  will  not  be  deemed  to  authorized 
intervention  as  a  party  in  the  proceed¬ 
ings. 

All  parties  will  be  expected  to  come 
fully  prepared  to  discuss  the  merits  of  all 
issues  concerning  the  lawfulness  of  the 
proposed  rate  increase  and  any  proce- 
dund  matters  preparatory  to  a  full  evi¬ 
dentiary  hearing  or  to  make  commit¬ 
ments  with  respect  to  such  issues  and  any 
offers  of  settlement  or  stipulations  dis¬ 
cussed  at  the  conference. 

Letters  concerning  this  conference  are 
being  mailed  this  date  to  all  parties  to 


^Ttie  following  motions  for  extensions  of 
time  In  the  above-indicated  proceeding  were 
also  received: 

Highland  Resources,  Inc.,  September  8, 
1975. 

Stqierior  Oil  Oovapaay,  S^tember  8,  1975. 
Oetty  Oil  Company,  S^tember  8.  1975. 
Texaco,  Inc.,  September  10,  1975. 

Union  OU  Company  of  California,  Septem¬ 
ber  9.  1975. 

Piper  Petroleum  Company,  September  11, 
1076. 

Atlantic  Richfield,  September  11,  1076. 


the  proceeding,  all  of  the  Jurisdictional 
customers,  and  all  affected  state  com¬ 
missions. 

Kenneth  F.  Plumb, 
Secretary. 

[PR  Doc.75-25888  Piled  9-2S-75;8:46  am] 


[Docket  No.  RP72-89] 

COLUMBIA  GAS  TRANSMISSION  CORP. 

Extension  of  Time 

September  15, 1975. 

On  September  5,  1975,  and  on  Septem¬ 
ber  10,  1975,  the  United  States  Depart¬ 
ment  of  the  Interior  and  Columbia  Gas 
Distribution  Companies  filed  motions  to 
extend  the  time  within  which  to  file  com¬ 
ments  to  the  draft  environmental  Impact 
statement  issued  in  the  above-indicated 
proceeding. 

Notice  is  hereby  given  that  the  time 
within  which  to  file  comments  in  the 
above  proceeding  is  extended  for  all  par¬ 
ties  from  October  1,  1975,  to  and  includ¬ 
ing  October  20, 1975. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.75-25377  Piled  9-23-75;8;45  am] 


[Docket  No.  RI76-26I 
HILUN  PRODUCTION  CO. 

Petition  for  Special  Relief 

September  17,  1975. 

Take  notice  that  on  September  2, 1975, 
Hillin  Production  Company  (Petitioner) , 
Box  152,  Odessa,  Texas  79760,  filed  a  pe¬ 
tition  for  special  relief  in  Docket  No.  RI- 
76-26  pursuant  to  Order  No.  481.  Peti¬ 
tioner  proposes  to  workover  the  Smith 
No.  1  well  located  in  Section  7,  Block  10, 
H&Q  Railroad  Company  Survey,  Pecos 
County,  Texas.  Petitioner  seeks  a  price 
of  59.67  cents  per  Mcf  from  its  current 
rate  of  21.06  cents  per  Mcf  at  14.65  psia 
for  the  sale  of  gas  to  El  Paso  Natural 
Gas  Company  from  said  well  after  work- 
over.  Petitioner  also  states  that  if  relief 
is  not  granted,  abandonment  is  immi¬ 
nent. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petition  should  on  or  before  Septem¬ 
ber  30,  1975,  file  with  the  Federal  Power 
C(»nmission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  <18  CFR  1.8  or  1.10),  All  protests 
filed  with  the  Commission  will  be  consid¬ 
ered  by  it  in  determining  the  appro¬ 
priate  action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  party  wishing  to  be¬ 
come  a  party  to  a  proceeding,  or  to  par¬ 
ticipate  as  a  party  in  any  hearing  there¬ 
in,  must  file  a  petition  to  intervene  in  ac¬ 
cordance  with  the  Commission’s  rules. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.76-25884  Filed  9-23-76;8;46  am] 


[Docket  No.  RP73-66,  PGA76-1) 

INTER-CITY  MINNESOTA  PIPELINES 
UMITED,  INC. 

Proposed  Changes  in  FPC  Gas  Tariff  Under 

Purchased  Gas  Ad}ustment  Clause  Provi¬ 
sion 

September  15,  1975. 

Take  notice  that  Inter-City  Minnesota 
Pipelines  Limited,  Inc.  on  September  3, 
1975,  tendered  for  filing  Fifth  Revised 
Sheet  No.  4  to  its  FPC  Gas  Tariff,  Orig¬ 
inal  Volume  No.  1  proposed  to  be  effec¬ 
tive  November  1, 1975. 

Minnesota  Pipelines  states  that  this  fil¬ 
ing  is  submitted  in  compliance  with  the 
annual  filing  requirements  as  set  out  in 
Section  18.2  of  its  publi^ed  FPC  Gas 
Tariff,  Original  Volume  No.  1. 

Minnesota  Pipelines  also  states  that 
copies  of  this  filing  have  been  served  upon 
all  its  customers. 

Any  person  desiring  to  be  heard  or  to 
prot^t  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street,  NE.,  Washington,  D.C.  20426,  in 
accordance  with  §§  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  end  pro¬ 
cedure  (18  (7FR  1.8,  1.10).  All  such  peti¬ 
tions  or  protests  should  be  filed  on  or 
before  October  3,  1975.  Protests  will  be 
considered  by  the  Commission  in  deter¬ 
mining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  protest¬ 
ants  parties  to  the  proceeding.  Any  per¬ 
son  wishing  to  become  a  party  must  file 
a  petition  to  Intervene.  Copies  of  this  fil¬ 
ing  are  on  file  with  the  Commission  and 
are  available  for  public  Inspection. 

Kenneth  F.  Plumb, 

Secretary. 

[PR  Doc.75-25378  Piled  9-23-76;8:45  am] 


[Docket  No.  ES76-10] 

IOWA  POWER  &  LIGHT  CO. 

Application 

September  15,  1975. 

Take  notice  that  on  August  29.  1975, 
Iowa  Power  and  Light  Company  (Appli¬ 
cant)  of  Des  Moines,  Iowa,  filed  an  appli¬ 
cation  seeking  an  order  pursuant  to  Sec¬ 
tion  204  of  the  Federal  Power  Act  au¬ 
thorizing  the  Issuance  of  200,000  shares 
of  Common  Stock,  par  value  $10  per 
share. 

Applicant  proposes  to  issue  and  sell 
for  cash  the  aforesaid  200,000  shares  of 
Common  Stqck,  par  value  $10  per  share, 
under  an  Aimmatic  Dividend  Reinvest¬ 
ment  and  Stock  Purchase  Plan. 

The  purpose  for  which  the  Common 
Stock  is  to  be  issued  is  to  obtain  funds 
to  pay  a  portion  of  short-term  borrow¬ 
ings  outstanding  from  commercial  bank¬ 
ing  institutions  and  commercial  paper 
frcMn  time  to  time  and  for  general  cor¬ 
porate  purposes. 

Any  person  desiring  to  be  heard  or  to 
any  protest  with  reference  to  such 
application  should  on  or  before  Septem¬ 
ber  26,  1975  file  with  the  Federal  Power 
CommissUm,  Washington,  D.C.  20426, 
petitions  or  protests  in  accordance  with 
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the  requirements  of  the  Commission’s 
Rules  of  Practice  and  Procedure  (18 
CFR  1.8  or  1.10).  All  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 
Persons  wishing  to  become  parties  to  a 
proceeding  or  to  participate  as  a  party  in 
any  hearing  therein  mxist  file  petitions 
to  intervene  in  accordance  with  the 
Commission’s  rules.  The  application  is  on 
file  with  the  Commission  and  is  avail¬ 
able  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

(FR  Doc.76-25379  Piled  9-23-75;8;45  am] 

[Docket  No.  CP76-69] 

MICHIGAN  CONSOLIDATED  GAS  CO. 

ET  AL 

Application 

September  17, 1975. 

Take  notice  that  on  August  29,  1975, 
Michigan  Consolidated  Gas  Company 
(Michigan) ,  One  Woodward  Avenue,  De¬ 
troit,  Michigan  48226,  Panhandle  East¬ 
ern  Pipe  Line  Company  (Panhandle), 
P.O.  Box  1642,  Houston,  Texas  77001, 
and  Great  Lakes  Gas  Transmission 
Company  (Great  Lakes),  2100  Buhl 
Building,  Detroit,  Michigan  48226, 
jointly  Applicants,  filed  in  Docket  No. 
CP76-69  an  application  pursuant  to  Sec¬ 
tion  7(c)  of  the  Natural  Gas  Act  for  a 
certificate  of  public  convenience  and  ne¬ 
cessity  authorizing  the  exchange  of  nat¬ 
ural  gas  at  an  existing  interconnection 
between  the  facilities  of  Panhandle  and 
Great  Lakes  near  Birch  Run,  Michigan, 
all  as  more  fuHy  set  forth  in  the  applica¬ 
tion  on  file  with  the  Commission  and 
open  to  public  inspection. 

The  application  indicates  that  pur¬ 
suant  to  a  gas  exchange  agreement  be¬ 
tween  Panhandle  and  Michigan  which  is 
the  subject  of  the  proceeding  in  Docket 
No.  CP75-335,  Michigan  is  to  deliver  to 
Southeastern  Michigan  Gas  Company 
(Southeastern)  at  Adair,  Michigan,  for 
the  account  of  Panhandle  volumes  of  gas 
equivalent  to  those  delivered  to  Michigan 
by  Panhandle  at  Melvindale,  Michigan. 
Applicants  state  that  Michigan  and  Pan¬ 
handle  have  determined  that  the  con¬ 
tract  requirements  of  Southeastern  at 
the  Adair  Station  do  not  provide  suf¬ 
ficient  delivery  capability  at  all  times 
during  the  peri^  from  November 
through  February  for  the  receipt  of  gas 
for  the  account  of  Panhandle.  There¬ 
fore,  Michigan  and  Panhandle  propose 
an  additional  point  for  the  redellvery  of 
gas  from  Michigan  to  Panhandle. 

It  is  stated  that  Michigan  and  Pan¬ 
handle  have  entered  into  an  agreement 
with  Great  Lakes  dated  July  15,  1975, 
which  provides  that  Michigan  has  the 
right  to  direct  Great  Lakes  to  deliver  to 
Panhandle  up  to  15,000  Mcf  of  gas  per 
day  for  the  account  of  Michigan.  The 
proposed  deliveries  would  take  place  at 
an  existing  Interconnection  between 
Great  Lakes  and  Panhandle  near  Birch 
Run,  Michigan.  The  application  states 


that  oil  any  day  Great  Lakes  delivers  gas 
to  Panhandle,  Michigan  would  i-educe  its 
receipt  of  gas  from  Great  Lakes  to  the 
extent  that  the  sum  of  the  deliveries  to 
Michigan  on  such  day,  including  the 
volumes  delivered  to  Panhandle  for 
Michigan’s  account,  shall  not  exceed 
Michigan’s  total  authorized  entitlement 
for  such  day  under  a  service  agreement 
between  Michigan  and  Great  Lakes 
dated  June  20,  1969. 

It  is  stated  that  the  proposed  addi¬ 
tional  delivery  point  would  not  require 
the  construction  of  new  facilities,  nor 
would  there  be  an  additional  charge  by 
any  par*^:/. 

Any  p  nson  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Octo¬ 
ber  2,  1975,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  Rules  of  Practice  and  Pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the  Reg¬ 
ulations  under  the  Natural  Gas  Act  (18 
CFR  157.10) .  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  in 
any  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the 
Commission’s  Rules. 

Take  further  notice  tiiat,  pursuant  to 
the  authority  contained  In  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  Rules  of  Practice  and  Pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re¬ 
view  of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
If  the  Ccanmission  on  its  own  motion 
believes  that  a  formal  hearing  is  re¬ 
quired,  further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicants  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc .75-25385  Filed  9-23-75; 8: 46  am] 


(Project  No.  401) 

MICHIGAN  POWER  CO. 

Notice  of  issuance  of  Annual  License 
September  15,  1975. 

On  December  30,  1970,  and  supple¬ 
mented  February  1,  1971,  F^ruary  23, 
1973,  and  August  15,  1973,  Michigan 
Power  Company,  Licensee  for  Mottvllle 
Project  No.  401,  located  on  the  St.  Joseph 
River  in  St.  Joseph  County,  Michigan, 
filed  an  application  for  a  new  license 


under  Section  15  of  the  Federal  Power 
Act  and  Commission  regulations  there¬ 
under  (Sections  16.1-16.6) . 

The  license  for  Mottville  Project  No 
401  was  issued  effective  September  19, 
1923,  for  a  period  ending  September  18. 
1973.  Since  the  original  date  of  expira¬ 
tion,  the  project  has  been  operated  luider 
annual  license.  In  order  to  authorize  the 
continued  operation  of  the  project  pur¬ 
suant  to  Section  15  of  the  Act  pending 
completion  of  Licensee’s  application  and 
Commission  action  thereon,  it  is  appro¬ 
priate  and  in  the  public  interest  to  issue 
an  annual  license  to  Michigan  Power 
Company  for  continued  operation  and 
maintenance  of  Project  No.  401. 

Take  notice  that  an  annual  license  is 
issued  to  Michigan  Power  Company  (Li¬ 
censee)  under  Section  15  of  the  Federal 
Power  Act  for  the  period  September  19, 
1975,  to  September  18,  1976,  or  until 
Federal  takeover,  or  the  issuance  of  a 
new  license  for  the  project,  whichever 
comes  first,  for  the  continued  operation 
and  maintenance  of  the  Mottvllle  Proj¬ 
ect  No.  401  subject  to  the  terms  and 
conditions  of  its  license. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.75-25380  Piled  9-23-75;8:45  am] 


[Docket  No.  RP73-43.  POA75-5bl 

MID  LOUISIANA  GAS  CO. 

Proposed  Change  in  Rates 

September  15, 1975. 

Take  notice  that  on  September  8, 1975, 
Mid  Louisiana  Gas  Company  (Mid 
Louisiana)  tendered  for  filing  Second 
Substitute  Sixteenth  Revised  Sheet  No. 
3a  to  be  effective  on  August  1, 1975. 

Mid  Louisiana  states  that  the  modified 
tariff  sheet  is  for  the  sole  purpose  of 
reflecting,  at  Commission  Staff  request, 
a  reduction  of  the  Purchased  Gas  Cost 
Surcharge  Included  in  Substitute  Six¬ 
teenth  Revised  Sheet  No.  3a  to  eliminate 
Producer  prices  in  excess  of  FPC  Opin¬ 
ion  No.  699-H  levels.- 

Mid  Louisiana  respectfully  requests 
that,  in  consideration  of  the  Commis¬ 
sion’s  Order  dated  July  31,  1975,  the  re¬ 
vised  tariff  sheet  be  accepted  for  filing 
and  allowed  to  become  effective  August  1, 
1975  and  that  the  provisions  of  lotion 
154.51  of  the  Regulations  under  the 
Natural  Gas  Act  be  waived  to  permit  such 
effective  date. 

Any  person  desiring  to  be  heard  or 
to  protest  said  filing  should  file  a  peti¬ 
tion  to  intervene  or  protest  with  the  Fed¬ 
eral  Power  Commission,  825  North  Capi¬ 
tol  Street,  NE.,  Washington,  D.C,  20426. 
In  accordance  with  §§  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8,  1.10) .  All  such  peti¬ 
tions  or  protests  should  be  filed  on  or 
before  September  26,  1975.  Protests  will 
be  considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  Intervene.  Copies  of  this 
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filing  are  on  file  with  the  Commission  and 
are  available  tor  public  inspection. 

Kenneth  F.  Plxtmb, 

Secretary. 

[FR  Doc.75-25381  Piled  9-23-75:8:45  am] 


[Docket  No.  0-10632] 

NORTHERN  ILLINOIS  GAS  CO. 

Application 

September  17, 1975. 

Take  notice  that  on  September  4, 1975, 
Northern  Illinois  Gas  Company  (Appli¬ 
cant),  P.O.  Box  190,  Aurora,  Illinois 
60507,  filed  in  Docket  No.  (3-10632  an  ap¬ 
plication  pursuant  to  Section  1(c)  of  the 
Natural  Gas  Act  for  a  declaration  that 
Applicant  will  continue  to  be  exempt 
from  the  provisions  of  the  Natural  Gm 
Act  notwithstanding  Applicant’s  partici¬ 
pation  in  a  scheme  with  Northern  Natu¬ 
ral  Gas  Company  (Northern)  for  the  re¬ 
scheduling  of  deliveries  of  natural  gas  by 
Northern,  all  as  more  fully  set  forth  in 
the  application  on  file  with  the  Commis¬ 
sion  and  to  public  inspection. 

Applicant  states  that  it  has  agreed 
with  Northern  to  allow  for  Northern  to 
reduce  the  deliveries  that  it  makes  to 
Applicant  during  the  period  of  Decem¬ 
ber  1,  1975,  through  March  31,  1976,  up 
to  a  total  of  4,200,000  Mcf  of  gas  at  the 
rate  of  up  to  70,000  Mcf  per  day.  The  pro¬ 
posed  reductions  would  be  delivered  to 
Applicant  during  the  period  of  April  1 
through  October  31, 1976.  Northern  would 
pay  Applicant  a  rescheduling  charge  of 
$1  .02  per  Mcf  for  the  volumes  by  which 
the  deliveries  were  reduced. 

Applicant  contends  that  the  proposed 
arrangements  are  only  a  reschedulhig  of 
deliveries  and  not  an  exchange  of  gas  in 
interstate  commerce  and,  therefore,  re¬ 
quests  that  the  Commission  find  that 
Applicant  will  continue  to  remain  ex¬ 
empt  from  the  provisions  of  the  Natural 
Gas  Act. 

Any -person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  October 
1, 1975,  file  with  the  Federal  Power  Com¬ 
mission,  Washington,  D.C.  20426,  a  peti¬ 
tion  to  intervene  or  a  protest  in  accord¬ 
ance  with  the  requirements  of  the  Com¬ 
mission’s  Rules  of  Practice  and  Proce¬ 
dure  (18  CFR  1.8  or  1.10).  All  protests 
filed  with  the  Commission  will  be  con¬ 
sidered  by  it  in  determining  the  appro¬ 
priate  action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding  or  to 
participate  as  a  party  in  any  hearing 
therein  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission’s 
Rules. 

Kenneth  F.  Plumb, 
Secretary. 

[FB  Doc.75-25386  FUed  9-23-75:8:45  am] 


[Docket  No.  E-8888] 

OHIO  ELECTRIC  CO. 

Filing  of  Rate  Schedule  Supplement 
September  12,  1975. 

Take  notice  that  Ohio  Electric  Com¬ 
pany  (Ohio  Electric),  on  September  3, 
1975,  tendered  for  filing  a  Supplement 
to  Rate  Schedule  FPC  No.  1  of  Ohio  Elec¬ 
tric  Company  for  Electric  Service  to  Ohio 
Power  Company  (Ohio  Power) .  'The  filing 
was  made  in  compliance  with  a  Commis¬ 
sion  order  in  the  proceeding  issued  on 
August  20,  1975. 

Copies  of  the  Supplement  are  on  file 
with  the  Commission  and  are  available 
for  public  inspection.  Any  person  de¬ 
siring  to  file  comments  should  file  such 
comments  with  the  Federal  Power  Com¬ 
mission,  825  North  Capitol  Street,  N.E., 
Washington,  D.C.  20426,  on  or  before 
September  30,  1975. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.75-25375  Filed  9-23-75:8:45  am] 


[Docket  No.  R175-122] 

ROBINSON  BROTHERS  DRILLING  CO. 

Order  Granting  Special  Relief;  Correction 
August  15, 1975. 

In  the  order  granting  special  relief, 
issued  August  14,  1975,  and  published  In 
the  Federal  Register  on  ^ptember  5, 
1975;  Page  41192,  Ordering  Paragraph 
(D) ,  on  line  7:  put  period  after  “amend¬ 
ment”  and  delete  the  remaihder  of  the 
sentence. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.75-25368  Filed  9-23-75:8:45  am] 


[Docket  No.  R-472] 

SOUTH  TEXAS  NATURAL  GAS 
GATHERING  CO. 

Findings  and  Order  Denying  Requests 
for  Waivers 

September  15,  1975. 

By  Order  Nos.  489  and  523  issued  in 
Docket  No.  R-472  on  August  24, 1973,  and 
February  6,  1975,  respectively,  the  Com¬ 
mission  promulgated  §  260.12  of  State¬ 
ments  and  Reports  (Schedules)  (18  CFR 
260.12)  which  requires  interstate  natural 
gas  pipeline  companies  making  sales  of 
natural  gas  for  resale  in  interstate  com¬ 
merce  to  file  a  semi-annual  report  of  gas 
supply,  requirements,  and  curtailments, 
designated  as  FPC  Form  No.  16. 

By  Order  Nos.  531  and  531-A  issued  in 
Docket  No.  R-472  on  June  25,  and  July  9, 
1975,  respectively,  the  Commission  pro¬ 
mulgated  §  260.15  of  Statements  and  Re¬ 
ports  (Schedules)  (18  CFR  260.15)  which 
requires  interstate  natural  gas  pipeline 
companies  to  file  quarterly  reports  on 
FPC  Form  No.  69  on  the  demand  for 
alternate  fuel  by  their  direct  end-use 
customers  due  to  natural  gas  curtail¬ 
ments. 


South  Texas  Natural  Gas  Gathering 
Company  (South  Texas) ,  a  class  A  pipe¬ 
line  company,  has  requested  by  a  letter 
dated  July  17,  1975,  that  it  be  granted  a 
waiver  of  the  reporting  requirements  of 
§  260.12. 

South  Texas  states  that  the  informa¬ 
tion  gathered  from  it  in  FPC  Form  No.  16 
would  be  supplied  to  the  Commission  by 
the  reports  of  Transcontinental  Gas  Pipe 
Line  Corporation  (Transco)  and  Natural 
Gas  Pipeline  Company  of  America 
(Natural) ,  except  for  a  minimal  sale  of 
natural  gas  to  a  direct  consumer. 

It  is  stated  in  Order  No.  489  that  “it  is 
necessary  that  the  Commission  be  peri¬ 
odically  informed  of  the  actual  and  an¬ 
ticipated  supply  and  requirements  status 
of  natural  gas  pipeline  companies”  oper¬ 
ating  in  interstate  commerce.  'The  gath¬ 
ering  of  information  on  South  Texas’  gas 
supply  and  requirements  from  reports  of 
its  customers,  Transco  and  Natural, 
through  their  filing  of  Form  No.  16  will 
not  serve  the  purpose  of  the  form  which 
is  intended  to  secure  a  systematic  and 
comprehensive  picture  of  supply  and  re¬ 
quirements.  To  grant  South  Texas  the 
waiver  requested  would  destroy  both  the 
systematic  nature  of  Form  No.  15  and 
would  deny  the  Commission  information 
which  is  stated  in  Order  523  to  be  “essen¬ 
tial  to  the  public.” 

Further,  in  light  of  the  continuing  sup¬ 
ply  and  curtailment  situation  on  the  sys¬ 
tem  of  Transco,  the  filing  of  the  Form 
No.  16  should  be  required  of  South  Texas. 
South  Texas  is  a  substantial  supplier  of 
natural  gas  to  Transco,  having  supplied  in 
1974  approximately  50,290,000  Mcf  of  a 
total  supply  of  approximately  827,000,000 
Mcf  of  gas.  Because  of  the  Importance 
of  the  gas  supplied  by  Sputh  Texas  to 
Transco,  it  should  be  required  to  file 
Form  No.  16  with  the  Commission,  ir¬ 
respective  of  other  filings  that  might  re¬ 
veal  similar  information  on  a  non-sys- 
tematic  basis  from  Transco  or  Natural. 

Also  by  a  letter  of  July  17, 1975,  South 
Texas  states  that  it  sold  a  minor  amoimt 
of  natural  gas,  4,000  to  6,000  Mcf,  to  one 
direct  customer  in  1974  for  irrigation 
purposes.  South  Texas  requests  waiver  of 
the  reporting  requirements  on  the  ground 
that  the  direct  end-use  consumption  by 
this  customer  is  de  minimis.  Form  No.  69 
is  designed  to  obtain  end-use  and  alter¬ 
nate  fuel  Information  from  South  Texas, 
regardless  of  the  size  of  the  customer,  in 
a  cooperative  program  with  the  Federal 
Energy  Administration.  The  fact  that 
only  4,000  to  6,000  Mcf  of  natural  gas 
were  so  consumed  is  irrelevant  to  the 
purposes  of  the  form. 

The  Commission  finds.  South  Texas  as 
failed  to  demonstrate  good  cause  and  for 
waiver  of  the  reporting  requirements 
under  §§  260.12  and  260.15  of  Statements 
and  Reports  (Schedules)  to  file  FPC 
Form  No.  16  and  69,  respectively. 

The  Commission  orders.  The  requests 
by  South  Texas  for  a  waiver  of  the  re¬ 
porting  requirements  of  SS  260.12  and 
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260.15  of  Statements  and  Reports 
(Schedules)  are  denied. 

By  the  Commission. 

[seal!  Kenneth  F.  Plumb, 

Secretary, 

IFR  Doc.75-26390  PUed  9-23-76; 8:45  am] 


[Docket  No.  CJI63-13] 

SUN  OIL  CO. 

Postponement  of  Hearing  Date 

September  15.  1975. 

On  September  11,  1975,  Sun  Oil  Com¬ 
pany  filed  a  motion  to  postpone  the  hear¬ 
ing  date  set  by  order  issued  July  29, 1975, 
in  the  above-indicated  proceeding. 

Notice  is  hereby  given  that  the  hearing 
date  in  the  above  proceeding  is  postponed 
from  September  16.  1975,  to  September 
23,  1975  (10:00  a.m.  EDT). 

Kenneth  P.  Plumb, 
Secretary. 

IFR  Doc.75-25382  FUed  9-23-76; 8: 46  am] 


[Docket  No.  RP75-113] 

TENNESSEE  GAS  PIPELINE  CO. 

Order  Granting  Interventions 

September  17, 1975. 

On  June  30,  1975,  the  Tennessee  Gas 
Pipeline  Company  (Teime^ee)  tendered 
for  filing  revised  tariff  sheets  to  Ninth 
Revised  Volume  No.  1  and  Sixth  Revised 
Volume  No.  2  of  its  FPC  Gas  Tariff.  No¬ 
tice  of  Tennessee’s  filing  was  Issued  by 
the  Commission  on  July  7,  1975,  with 
protests  and  petitions  to  intervene  due 
on  or  before  July  23,  1975. 

Timely  protests  and  petitions  to  inter¬ 
vene  were  filed  by  Northern  Illinois  Gas 
Company,  New  York  State  Electric  and 
Gas  Corporation,  PubUc  Service  Electric 
and  Gas  Company,  Central  Hudson  Gas 
&  Electric  Corporation,  the  Public  Serv¬ 
ice  Commission  of  the  State  of  New  York, 
Tennessee  Natural  Gas  Lines,  Inc.,  Mid¬ 
western  Gas  Transmission  Company, 
Rhode  Island  Consumers’  Council,  East 
Tennessee  Natmal  Gas  Company,  and 
Alabama-Tennessee  Natural  (]ras  Com¬ 
pany.  Having  reviewed  the  above  peti¬ 
tions  to  Intervene,  we  believe  that  the 
petitioners  have  sufficient  interest  in  the 
proceedings  to  warrant  interventions. 

The  Commission  finds.  It  is  desirable 
and  in  the  public  interest  to  allow  the 
above-named  petitioners  to  intervene. 

The  Commission  orders.  (A)  The 
above-named  petitioners  are  hereby  per¬ 
mitted  to  intervene  in  these  proceed¬ 
ings  subject  to  the  rules  and  regulations 
of  the  Commission;  Provided,  however. 
That  participation  of  such  Intervenors 
shall  be  limited  to  matters  affecting  as¬ 
serted  rights  and  interests  as  specifically 
set  forth  in  the  petition  to  intervene;  and 
Provided,  further.  That  the  admission 
of  such  intervenors  shall  not  be  con¬ 
strued  as  recognition  by  the  Commission 
that  they  might  be  aggrieved  because  of 
any  order  or  orders  of  the  Commission 
entered  in  this  proceeding. 

(B)  ’The  Interventions  granted  herein 
shall  not  be  the  basis  for  delaying  or 


deferring  any  procedural  schedules  here¬ 
tofore  established  for  the  orderly  and 
expeditious  disposition  of  this  proceed¬ 
ing. 

(C)  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Fed¬ 
eral  Register. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[PR  Doc.75-26387  PUed  9-23-76;8;46  am] 


[Docket  No.  RP65-69] 

TEXAS  EASTERN  TRANSMISSION  CORP. 

Petition  for  an  Order  Releasing  Refunds 
Held  in  Escrow 

September  17, 1975. 

Take  notice  that  on  September  5, 1975, 
Columbia  Gas  Transmission  Corporation 
(Columbia),  the  legal  successor  to  The 
Ohio  Fuel  Gas  Company  (Ohio  Fuel), 
tendered  for  filing  a  petition  for  an  order 
releasing  refvmds  held  in  escrow  by  Texas 
Eastern  Transmission  Corporation 
(Texas  Eastern)  pursuant  to  the  Com¬ 
mission’s  order  of  January  16,  1967  in 
Docket  No.  RP65-59.  The  f\mds  so  held 
amount  to  $826,490.14  plus  earnings  pur¬ 
suant  to  the  escrow  agreement  executed 
January  25, 1967. 

In  order  to  timely  flow-through  the 
applicable  amounts  to  be  received  from 
Texas  Eastern,  Columbia  requests  that 
it  be  allowed  to  place  these  amounts  plus 
accrued  earnings  in  Account  191  when 
received  from  Texas  Eastern.  It  also  re¬ 
quests  that  Columbia  be  granted  a  waiver 
of  the  settlement  obligation  to  invest 
said  refund  amounts  in  short-term  gov¬ 
ernment  securities. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  Intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street,  N.E.,  Washington,  D.C.  20426.  in 
accordance  with  §§  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8,  1.10).  All  such  pe¬ 


[ Docket  No.  RP74-85  (POA76-1)] 
WESTERN  GAS  INTERSTATE  CO. 

Proposed  PGA  Rate  Adjustment 

September  16,  1975. 

Take  notice  that  on  August  14, 1975,  as 
am^ded  on  September  5, 1975,  Western 
Gas  Interstate  Company  filed  herein 
Second  Revised  Sheet  No.  3A  to  its  FPC 
Gas  Tariff,  Original  Volume  No.  1.  Said 
tariff  sheet  is  proposed  to  become  effec¬ 
tive  on  October  1, 1975. 

Western  states  the  proposed  increase 
in  rates  is  being  filed  in  accordance  with 
its  tariff  PGA  clause,  which  permits  the 
recovery  of  increases  in  the  cost  of  gas 
and  of  unrecovered  pxnohased  gas  costs. 


titions  or  protests  should  be  filed  on  or 
before  October  1,  1975.  Protests  will  be 
considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of 
this  filing  are  on  file  with  the  Commis¬ 
sion  and  available  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[PR  Doc.75-25371  PUed  9-23-75:8:46  am] 


[Rate  Schedme  No.  8] 

TEXACO  INC. 

Rate  Change  Filing 

September  17,  1975. 

Take  notice  that  the  producer  listed  in 
the  Appendix  attached  hereto  has  filed  a 
proposed  Increased  rate  to  the  applicable 
new  gas  national  ceiling  based  on  the  in¬ 
terpretation  of  vintaging  concepts  set 
forth  by  the  Commission  in  its  Opinion 
No.  699-H,  Issued  December  4, 1974.  Pur¬ 
suant  to  Opinion  No.  699-H  the  rates,  if 
accepted,  will  become  effective  as  of  the 
date  of  filing. 

The  information  relevant  to  this  sale 
is  listed  in  the  Appendix. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
filings  should  on  or  before  September  29, 
1975,  file  with  the  Federal  Power  Com¬ 
mission,  Washington,  D.C.  20426,  a  peti¬ 
tion  to  intervene  or  a  protest  in  accord¬ 
ance  with  the  requirements  of  the  Com¬ 
mission’s  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10).  A  protest  wlU  not 
serve  to  make  the  protestant  a  party  to 
the  proceeding.  Any  party  wishing  to  be¬ 
come  a  party  to  a  proceeding  must  file  a 
petition  to  intervene  in  accordance  with 
the  Commission’s  rules. 

Kenneth  F.  Plumb, 
Secretary. 

[PR  Doc.75-26372  Piled  9-23-76;8:46  am] 


Western  further  states  the  annual  effect 
of  the  gas  c^st  adjustment  is  $235,887 
(7.55  cents  per  Mcf  for  the  Northern 
Division  and  28.47  cents  per  Mcf  for  the 
Southern  Division)  and  that  the  effect  of 
the  surcharge  adjustment  is  an  increase 
of  $152,056  (7.64  cents  per  Mcf  for  the 
Northern  Division  and  13.46  cents  per 
Mcf  for  the  Southern  Division)  to  be 
recovered  over  the  six-month  period 
October  1, 1975  through  March  31,  1976. 

Any  person  desiring  to  be  heard  and  to 
make  any  protest  with  reference  to  said 
filing  should  file  a  petition  to  Intervene 
or  protest  with  the  Federal  Power  Com¬ 
mission,  825  North  Capitol  Street,  NE., 
Washington,  D.C.  20426,  in  accordance 


Appendix 


Rate 

Buyer 

Area 

Filing  date  Producer 

schedule 

No. 

Sept.  8, 1975 _ Texaco,  Inc.,  P.O.  Box  3109,  Midland, 

Tex.  79701. 

8 

Northern  Natural  Gas  Co. 

„  Hugoton- 
Anadarko. 
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with  the  requirements  of  the  Commis¬ 
sion’s  Rules  of  Practice  and  Procedure 
(18  CFR  1.8,  1.10).  All  such  petiticms  or 
protests  should  be  filed  on  or  before  Sep¬ 
tember  26,  1975.  Protests  will  be  cmsid- 
ered  by  the  Commission  in  determining 
the  appropriate  action  to  be  taken,  but 
will  not  serve  to  make  the  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petiticm  to  intervene.  Western’s  filing  is 
on  file  with  the  Commission  and  avail¬ 
able  for  public  inspection. 

Kenneth  P.  Plumb, 

Secretary. 

IPR  Doc.75-25370  Filed  9-23-75:8:45  am] 

[Docket  No.  ID-1614] 

WILLIAM  H.  DICKHONER 
Errata  Notice 

August  29,  1975. 

In  the  Notice  of  Supplemental  Appli¬ 
cation,  issued  August  1,  1975,  and  pub¬ 
lished  in  the  Federal  Register  on  Au¬ 
gust  11,  1975,  40  PR  33734,  the  list  of 
all  positions  to  be  held  by  Applicant  pur¬ 
suant  to  Section  305(b)  of  the  Federal 
Power  Act  should  read  as  follows: 
President  and  Director,  The  Ctocinnati 
Gas  li  Electric  Company,  Public  Utility. 
President  and  Director,  The  Union  Light, 
Heat  and  Power  Company,  Public 
Utility. 

President  and  Director,  Miami  Power 
Corporation,  Public  Utility. 

Kenneth  F.  Plumb,  _ 
Secretary. 

IFR  Doc.75-25369  FUed  9-23-75:8:45  am] 


NATIONAL  GAS  SURVEY  TECHNICAL  AD¬ 
VISORY  COMMITTEES  AND  TECHNICAL 
ADVISORY  TASK  FORCES 

Order  Establishing  and  Designating  Initial 
Membership 

September  15, 1975. 

The  Federal  Power  Commission  hereby 
determines  that  the  establishment  of  Na¬ 
tional  Gas  Survey  Technical  Advisory 
Committees,  functioning  separately  as 
Transmission,  Distribution  and  Storage 
Technical  Advisory  Committee,  Conser¬ 
vation  Technical  Advisory  Committee, 
Finance  Technical  Advisory  Committee, 
Curtailment  Strategies  Technical  Advi¬ 
sory  Committee  and  Research  and  De¬ 
velopment  Technical  Advisory  Commit¬ 
tee,  is  in  the  public  interest  and  estab¬ 
lishes  such  committees  as  more  fully 
identified  in  the  attached  appendix^  in 
accordance  with  the  provisions  of  the 
Commission’s  order  issued  February  23, 
1971,  36  FR  3851,  53  FPC  and  the  order 
issued  December  31, 1974,  40  FR  2269,  52 
FPC.  The  Federal  Power  Commission 
further  determines  that  the  establish¬ 
ment  of  National  Gas  Survey  Technical 
Advisory  Task  Forces  functioning  sepa¬ 
rately  as: 


1  Appendices  A  and  B  filed  as  part  of  the 
original  document. 


SUPPLY — Technical  Advisory  Task  Foroe- 
Prospectlve  Exploration  and  Development 
and  Additions  to  Reserves, 

SUPPLY — ^Technical  Advisory  Task  Force- 
Domestic  Natural  Gas  Potential  Resomce 
Base, 

SUPPLY — Technical  Advisory  Task  Force- 
Nonconventional  Natxiral  Gas  Resources, 
SUPPLY — Technical  Advisory  Task  Force- 
Foreign  Gas  Supply, 

SUPPLY — ^Technical  Advisory  Task  Force- 
Synthesized  Gaseous  Hydrocarbon  Fuels, 
SUPPLY — Technical  Advisory  Task  Force- 
Regulatory  Aspects  of  Substitute  Gas, 
TRANSMISSION,  DISTRIBUTION  AND 

STORAGE — Technical  Advisory  Task 

Force-Rate  Design. 

TRANSMISSION,  DISTRIBUTION  AND 

STORAGE — ^Technical  .Advisory  Task 

Force-Impact  of  Gas  Shortage  on  Con¬ 
sumers, 

TRANSMISSION.  DISTRIBUTION  AND 

STORAGE — Technical  Advisory  Task 

Force-Impact  of  Gas  Shortage  on  Trans¬ 
mission,  Distribution,  and  Storage  of  Gas, 
CONSERVA’nON— Technical  Advisory  Task 
Force-Efficiency  in  Use  of  Gas. 
CONSERVATION — Technical  Advisory  Task 
Force-Conservation  Within  the  Gas  In¬ 
dustry, 

CONSERVATION — Technical  Advisory  Task 
Force-Net  Energy  Cost  of  Competitive 
Energy  Systems, 

is  the  public  interest  and  establishes 
these  task  forces  as  more  fully  identified 
in  the  attached  Appendix  A  in  accord¬ 
ance  with  the  provisions  of  the  Com¬ 
mission’s  order  issued  February  23,  1971, 

36  FR  3851,  45  FPC  338  and  Commission 
order  Issued  December  31,  1974,  40  FR 
2269,  52  FPC. 

All  of  the  aforementioned  Advisory 
Committees  and  Advisory  Task  Forces 
will  continue  for  a  period  of  one  year 
from  this  date  and  terminate  on  a  date 
not  later  than  September  15,  1976. 

In  addition,  the  Executive  Advisory 
Committee,  Coordinating  Committee  and 
Supply-Technical  Advisory  Committee, 
continued  by  Commission  order  on  De¬ 
cember  31,  1974,  40  FR  2268,  52  FPC 
will  be  a  part  of  the  entire  National 
Gas  Survey  Advisory  Committee  effort. 

A  notice  of  proposed  rulemaking  was 
published  in  the  Federal  Register  on 
March  11,  1975,  40  FR  11390,  requesting 
comments  on  the  establishment  of  these 
Advisory  Committees  and  Advisory  Task 
Forces.  The  organization  for  the  Survey 
adopted  by  this  order  reflects  many  of 
the  conunents  received  in  that  proceed¬ 
ing. 

The  Office  of  Management  and  Budget, 
Advisory  Committee  Management,  has 
ascertained  that  the  establishment  of  the 
new  committees  and  task  forces  is  in  ac¬ 
cord  with  the  requirements  of  the  Federal 
Advisory  Committee  Act,  86  Stat.  770. 

The  Commission  establishes  these 
committees  and  task  forces  in  accord¬ 
ance  with  the  provisions  of  this  order,  the 
provisions  of  an  order  of  the  Commission 
issued  February  23,  1973,  FR  5940, 
which  restates  for  convenience  purposes, 
the  content  of  the  aforementioned  Com¬ 
mission’s  February  23,  1971,  order  so  as 
to  refiect,  in  one  order  format,  provisions 
of  succeeding  orders  of  this  Commission 
which  have  changed  portions  of  the  Feb¬ 
ruary  23,  1971,  order  as  necessary  from 


time  to  time  by  reason  of  Commission  de¬ 
terminations  and  subsequently  enacted 
Executive  Orders  and  the  Federal  Ad¬ 
visory  Committee  Act,  and  the  provisions 
of  the  Commission’s  General  Order  No. 
464-A,  issued  August  2, 1974,  39  FR  28929. 
The  purpose  and  function  of  these  com- 
mitt^  and  task  forces  is  set  forth  in 
Appendix  A  to  this  order.  Appendix  B 
shows  initial  membership  of  these  com¬ 
mittees  and  task  forces.  Changes  in  com¬ 
mittee  membership  may  be  made  by  fu¬ 
ture  Commission  orders. 

The  following  paragraphs  of  the  afore¬ 
mentioned  order  of  February  23, 1973,  are 
hereby  incorporated  by  reference  herein! 

2.  Selection  of  Committee  Members. 

3.  Conduct  of  Meetings. 

4.  Minutes  and  Records. 

5.  Secretary  of  the  Committee. 

6.  Location  and  Time  of  Meetings. 

7.  Advice  and  Recommendations  Offered  by 
the  Committee. 

None  of  the  committees  or  task  forces 
established  by  this  order  shall  be  per¬ 
mitted  to  receive,  compile  or  discuss  data 
or  reports  showing  the  current  or  pro¬ 
jected  nonpublic  commercial  operations 
of  identified  business  enterprises.  Data 
or  reports  of  a  nonpublic  nature  that 
are  requested  from  identified  business 
enterprises  shall  be  submitted  directly  to 
the  Director  of  the  National  Gas  Survey, 
or  to  such  person  on  his  staff  as  desig¬ 
nated  by  the  Director,  and  such  data  or 
reports  will  be  composited  with  that  sub¬ 
mitted  by  otiier  identified  business  enter¬ 
prises  and  reported  on  a  composite  basis 
and  the  provisions  of  section  8(b)  of  the 
Natural  Gas  Act,  15  U.S.C,  717(g),  and 
the  Freedom  of  Information  Act,  5  U.S.C. 
552(b)  (4) ,  shall  apply. 

The  Secretary  of  the  Commission  shall 
file  with  the  Chairman,  Committee  on 
Commerce,  United  States  Senate,  Chair¬ 
man,  Interstate  and  Foreign  Commerce 
Committee,  House  of  Representatives, 
and  Librarian,  Library  of  Congress, 
copies  of  this  order,  as  constituting  the 
charter  of  the  National  Gas  Survey  Com¬ 
mittees  as  hereinabove  described. 

This  order  is  effective  September  15, 
1975. 

The  Secretary  of  the  Commission  shall 
cause  prompt  publication  of  this  order 
to  be  made  in  the  Federal  Register. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.75-25389  Filed  9-23-76:8:45  am] 

INTERNATIONAL  TRADE 
COMMISSION 

IAA1921-149] 

CERTAIN  NON-POWERED  HAND  TOOLS 
FROM  JAPAN 

Hearing  Rescheduling 

The  United  States  International  Trade 
Comnfission  has  rescheduled  from  Octo¬ 
ber  2, 1975,  to  October  22, 1975,  the  hear¬ 
ing  in  connection  with  the  investigation 
of  certain,  non-powered,  hand  tools  from 
Japan  In^ituted  on  September  10,  1975, 
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under  section  201(a)  of  the  Antidumping 
Act,  1921,  as  amended.  The  hearing  will 
be  held  in  the  Commission’s  Hearing 
Room,  U.S.  International  Trade  Commis¬ 
sion  Building,  701  E  Street,  Washington, 
D.C.  20436,  beginning  at  itf  a.m,,  e.d.t., 
on  Wednesday,  October  22, 1975.  Requests 
for  appearances  at  the  hearing  should  be 
received  by  the  Secretary  of  the  C<Mn- 
mission,  in  writing,  at  his  office  in  Wash¬ 
ington,  D.C.,  not  later  than  Thursday, 
October  16, 1975. 

By  order  of  the  Conunission: 

Issued:  September  19, 1975. 

[seal]  Kenneth  R.  Mason, 

Secretary. 

[FR  DOC.76-2M30  Piled  9-23-76; 8:46  am] 

NATIONAL  AERONAUTICS  AND 
SPACE  ADMINISTRATION 

[Notice  No.  76-72] 

AD  HOC  SUBCOMMITTEE  OF  THE  SPACE 
SCIENCE  STEERING  COMMITTEE  FOR 
REVIEW  OF  PROPOSALS  FOR  A  PAY- 
LOAD  FOR  THE  LUNAR  POLAR  ORBITER 

Date  and  Place  of  Meeting 

The  NASA  Ad  Hoc  Advisory  Subcom¬ 
mittee  of  the  Space  Science  Steering 
Committee  for  Review  of  Proposals  for 
a  Payload  for  the  Lunar  Polar  Orbiter 
will  meet  at  the  Goddard  Space  Flight 
Center  in  Greenbelt,  Maryland  on  Oc¬ 
tober  15, 16,  and  17.  The  meeting  will  be 
held  in  Rooms  205  A  and  B  in  Building 
26,  from  9:00  a.m.  to  5:00  p.m.  on  Oc¬ 
tober  15  and  16  and  in  Room  A  from  9:00 
a.m.  to  2:00  p.m.  on  October  17. 

The  Subcommittee  will  discuss,  evalu¬ 
ate,  and  categorize  proposals  for  partici¬ 
pation  in  the  Mission  Definition  and 
Flight  Program  for  the  Limar  Polar 
Orbiter  Mission.  In  the  Subcommittee 
sessions,  the  professional  qualifications  of 
the  proposers  and  their  potential  scien¬ 
tific  contributions  to  the  Lunar  Polar 
Orbiter  Mission  and  its  Definition,  as 
well  as  the  merits  of  their  proposed  re¬ 
search,  will  be  candidly  discussed  and  ap¬ 
praised.  Discussion  of  these  matters  in  a 
public  session  would  Invade  the  privacy 
of  the  proposers  and  the  other  individ¬ 
uals  involved.  Since  the  Subcommittee 
sessions  will  be  concerned  throughout 
with  matters  listed  in  5  U.b.C.  552(b)  (6) , 
it  is  hereby  determined  that  the  session 
should  be  closed  to  the  public. 

For  further  information  please  con¬ 
tact  Dr.  Franklin  D.  Martin  at  (202) 
755-6280. 

Duward  L.  Crow, 
Assistant  Administrator  for 
DOD  and  Interagency  Affairs. 

September  18,  1975. 

[FR  Doc.76-26417  Filed  9-23-76:8:46  am] 

[Notice  No.  76-71] 

STRATOSPHERIC  RESEARCH 
ADVISORY  COMMITTEE 

Date  and  Place  of  Meeting 

The  Stratospheric  Research  Advisory 
Committee  will  meet  at  the  National 


Aeronautics  and  Space  Administration 
Headquarters  on  October  14  and  15, 
1975.  The  meeting  will  be  held  in  Room 
6004  of  Federal  Office  Building  6,  located 
at  400  Maryland  Avenue,  SW.,  Washing¬ 
ton,  D.C.  20546.  The  meeting  is  open  to 
members  of  the  public,  from  9:00  am  to 
4:30  pm  on  October  14  and  from  9:00  am 
to  3:30  pm  on  October  15  on  a  first-come, 
first-served  basis  to  within  the  40 -seat 
capacity  of  the  room.  Visitors  will  be  re¬ 
quested  to  sign  a  visitor’s  register. 

The  Stratospheric  Research  Advisory 
Committee  serves  only  in  an  advisory 
capacity  to  NASA.  The  committee  is  con¬ 
cerned  with  the  contents  and  direction  of 
the  NASA  Stratospheric  Research  Pro¬ 
gram.  For  further  information  regarding 
the  meeting,  please  contact  Dr.  David  P. 
Cauflman,  area  code  202/755-3685.  The 
agenda  for  the  meeting  is  as  follows: 

OCTOBER  14-15,  1975  ROOM  6004  FOB  #6 

AGENDA 
October  14 

9:00  am  Opening  Remarks 

9 : 15  am  Briefing  on  the  High  Alti¬ 

tude  Pollution  Program 
(HAPP) 

10:15  am  Briefing  on  European  Pro- 

'  grams 

1:30  pm  Bri^ng  on  NASA’s  Plan 

for  Stratospheric  Re¬ 
search 

4:30  pm  Adjournment 

October  15 

9:00  am  Round  table  Discussion  on 

NASA’s  Plan  for  Strato¬ 
spheric  Research 

1:00  pm  Action  Item  Responses 

3:30  pm  Adjournment 

Duward  L.  Crow, 
Assistant  Administrator  for 
DOD  and  Interagency  Affairs. 

September  19,  1975. 

[PR  Doc.76-26416  FUed  9-23-76:8:46  am] 

NUCLEAR  REGULATORY 
COMMISSION 

ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS  NUCLEAR  REGULATORY 
COMMISSION 

Meeting 

In  accordance  with  the  purposes  of 
sections  29  and  182  b.  of  the  Atomic 
Energy  Act  (42  U.S.C.  2039,  2232  b.) ,  the 
Advisory  Committee  on  Reactor  Safe- 
guards*will  hold  a  meeting  on  October  9- 
11,  1975,  in  Room  1046,  1717  H  Street, 
NW,  Washington,  DC. 

The  agenda  for  the  subject  meeting 
will  be  as  follows: 

Thursday  October  9,  1975 
8:30  am-9:45  a.m.:  Executive  Session 
(Closed).  The  Committee  will  meet  in 
closed  Executive  Session  to  discuss  pre¬ 
liminary  opinions  and  recommendations 


of  individual  members  related  to  the 
procedures  for  conduct  of  ACRS  meet¬ 
ings. 

The  Committee  will  also  meet  in  closed 
executive  session  to  discuss  the  evalua¬ 
tion  of  the  Subcommittees  and  the  com¬ 
ments  and  recommendations  of  individ¬ 
ual  members  and  consultants  who  may 
be  present,  regarding  matters  which 
should  be  considered  dming  the  follow¬ 
ing  open  meeting  in  order  to  formulate  a 
Committee  report  and  recommendations 
to  the  Nuclear  Regulatory  Conunission 
regarding  the  Sterling  Power  Project  Nu¬ 
clear  Unit  No.  1  and  the  Wolf  Creek 
Generating  Station. 

9:45  am-ll:4S  am:  Sterling  Power 
Project  nuclear  Unit  No.  1  (Open) .  The 
Committee  will  hear  presentations  by 
and  hold  discussions  with  representatives 
of  the  Applicant  and  the  NRC  Staff  re¬ 
garding  the  request  for  a  construction 
permit  for  this  project.  Closed  portions 
of  this  session  will  be  held  if  required  to 
discuss  proprietary  information  related 
to  the  design,  construction  and/or  op¬ 
eration  of  this  plant.  Closed  portions 
will  also  be  held  if  required  to  discuss 
security  arrangements  for  this  plant  and 
for  Committee  deliberative  sessions.  Dur¬ 
ing  these  deliberative  sessions  ACRS 
members  and  consultants  present  will 
exchange  and  discuss  their  final  opinions 
and  recommendations  on  this  project. 

11:45  a.m. -12:45  p.m.  and  1:45  p.m.- 
2:45  p.m.:  Wolf  Creek  Generating  Sta¬ 
ton  (Open).  ’The  Committee  will  hear 
presentations  by  and  hold  discussions 
with  representatives  of  the  Applicant  and 
the  NRC  Staff  regarding  the  construction 
permit  for  this  station.  Closed  sessions  * 
will  be  held  if  required  to  discuss  pro¬ 
prietary  information  and  information  re¬ 
garding  plant  security.  Closed  portions 
will  also  be  held  for  Committee  delibera¬ 
tive  sessions.  Diuing  these  deliberative 
sessions  ACRS  members  and  consultants 
present  will  exchange  and  discuss  their 
final  opinions  and  recommendations  on 
this  project. 

2:45  p.m. -3:45  p.m.:  Executive  Session 
(Closed).  The  Committee  will  meet  in 
closed  deliberative  session  to  exchange 
individual  views  and  opinions  regarding 
proposed  ACRS  advice  to  NRC  regarding 
industrial  security  and  the  qualifications 
of  radiation  protection  personnel  at  nu¬ 
clear  facilities. 

3:45  p.m.-5:15  p.m.:  Report  by  Dr. 
Martin  Biles,  ERDA  (Open).  Dr.  Biles 
et  al.  will  present  the  following  ERDA 
programs: 

Atmospheric  Release  Advisory  CapabiUty 
Aerial  Radiation  Monitoring  System 
Radiation  Assistance  Programs 

Friday,  October  10,  1975 

8:30  a.m. -10:00  a.m.:  Executive  Session 
(Closed).  The  Committee  will  meet  in 
closed  session  with  the  Executive  Direc¬ 
tor  for  Operations  to  discuss  staff  policy 
with  respect  to:  design  of  nuclear  plants 
to  preclude  sabotage,  assumptions  re¬ 
garding  release  of  fission  products,  and 
the  basis  for  calculation  of  containment 
design  pressure  for  a  postulated  LOCA. 
Individual  opinions  of  Committee  mem- 
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Wolf  Cbcek  Oeneratinc  Station 

Coffey  County  Courthouse,  Burlington,  Kan¬ 
sas  6683* 

Sterlikg-Poweb  Pboject  Nuclear  Unit  No.  l 

Oswego  City  Library,  120  East  Second  Street, 
Oswego,  New  York  18126 

(b)  Those  persons  wishing  to  make 
oral  statements  regarding  agenda  items 
at  the  meeting  should  make  a  request  to 
do  so  prior  to  the  meeting,  identifying 
the  topics  and  desired  presentation  time 
so  that  appropriate  arrangocnents  can  be 
made.  The  Committee  wiU  receive  oral 
statements  in  safety  related  areas  within 
the  Committee’s  purview  at  an  appro¬ 
priate  time  chosen  by  the  Chairman  of 
the  Committee. 

(c)  Further  information  regarding  top¬ 
ics  to  be  discussed,  whether  the  meeting 
or  portions  of  the  meeting  have  been 
cancelled  or  rescheduled,  the  Chairman’s 
ruling  on  requests  for  the  opportunity  to 
present  oral  statements,  and  the  time  al¬ 
lotted  therefor,  can  be  obtained  by  a  pre¬ 
paid  telephone  call  on  October  8, 197S,  to 
the  OfiBce  of  the  Executive  Director  of 
tile  Committee  (tel^hone:  202-634- 
1371)  between  8:15  a.m.  and  5:00  p.m.. 
Extern  Time.  It  should  be  noted  that  the 
schedule  noted  above  is  tentative,  based 
on  the  anticipated  availability  of  related 
information,  etc.  It  may  be  necessary  to 
reschedule  items  to  accommodate  re¬ 
quired  changes.  The  ACBS  Executive 
Director  will  be  prepared  to  describe 
these  changes  on  October  8,  1975. 

(d)  Questions  may  be  propoimded  only 
by  members  of  the  Committee  and  its 
consultants. 

(e)  The  use  of  still,  movie,  and  tele¬ 
vision  cameras,  the  physical  installation 
and  presence  of  which  will  not  interfere 
with  the  course  of  the  meeting,  will  be 
permitted  both  before  and  after  the 
meeting  and  dining  any  recess.  The  use 
of  such  equipment  will  not,  however,  be 
allowed  while  the  meeting  is  in  session. 

(f )  Persons  with  agreements  or  orders 
permitting  access  to  proprietary  infor¬ 
mation  other  than  plant  security  infor¬ 
mation  may  attend  portions  of  ACRS 
meetings  where  this  material  is  being 
discussed  upon  confirmation  that  sudi 
agreements  are  effective  and  r^ate  to 
the  material  being  discussed. 

The  Executive  Director  of  the  ACRS 
should  be  informed  of  sudi  an  agreement 
at  least  3  days  prior  to  tile  meeting  so 
that  the  agreement  can  be  confirmed  and 
a  determination  can  be  made  regarding 
tile  applicability  of  this  agreement  to 
the  material  that  will  be  discussed  dur¬ 
ing  the  meeting.  Minimum  information 
provided  should  include  information  re¬ 
garding  the  date  of  the  i^eement,  the 
scope  of  material  included  in  the  agree¬ 
ment,  the  project  or  projects  involved, 
and  ^e  names  and  titles  of  the  persons 
signing  the  agreement.  Additional  infor¬ 
mation  may  be  requested  to  identify  the 
specific  agreement  involved.  A  copy  of 
the  exeeuted  agreonent  dmuld  be  pro¬ 
vided  to  the.  Executive  Director  at  the 
beginning  of  the  meeting. 
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(g)  A  copy  of  the  transcript  of  the 
open  portions  of  the  meeting  will  be 
available  for  iiispection  diiring  the  fol¬ 
lowing  workday  at  the  Nuclear  Regula¬ 
tory  Commission’s  Public  Document 
Room,  1717  H  Street,  NW,  Washington, 
D.C.  Copies  oi  the  minutes  of  the  meeting 
will  be  made  available  for  inspection  at 
the  Nuclear  Regulatory  Commission’s 
Public  Document  Room,  1717  H  Street, 
NW,  Washington,  D.C.,  on  or  after  No¬ 
vember  10.  1975.  Copies  may  be  obtained 
up(m  payment  of  appropriate  charges. 

Dated:  September 22, 1975. 

John  C.  Hoyle, 
Advisory  Committee 
Management  Officer. 

I  PR  Doc  .75-25624  Piled  9-23-75;  8: 46  am] 


ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS 

Proposed  Subcommittee  and  Full 
Committee  Meetings 

In  order  to  provide  advance  informa¬ 
tion  regarding  proposed  ACRS  Subcom¬ 
mittee  and  fun  Committee  meetings,  the 
foUowing  preliminary  schedule  is  being 
published.  Those  meetings  that  are  def¬ 
initely  scheduled  have  had,  or  wiU  have, 
an  individual  notice  published  in  the 
Federal  Register  approximately  15  days 
(or  more)  prior  to  the  meeting.  Those 
Subcommittee  meetings  for  which  it  is 
anticipated  that  there  wiU  be  a  portion 
or  aU  of  the  meeting  open  to  the  public 
are  indicated  by  an  asterisk  (♦) .  It  is  ex¬ 
pected  that  the  sessions  of  the  full  Com¬ 
mittee  meeting  designated  by  an  asterisk 
(*)  wiU  be  op^  in  whole  or  in  part  to 
the  pubhc.  Information  as  to  whether  a 
meeting  has  been  firmly  scheduled,  can¬ 
celled,  or  rescheduled,  or  whether 
changes  have  been  made  in  the  agenda 
for  the  October  9-11,  1975  ACRS  full 
Committee  meeting  can  be  obtained  by  a 
prepaid  telephone  call  to  the  Office  of 
the  Executive  Director  of  the  Cmnmittee 
(telephone  202/634-1406,  Attention: 
Mary  E.  Vanderholt)  between  8:15  a.m. 
and  5  pjn.,  e.d.t. 

SuBCOimirTEE  Meetings 

*Wolf  Creek  Nuclear  Power  Plant, 
September  26. 1975,  Emporia.  KA,  to  ex¬ 
plore  the  site-related  aspects  of  the  con¬ 
struction  permit  application  and  to  pro¬ 
vide  current  Information  to  the  Subcom¬ 
mittee  regarding  the  Standardized  Nu¬ 
clear  Power  Plant  System  (SNUPPS). 
Notice  published  In  Federal  Register 
Vol.  40,  No.  176,  Pg.  42061,  September  10. 
1975  and  Federal  Register  Vol.  40,  No. 
178,  Pg.  42409,  September  12,  1975. 

*Inspection  and  Enforcement  Activ¬ 
ities,  October  1,  1975,  Washli^don,  DC, 
to  discuss  third-party  inspection  and 
the  roles  of  inspection  and  examination 
organizations  in  relation  to  nuclear  safe¬ 
ty.  Notice  published  in  Federal  Register 
Vol.  40.  No.  180,  Pg.  42803,  September  16, 
1975. 

*  Emergency  Core  Cooling  Systems 
iECCS),  October  4,  1975,  Washington, 


r 


DC,  to  discuss  the  effects  of  upper  head 
injection  (UHI)  on  the  Westinghouse 
Electric  EkirporatUm’s  analytical  models 
formulated  to  meet  current  ECCS  crite¬ 
ria.  Notice  published  in  Federal  Regis¬ 
ter  Vol.  40,  No.  180,  Pg.  42799,  September 

16. 1975. 

*  Architect-Engineer  Balance  of  Plant, 
October  8,  1975,  Washington,  DC,  to  de¬ 
velop  further  information  regarding  the 
application  by  the  Stone  and  Webster 
Engineering  Corporation  for  a  prelimi¬ 
nary  design  approval  of  its  Standard 
Safety  Analysis  Report  (SWESSAR). 
Notice  will  be  published  on  September 

23. 1975. 

ACRS  Working  Group  on  Anticipated 
Transients  Without  Scram  iATWS), 
October  8,  1975,  Washington,  DC,  to  dis¬ 
cuss  ATWS  requirements.  Notice  will  be 
published  on  September  23, 1975. 

*Koshkonong  Nuclear  Power  Plant, 
October  17,  1975,  Fort  Atkinson,  WI,  to 
review  the  constniction  permit  applica¬ 
tion. 

*Plutonium  Shipping  Packages,  Oc¬ 
tober  20,  1975,  Chicago,  IL,  to  evaluate 
the  ability  of  the  packages  used  for  ship¬ 
ping  plutonium  and  other  comparably 
hazardous  material  to  survive  airplane 
crashes. 

*  Washington  Public  Power  Supply 
Systems,  Projects  3  and  5,  October  23, 
1975,  Richland,  WA,  to  review  the  ap¬ 
plication  of  WPPSS,  et  al.,  to  construct 
Projects  3  and  5. 

*  Waste  Management,  October  23-24, 
1975,  Washington.  DC.  to  gather  further 
information  concerning  waste  manage¬ 
ment  procedures. 

*  Floating  Nuclear  Plants,  October  29-. 
30,  1975,  Jacksonville,  FL,  to  review  the 
application  of  Offshore  Power  Systems 
for  a  manufacturing  license  (prelimi¬ 
nary  design)  for  eight  reactor  units. 

*Pilgrim  Station,  Unit  2,  November  4, 
1975,  Plymouth,  MA,  to  review  the  ap¬ 
plication  of  Boston  Edison  Company  for 
a  permit  to  construct  Unit  2. 

*Regulatory  Guides,  November  5, 1975, 
Washington,  DC,  to  review  working  pa¬ 
pers  regarding  future  Regulatory  Guides 
and  proposed  changes  to  existing  Guides. 

*Jamesport  Nuclear  Power  Station, 
November  13,  1975,  Long  Island,  NY,  to 
review  the  construction  permit  applica¬ 
tion. 

*  Diablo  Canyon  Reactor,  November  14, 
1975,  San  Luis  Obispo,  CA,  to  continue 
the  review  of  the  application  for  an 
operating  license. 

•Polo  Verde  Nuclear  Plant,  Units  1,  2, 
and  3.  November  25,  1975,  Phoenix,  AZ, 
to  review  the  appliaatlon  for  a  permit 
to  construct  Units  1, 2,  and  3. 

Full  Committee  Meetings 

October  9-11,  1975,  Washington,  DC: 

A.  *Wolf  CSreek  Nuclear  Power  Plant — 
construction  permit. 

B.  *Sterling  Power  Project  Nuclear 
Unit  No.  1 — construction  permit. 

C.  'Emergency  Core  Cooling  Systems 
(Upper  Head  Injection)  for  Westing- 
house  PWRs. 


D.  Anticipated  Transients  Without 
Scram — review  ATWS  requirements. 
November  6-8,  1975,  Washington,  D  C. 
(Agenda^to  be  published  later.) 

Dated:  September  22, 1975. 

John  C.  Hoyle, 
Advisory  Committee 
Management  Officer. 
|FR  Doc.75-25682  Piled  9-23-75;8:45  am] 


[Docket  No.  60-358] 

CINCINNATI  GAS  AND  ELECTRIC  CO., 
ET  AL. 

Receipt  of  Application  for  Facility  Operat¬ 
ing  License;  Availability  of  Applicants’ 
Environmental  Report;  and  Considera¬ 
tion  of  Issuance  of  Facility  Operating 
License  and  Opportunity  for  Hearing 

Notice  is  hereby  given  that  the  Nuclear 
Regulatory  Commission  (the  Commis¬ 
sion)  has  received  an  fqiplication  for  a 
faculty  operating  license  from  The  Chi- 
cinnati  cias  and  Electric  Company,  Co¬ 
lumbus  and  Southern  Ohio  Electric  Com¬ 
pany,  and  The  Dayton  Power  and  Light 
Ccnnpany  (the  appUcants)  which  would 
authorize  The  Cincinnati  Gas  and  Elec¬ 
tric  Company,  acting  on  behalf  of  itself 
and  as  agent  for  the  Columbus  and 
Southern  Ohio  Electric  Company,  and 
the  Dayton  Power  and  Light  Company  to 
possess,  use,  and  operate  the  Wm.  H.  Zim¬ 
mer  Nuclear  Power  Station,  Unit  1  a 
boiling  water  nuclear  reactor  (the  facili¬ 
ty).  located  on  the  appUcants’  site  on 
the  eastern  shore  of  the  Ohio  River,  one- 
half  mUe  north  of  Moscow  and  about  24 
mUes  southeast  of  Cincinnati,  in  Wash¬ 
ington  Township,  Clermont  County, 
Ohio,  at  a  steady-state  power  level  of 
2436  megawatts  thermal. 

The  applicants  have  also  filed,  pursu¬ 
ant  to  the  National  Environmental  Pol¬ 
icy  Act  of  1969  and  the  regulations  of  the 
Commission  in  10  CFR  Part  51,  an  envi¬ 
ronmental  report.  The  report,  which  dis¬ 
cusses  environmental  considerations  re¬ 
lated  to  the  proposed  operation  of  the  fa¬ 
cility,  is  being  made  available  at  the 
Ohio-Kentucky-lndlana  (OKI)  Regional 
CouncU  of  Governments,  426  East  Fourth 
Street,  Cincinnati,  Ohio  45202;  and  the 
Office  of  the  Governor,  State  Clearing¬ 
house,  62  Blast  Broad  Street,  2nd  Floor. 
Columbus,  Ohio  43215. 

After  the  environmental  report  has 
beoi  analyzed  by  the  Commission’s  Di¬ 
rector  of  Nuclear  Reactor  Regulation 
or  his  designee,  a  draft  environmental 
statement  will  be  prepared  by  the  Com¬ 
mission’s  staff.  Upon  preparation  of  the 
draft  environmental  statement,  the 
Commission  will,  among  other  things, 
cause  to  be  published  in  the  Federal 
Register  a  summary  notice  of  avail¬ 
ability  of  the  draft  statement,  request¬ 
ing  comments  from  Interested  persons 
on  the  draft  statement.  The  summary 
notice  will  also  contain  a  statement  to 
the  ^ect  that  any  comments  of  Federal 
agencies  and  State  and  local  officials 
win  be  made  available  when  received. 
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The  draft  enviromnental  statement  will 
focus  only  on  any  matters  which  differ 
from  those  previously  discussed  In  the 
final  environmental  statement  prepared 
In  connectlcm  with  the  Issuance  of  the 
construction  permit.  Upon  consideration 
of  comments  submitted  with  respect  to 
the  draft  environmental  statement,  the 
regulatory  staff  will  prepare  a  final  en¬ 
vironmental  statement,  the  availability 
of  which  will  be  published  in  the  Federal 
Register. 

The  Commission  will  consider  the  Is¬ 
suance  of  a  facility  operating  license  to 
The  Cinciimatl  Gas  and  Electric  Com¬ 
pany,  acting  on  behalf  of  Itself  and  as 
agent  for  the  Columbus  and  Southern 
Ohio  Electric  Company,  and  The  Dayton 
Power  and  Light  Company  which  would 
authorize  The  Cincinnati  Gas  and  Elec¬ 
tric  Company  to  possess,  use,  and  operate 
the  Wm.  H.  Zimmer  Nuclear  Power  Sta¬ 
tion,  Unit  1  in  accordance  with  the  pro¬ 
vision  of  the  license  and  the  technical 
specificaticms  appended  thereto,  upon: 
(1)  The  completion  of  a  favorable  safety 
evaluation  of  the  application  by  the  Of¬ 
fice  of  Nuclear  Reactor  Regulation;  (2) 
the  completion  of  the  environmental 
review  required  by  the  Commission’s 
regulations  in  10  CFR  Part  51;  (3)  the 
receipt  of  a  report  on  the  applicants’ 
application  for  a  facility  operating  li¬ 
cense  by  the  Advisory  Committee  mi 
Reactor  Safeguards;  and  (4)  a  finding 
by  the  Commission  that  the  application 
for  a  facility  license,  as  amended,  com¬ 
plies  with  the  requirements  of  the 
Atomic  Energy  Act  of  1954,  as  amended 
(Act) ,  and  the  Commission’s  regulations 
in  10  CFR  Chapter  1.  Construction  of 
the  facility  was  authorized  by  Construc¬ 
tion  Permit  No.  CPPR-88,  issued  by  the 
Commission  on  October  27,  1972.  Con¬ 
struction  of  the  facility  is  anticipated 
to  be  completed  by  April  1, 1978. 

Prior  to  issuance  of  an  operating  li¬ 
cense,  the  Commission  will  inspect  the 
facility  to  determine  whether  it  has  been 
constructed  in  accordance  with  the  ap¬ 
plication,  as  amended,  and  the  provi¬ 
sions  of  the  Construction  Permit.  In  ad¬ 
dition,  the  license  will  not  be  issued  imtil 
the  Commission  has  made  the  findings 
refiectlng  its  review  of  the  application 
under  the  Act,  which  will  be  set  forth 
In  the  proposed  license,  and  has  con¬ 
cluded  that  the  Issuance  of  the  license 
will  not  be  Inimical  to  the  common  de¬ 
fense  and  security  or  to  the  health  and 
safety  of  the  public.  Upon  Issuance  of 
the  license,  the  applicants  will  be  re¬ 
quired  to  execute  an  indemnity  agree¬ 
ment  as  required  by  Section  170  of  the 
Act  and  10  C?PR  Part  140  of  the  Com¬ 
mission’s  regulations. 

On  or  oefore  October  24,  1975,  the 
applicants  may  file  a  request  for  a  hear¬ 
ing  with  respect  to  issuance  of  the  fa¬ 
cility  operating  license  and  any  person 
whose  interest  may  be  affected  by  this 
proceeding  may  file  a  petition  for  leave 
to  intervene.  Requests  for  a  hearing  and 
petitions  foe  leave  to  Intervene  shall  be 
filed  in  accordance  with  the  Commis¬ 
sion’s  “Rules  of  Practice”  in  10  CFR 
Part  2.  If  a  request  for  a  hearing  or  peti¬ 


tion  for  leave  to  Intervene  is  filed  within 
the  time  prescribed  hi  this  notice,  the 
CommlssiMi  or  an  Atomic  Safety  and 
Licensing  Board,  designated  by  the  Com¬ 
mission  or  by  the  Chairman  of  the 
Atomic  Safety  and  Licensing  Board 
Panel  will  rule  on  the  request  and/or 
petition  and  the  Secretary  or  the  desig¬ 
nated  Atomic  Safety  and  Licensing 
Board  will  issue  a  notice  of  hearing  or 
an  appropriate  order. 

A  petition  for  leave  to  intervene  must 
be  filed  under  oath  or  affirmation  in  ac¬ 
cordance  with  the  provisions  of  10  CFR 
2.714.  As  required  by  10  CFR  2.714,  a 
petition  for  leave  to  intervene  shall  set 
forth  the  interest  of  the  petitioner  in  the 
proceeding,  how  that  interest  may  be 
affected  by  the  results  of  the  proceeding, 
and  any  other  contentions  of  the  peti¬ 
tioner  including  the  facts  and  reasons 
why  he  should  be  permitted  to  Intervene, 
with  particular  reference  to  the  follow¬ 
ing  factors:  (1)  The  nature  of  the  peti¬ 
tioner’s  right  under  the  Act  to  be  made 
a  party  to  the  proceeding;  (2)  the  natmre 
and  extent  of  the  petitioner’s  property, 
financial,  or  other  interest  in  the  pro¬ 
ceeding;  and  (3)  the  possible  effect  of 
any  order  which  may  be  entered  In  the 
proceeding  on  the  petitioner’s  Interest 
Any  such  petltiMi  shall  be  accompanied 
by  a  supporting  affidavit  identifying  the 
specific  aspect  or  aspects  of  the  subject 
matter  of  the  proceeding  as  to  which  the 
petitioner  wishes  to  Intervene  and  set¬ 
ting  forth  with  particularity  both  the 
facts  pertaining  to  his  interest  and  the 
basis  for  his  contentions  with  regard  to 
each  aspect  on  which  he  desires  to  inter¬ 
vene.  A  petition  that  sets  forth  conten¬ 
tions  relating  only  to  matters  outside 
the  jurisdiction  of  the  Commission  will 
be  denied. 

A  request  for  a  hearing  or  a  petition 
for  leave  to  intervene  must  be  filed  with 
the  Secretary  of  the  Commission,  United 
States  Nuclear  Regulatory  Commission, 
Washington,  D.C.  20555,  Attention: 
Docketing  and  Service  Section,  or  may 
be  delivered  to  the  Commission’s  Public 
Document  Room,  1717  H  Street  NW., 
Washington,  D.C.  by  (October  24,  1975.  A 
copy  of  the  petition  should  also  be  sent  to 
the  Executive  Legal  Director,  U.S.  Nu¬ 
clear  Regulatory  Commission,  Washing¬ 
ton,  D.C.  20555  and  to  Troy  B.  Conner, 
Jr.,  Esq.,  Conner,  Hadlock,  and  Knotts, 
1747  Pennsylvania  Avenue  NW.,  Wash¬ 
ington,  D.C.  20006,  attorney  for  the  ap¬ 
plicants. 

A  petition  for  leave  to  Intervene  which 
is  not  timely  will  not  be  entertained  ab¬ 
sent  a  determination  by  the  Board  that 
the  petitioner,  in  addition  to  the  matters 
specified  in  10  CFR  2.714(d) ,  has  made 
a  substantial  showing  of  good  cause  for 
failure  to  file  on  time.  The  reasons  for 
the  tardiness  in  filing  a  petition  for  leave 
to  intervene,  as  well  as  the  factors  spec¬ 
ified  in  19  CFR  2.714(a)  (l)-(4)  shall 
be  considered  in  making  a  determination 
whether  there  has  been  a  substantia] 
showing  of  good  cause  by  the  petitlonen 

FOr  further  details  pertinent  to  the 
matters  under  consideration,  see  the  ap¬ 
plication  for  a  facility  operating  license 


dated  September  3,  1975,  and  the  appli¬ 
cant’s  environmental  report  dated  Sep¬ 
tember  10,  1975  which  are  available  for 
public  inspection  at  the  CMnmlssion’s 
Public  Document  Room,  1717  H  Street 
NW.,  Washington,  D.C.  and  at  the  Cler¬ 
mont  Coimty  Library,  Third  and  Broad¬ 
way  Streets,  Batavia,  Ohio  45103.  As  they 
become  av^lable,  the  following  docu¬ 
ments  may  be  Inspected  at  the  above  lo¬ 
cations:  (1)  The  safety  evaluation  re¬ 
port  prepared  by  the  Office  of  Nuclear 
Reactor  Regulation;  (2)  the  draft  en¬ 
vironmental  statement;  (3)  the  final  en¬ 
vironmental  statement;  (4)  the  report  o| 
the  Advisory  Committee  on  Reactor 
Safeguards  on  the  application  for  facil¬ 
ity  operating  license;  (5)  the  proposed 
facility  operating  license;  and  (6)  the 
technical  specifications,  which  will  be  at¬ 
tached  to  the  proposed  facility  operat¬ 
ing  license. 

Copies  of  the  proposed  operating  li¬ 
cense  and  the  AC7RS  report,  when  avail¬ 
able,  may  be  obtained  by  request  to  the 
Director,  Division  of  Reactor  Licensing, 
U.S.  Nuclear  Regulatory  Commission, 
Washington,  D.C.  20555.  Copies  of  the 
Office  of  Nuclear  Reactor  Regulation’s 
safety  evaluation  and  final  environ¬ 
mental  statement,  when  avallaUe,  may 
be  obtained  from  the  National  Technical 
Information  Service,  Springfield,  Va, 
22161. 

Dated  at  Bethesda,  Maryland  this  17th 
day  of  September  1975. 

For  the  Nuclear  Regulatory  Commis¬ 
sion. 

John  F.  Stolz, 

Chief,  Light  Water  Reactors 
Project  Branch  No.  2-1,  Divi¬ 
sion  of  Reactor  Licensing. 

[FR  Doc.76-25290  FUed  0-23-76;8:46  am] 


REGULATORY  GUIDE 
Issuance  and  Availability 
Correction 

FR  Doc.  75-23269  first  appeared  on 
page  40593  in  the  issue  of  Wednesday, 
September  3, 1975,  and  was  corrected  on 
page  42799  in  the  issue  of  Tuesday,  Sep¬ 
tember  16,  1975,  with  the  agency  head¬ 
ing  incorrect.  Ther^ore,  for  the  conven¬ 
ience  of  the  reader,  the  agency  heading 
should  read  as  set  forth  above. 

NATIONAL  SCIENCE  FOUNDATION 

ADVISORY  PANEL  FOR  NEUROBIOLOGY 
Meeting 

In  accordance  with  the  Federal  Ad¬ 
visory  Committee  Act,  Pub.  L.  92-463, 
the  National  Science  Foundation  an¬ 
nounces  the  following  meeting: 

1.  Name:  Advisory  Panel  for  Neuro¬ 
biology. 

2.  Date:  October  14  and  15,  1975. 

3.  Time:  9:00  a.m.  each  day. 

4.  Place:  Rm.  321,  National  Science 
Foundation,  1800  G  Street,  NW.,  Wash¬ 
ington,  D.C. 

5.  Type  of  Meeting:  Closed. 

6.  Contact  Person:  Dr.  James  H. 
Brown,  Program  Director,  Rm.  333,  NSF, 
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1800  G  Street,  NW.,  Washington,  D.C. 
20550,  telephone  202/634-4036. 

7.  Purpose  of  Advisory  Panel ;  To  pro¬ 
vide  advice  and  recommendations  con¬ 
cerning  support  for  research  in  Neuro¬ 
biology. 

8.  Agenda :  To  review  and  evaluate  in¬ 
dividual  research  proposals. 

9.  Reason  for  Closing:  The  proposals 
being  reviewed  contain  information  of  a 
proprietary  or  confidential  nature,  in¬ 
cluding  technical  information;  financial 
data,  such  as  salaries;  and  p>ersonal  in¬ 
formation  concerning  individuals  asso¬ 
ciated  with  the  proposals. 

10.  Authority  to  Close  Meeting;  These 
matters  are  within  the  exemptions  of  5 
U.S.C.  552(b),  (4),  (5),  and  (6).  The 
closing  of  this  meeting  is  in  accordance 
with  the  determination  by  the  Director 
of  the  National  Science  Foimdation, 
dated  February  21,  1975,  pursuant  to 
the  provisions  of  Section  10(d)  of  Pub¬ 
lic  Law  92-463. 

Gail  A.  McHenry, 

Acting  Committee 
Management  Officer. 

September  19,  1975. 

[FR  Doc.76-25405  PUed  9-23-75;8:45  am] 


ADVISORY  PANEL  ON  OCEANOGRAPHY 
Meeting 

In  accordance  with  the  Federal  Ad¬ 
visory  Committee  Act,  Pub.  L.  92-463, 
the  National  Science  Foundation  an- 
noimces  the  following  meeting: 

L  Name:  Advisory  Panel  for  Ocean¬ 
ography. 

2.  Date:  October  14  and  15, 1975. 

3.  Time:  9:00  a.m.  each  day. 

4.  Place:  Rm.  621  on  Octc^r  14;  Rm. 
642  on  October  15,  Nationsd  Science 
Foimdation,  1800  G  Street,  NW.,  Wash¬ 
ington,  D.C. 

5.  Type  of  Meeting;  Part  Open — Octo¬ 
ber  14— ^osed;  October  15 — Open. 

6.  Contact  Person:  Dr.  Robert  K  Wall, 
Head,  Oceanogremhy  Section,  Rm.  317, 
National  Science  Foundation  20550,  tele¬ 
phone  202/632-4227. 

7.  Summary  Minutes:  May  be  obtained 
from  the  Committee  Management  Coor¬ 
dination  Staff,  Management  Analysis  Of¬ 
fice,  National  Science  Foundation,  Wash¬ 
ington.  D.C. 20550. 

8.  Purpose  of  Panel:  To  provide  advice 
and  recmnmendations  In  the  evaluation 
of  specific  research  proposals  and  to  ad¬ 
vise  the  Foundation  on  the  Impact  of  its 
research  support  program  on  the  scien¬ 
tific  community  in  oceanography, 

9.  Agenda;  Will  Include: 

October  14  Rm.  621,  Closed 

Review  and  evaluation  of  research  pro¬ 
posals  which  have  been  assigned  to  the 
Oceanography  Section. 

October  15  Bm.  642,  Open 

9:00  Introductory  Remarks  and  Reor¬ 
ganization  of  Oceanography  at  NSF. 

9:30  Oceanography  Section  High¬ 
lights. 

9:45  UH.-L.S.S.R.  Cooperative  Agree¬ 
ment,  Oceanography. 


10:15  U.S.  Geological  Survey  Program 
for  the  Outer  Continental  Shelf. 

10:45  Status  of  ERDA  Oceanographic 
Activities. 

11:15  Status  of  NSF  Polar  Oceano¬ 
graphic  Activities. 

11:45  Climap  Program 

12:15  Lunch. 

1:05  Outlook  for  the  Academic  Fleet 
and  Special  Facilities.  University  Na¬ 
tional  Oceanographic  Laboratory  System 
(UNOLS) . 

2:00  Consolidation  of  Naval  Oceano¬ 
graphic  Research. 

2:45  Discussion  of  Congres.'^ional  Views 
on  Oceanography. 

3:30  Summary  of  agenda  topics. 

4:00  Adjourn. 

10.  ReasiMi  for  Closing ;  The  proposals 
being  reviewed  contain  information  of  a 
proprietary  or  confidential  nature,  in¬ 
cluding  technical  Information;  financial 
data,  such  as  salaries;  and  personal  in¬ 
formation  concerning  individuals  asso¬ 
ciated  with  the  proposals. 

11.  Authority  to  Cloee  Meeting:  These 
matters  are  within  the  exemptions  of  5 
U.S.C.  552(b),  (4),  (5),  and  (6).  The 
closing  of  the  October  14  session  is  in 
accordance  with  the  determination  by 
the  Director  of  the  National  Science 
Foundatimi  dated  February  21,  1975, 
pursuant  to  the  provisions  of  Section  10 
(d)  of  Public  Law  93-463. 

Gail  A.  McHenry, 
Acting  Committee 
Management  Officer. 

September  19, 1975. 

[FR  Doc.75-25404  PUed  9-23-75,8:45  am] 


CONFERENCES  ON  UNDERGRADUATE 
SCIENCE  EDUCATION 

Meeting 

The  National  Science  Foundation  will 
hold  a  series  of  conferences  to  discuss  and 
obtain  comments  from  the  academic 
community  on  proposal  guidelines  for  a 
new  program  to  Improve  undergraduate 
science  education  at  colleges  and  uni¬ 
versities.  ITie  program,  CAUSE  (for  Com¬ 
prehensive  Assistance  to  Undergraduate 
Science  Education),  Is  designed  to  en¬ 
courage  Improvement  In  the  quality  and 
effectiveness  of  undergraduate  science 
education  programs  In  Institutions  of 
higher  learning.  Foundation  officials  will 
meet  with  academic  representatives  at  a 
series  of  12  regional  conferences  begin¬ 
ning  September  29. 

While  these  ad  hoc  informal  sessions 
are  not  considered  to  be  a  meeting  of 
an  “advisory  committee”  as  that  term  is 
defined  in  sectiw  3  of  the  Federal  Ad¬ 
visory  Committee  Act  (Pub.  L.  92—463), 
the  conferences  are  believed  to  be  of  suf¬ 
ficient  importance  and  interest  to  the 
general  public  to  be  announced  In  the 
Federal  Register  as  meetings  open  for 
public  attendance  and  participation. 

The  first  of  the  conferences  will  be  held 
In  Atlanta,  Georgia,  September  29.  The 
dates  and  places  for  the  following  con¬ 
ferences  are: 


October  1,  Dallas,  Texas 
October  3,  San  Francisco,  California 
October  6,  Portland,  Oregon 
October  7,  Denver,  C^oiorado 
October  8,  Kansas  City,  Kansas 
October  9,  Minneapolis,  Minnesota 
October  10,  Chicago,  Illinois 
October  13,  Pittsburgh,  Pennsylvania 
October  15,  New  York,  New  York 
October  17,  Boston,  Massachusetts 
October  20,  Washington,  D.C. 

These  sessions  wdll  be  chaired  by  staff 
members  of  the  Directorate  for  Science 
Education  and  will  be  open  to  the  public. 
The  agenda  for  the  meetings  is  as 
follows : 

Opening  Comments — ^NSF  Staff 
Brief  Background  Description — NSF 
Staff 

General  Discussion — NSF  Staff  and 
Participants 
Questions  and  Answers 
Because  of  space  limitations,  members 
of  the  public  who  plan  to  attend  should 
call  (202)  282-7932  regarding  locations 
and  attendance  at  any  of  these  meetings. 

Fred  K.  Mth^akami, 
Management  Analysis  Officer. 

September  19, 1975. 

[PR  Doc.75-25403  Piled  9-23-75:8:45  am] 

OFFICE  OF  MANAGEMENT  AND 
BUDGET 

CLEARANCE  OF  REPORTS 
List  of  Requests 

The  following  is  a  list  of  requests  for 
clearance  of  reports  Intended  for  use  in 
collecting  information  from  the  public 
received  by  the  Office  of  Management 
and  Budget  on  September  19,  1975  (44 
U.S.C.  3509) .  The  purpose  of  publishing 
this  list  in  the  Federal  Register  Is  to  in¬ 
form  the  public. 

The  list  includes  the  title  of  each  re¬ 
quest  received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  in¬ 
formation;  the  agency  form  number (s) , 
if  applicable;  the  frequency  with  which 
the  information  is  proposed  to  be  col¬ 
lected;  the  name  of  the  reviewer  or  re¬ 
viewing  division  within  OMB,  and  an  in¬ 
dication  of  who  will  be  the  respondents 
to  the  proposed  collection. 

Requests  for  extension  which  appear 
to  raise  no  significant  Issues  are  to  be 
approved  after  brief  notice  through  this 
release. 

Further  Information  about  the  items 
on  this  dally  list  may  be  obtained  from 
the  clearance  office.  Office  of  Manage¬ 
ment  and  Budget,  Washington,  D.C. 
20503  (202-395-4529),  or  from  the  re¬ 
viewer  listed. 

New  Forms 

UNITED  STATES  INTERNATIONAL  TRADE 
COMMISSION 

Purchasers  of  Bolts,  Nuts,  and  Screws  of 
Iron  or  Steel,  single-time,  U.S.  purchasers 
of  nuts,  bolts,  and  screws,  Evlnger,  S.  K., 
395-3710. 

ENVIRONMENTAL  PROTECTION  AGENCY 

Financial  and  Operations  Survey  of  Water 
Companies,  single-time,  water  oompcmies 
(utilities) ,  Lowry,  R.  L.,  395-3772. 


FEDERAL  REGISTER,  VOL.  40,  NO.  1 86— WEDNESDAY,  SEPTEMBER  24,  1975 


4.1962 


NOTICES 


DEPARTMENT  OF  AGRICTJI.TURE 

Statistical  Reporting  Service: 

Orchard  and  Vineyard  Survey  (New  York) , 
single-time,  fruit  growers,  Lowry,  R.  L., 
395-3772. 

Farm  Building  and  Fencing  Material  Price 
Survey  (ERS),  annually,  lumber  dealers 
and  farm  supply  outlet^  Raynsford,  R, 
395-3814. 

DEPARTMENT  OF  DEFENSE 

Department  of  the  Army  (excl.  Def.  Civil 
Preparedness  Agcy.) :  Youth  Opinion  Sur¬ 
vey,  single-time,  14  to  21  year  old  males, 
Maria  Gonzales,  Harry  B.  Sheftel,  395- 
6132. 

DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Mines:  Recovery  Percentage  of 
Bituminous  Coal  by  Surface  Mining 
Methods,  6-PI7,  single-time,  producers  of 
bituminous  coal,  Lowry,  R.  L.,  395-3772. 

Revisions 

DEPARTMENT  OF  DEFENSE 

Departmental  and  other: 

Pre-award  Patent  Rights  Documentation. 
DD  1664,  on  occasion,  DOD  contractors, 
Harry  B.  Sheftel. 

Report  of  Inventions  and  Subcontracts, 
DD  862,  on  occasion,  DOD  contractors, 
Harry  B.  Sheftel. 

Department  of  the  Army  (excl.  Def.  Civil 
Preparedness  Agcy.),  Army  Advertising 
Awareness  and  Attitudinal  Siirvey,  51264, 
single-time,  17  to  21  year  old  males,  Harry 
B.  Sheftel. 

DEPARTMENT  OF  JUSTICE 

Departmental  and  other:  Law  Enforcement 
Education  Program  Institutional  Applica¬ 
tion,  LEEP-l,  annually,  post  secondary 
institutions,  George  Hall,  395-6140. 

Extensions 

DEPARTMENT  OF  TRANSPORTATION 

Federal  Aviation  Administration:  Repair  Sta¬ 
tion  Certification  Procedures  (Manual),  on 
occasion,  FAA  certified  repair  stations, 
Marsha  Traynham,  395-4529. 

Phillip  D.  Larsen, 

Budget  and  Management  Officer. 

[FR  Doc.75-25528  Filed  9-23-75:8:45  am] 

OFFICE  OF  TELECOMMUNICATIONS 
POLICY 

FREQUENCY  MANAGEMENT  ADVISORY 
COUNaL 

Meeting 

Notice  is  hereby  given  that  the  Fre¬ 
quency  Management  Advisory  Council 
(FMAC)  will  meet  at  10  a.m.,  in  Room 
712,  Office  of  Telecommunications  Policy, 
1800  G  Street,  NW.,  Washington,  D.C.  on 
Friday,  October  3, 1975. 

The  principal  agenda  items  will  be  (1) 
discussion  of  the  results  of  the  1975  mj 
Administrative  Council  meeting,  (2) 
status  of  preparatory  work  for  the  1979 
ITU  General  World  Administrative 
Radio  Conference,  (3)  career  devel(^- 
ment  in  spectrum  management,  (4) 
radioastronomy  spectrum  usage.  (5) 
updating  report  on  spectrum  manage¬ 
ment  in  the  Chicago.  Illinois  vicinity, 
(6)  operational  testing  of  a  high  fre¬ 
quency  selection  technique. 

The  meeting  will  be  open  to  the  public; 
any  member  of  the  public  will  be  per¬ 


mitted  to  file  a  written  statement  with 
the  Coimcil,  before  or  after  the  meeting. 

The  names  of  the  members  of  the 
Council,  a  copy  of  the  agenda,  a  sum¬ 
mary  of  the  meeting,  and  other  informa¬ 
tion  pertaining  to  the  meeting  may 
be  obtained  from  Mr.  Jack  E.  Weather¬ 
ford,  Office  of  Telecommimications 
Policy,  Washington,  D.C.  20504  (tele¬ 
phone:  202-395-5623). 

Dated:  September  10, 1975. 

Bromley  Smith, 

Advisory  Committee 
Management  Officer. 

IFR  Doc.75-25361  Filed  9-23-75:8:46  am] 

DEPARTMENT  OF  LABOR 

Occupational  Safety  and  Health 
Administration 

STANDARDS  ADVISORY  COMMITTEE  ON 
AGRICULTURE 

Meeting 

Pursuant  to  section  10(a)  (2)  of  the 
Federal  Advisory  Committee  Act  (5 
U.S.C.  App.  I),  notice  is  hereby  given 
that  the  Standards  Advisory  Committee 
on  Agriculture,  established  imder  section 
7(b)  of  the  Williams-Steiger  Occupa¬ 
tional  Safety  and  Health  Act  of  1970  (29 
U.S.C.  656),  will  meet  on  October  8,  9, 
and  10,  1975,  in  Lincoln,  Nebraska.  Tlie 
meetings  on  Wednesday,  October  8  and 
Friday,  October  10  will  begin  at  9:00  a.m. 
local  time  each  day  in  the  Platte  Room 
of  the  Hilton  Hotel,  9th  and  P  Streets  in 
Lincoln.  The  meeting  on  Thursday,  Octo¬ 
ber  9,  will  begin  at  8:30  a.m.  at  the  Uni¬ 
versity  of  Nebraska  Tractor  Test  Center 
(East  Campus) . 

The  meeting  shall  be  open  to  the  pub¬ 
lic.  It  is  planned  that  Subgroups  on  the 
topics  of  Electrical  Hazards,  Noise,  and 
Farm  Worker  Transportation  will  meet 
and  that  the  committee  will  meet  in  full 
session  to  obtain  reports  on  the  activi¬ 
ties  of  the  Subgroups. 

Any  member  of  the  public  wishing  to 
submit  written  presentations  to  the  Com¬ 
mittee  may  do  so  by  filing  such  a  state¬ 
ment,  together  with  20  duplicate  copies, 
with  the  Committee  Management  Officer 
by  close  of  business  October  8, 1975,  or  by 
filing  such  statements  with  the  Com¬ 
mittee  Management  Officer  at  the  meet¬ 
ing.  Such  submissions  will  be  provided  to 
the  members  of  the  Committee  and  will 
be  Included  in  the  record  of  the  meeting. 

The  Committee  Chairman  may  permit 
oral  statements  before  the  Committee  by 
interested  persons.  Consequently,  per¬ 
sons  desiring  to  make  an  oral  presenta¬ 
tion  to  the  Committee  should  submit  a 
written  request  to  be  heard  to  the  Com¬ 
mittee  Management  Officer  by  close  of 
business  October  3,  1975.  The  request 
must  Include  the  name  and  addi'ess  of  the 
person  wishing  to  appear,  the  capacity  in 
which  he  will  appear,  a  short  summary 
of  the  Intended  presentation,  and  the 
approximate  amount  of  time  required  for 
his  presentation.  Such  requests  will  be 
provided  to  the  Committee  Chairman  for 
his  consideration. 


Communications  and  questions  about 
the  proceedings  should  be  addressed  to: 

Jeanne  C.  Werner,  Committee  Management 
Officer,  n.S.  Department  of  Labor,  Occupa¬ 
tional  Safety  and  Health  Administration, 
200  Constitution  Avenue,  N.W.,  Room  N- 
3635,  Washington,  D.C,  20210,  Phone: 
202/523-8024. 

All  materials  which  have  been  sub¬ 
mitted  to  or  developed  by  the  Committee 
since  the  beginning  of  the  deliberations, 
as  well  as  the  official  record  of  all  Com¬ 
mittee  proceedings,  are  available  for  pub¬ 
lic  inspection  and  copying  at  the  above 
location. 

Signed  at  Washington,  D.C.,  this  22nd 
day  of  September,  1975. 

John  T.  Dunlop, 
Secretary  of  Labor. 

[FR  Doc.75-25694  Filed  9-23-75:9:40  am] 

INTERSTATE  COMMERCE 
COMMISSION 

[Notice  No.  863] 

ASSIGNMENT  OF  HEARINGS 

September  19,  1975. 
Cases  assigned  for  hearing,  postpone¬ 
ment,  cancellation  or  oral  argument  ap¬ 
pear  below  and  will  be  published  only 
once.  This  list  contains  prospective  as¬ 
signments  only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  Issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appro¬ 
priate  steps  to  insure  that  they  are  no¬ 
tified  of  cancellation  or  postponements 
of  hearings  in  which  they  are  interested. 

MC  107295  Sub  765,  Pre-Fab  Transit  Co.,  A 
Corporation,  now  being  assigned  Novem¬ 
ber  14,  1976  (1  day),  at  Kansas  City, 
Missouri,  in  a  bearing  room  to  be  later 
designated. 

MC  114467  (Sub-No.  221),  Dart  Transit 
Company,  now  assigned  November  6,  1976, 
at  St.  Paul,  Minn.,  will  be  held  in  Court 
Room  No.  2,  Federal  Building  &  U.S. 
Courthouse,  316  North  Robert  Street. 

MC  134300  (Sub-No.  14),  Pelham  Produce 
Carriers,  Inc,,  now  assigned  November  7, 
1975,  at  St.  Paul,  Minn.,  will  be  held  in 
Court  Room  No.  2,  Federal  Building  &  U.S. 
Courthouse,  316  North  Robert  Street. 

MC  113855  Sub  311,  International  Trans- 
I)ort,  Inc.,  now  assigned  November  10, 
1975,  at  St.  Paul,  Minn.*,  will  be  held  in 
Court  Room  No.  2,  Federal  Building  &  U.S. 
Courthouse,  316  North  Robert  Street. 

MC  130308,  Ralph  Halvorson,  now  assigned 
November  12,  1975,  at  St.  Paul,  Minn., 
will  be  held  in  Court  Room  No.  2,  Federal 
Building  &  U.S.  Courthouse,  316  North 
Robert  Street. 

AB  1  Sub  20,  Chicago  and  North  Western 
Transportation  Company  Abandonment 
Between  Lake  Crystal  and  Winnebago,  in 
Blue  Earth  and  Faribault  Counties,  Min¬ 
nesota;  now  assigned  November  3,  1975,  at 
Mankato,  Minn.,  will  be  held  in  Law  En¬ 
forcement  Center,  710  South  Front  Street. 
MC  69116  Sub  176,  Rector  Freight  System, 
Inc.,  now  being  assigned  November  17, 1976, 
(2  days),  at  Kansas  City,  Missouri,  in  a 
hearing  room  to  be  later  designated. 
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No.  35913,  Louis  Dreyfus  Corporation,  Et  Al, 
vs  'Hie  Atchison,  Topeka  and  Santa  Fe 
Railway  Company,  Et  Al,  now  being  as¬ 
signed  November  19,  1975,  (3  days) ,  at 
Kansas  City,  Missouri,  in  a  hearing  room 
to  be  later  designated. 

MC  114273  Sub  223,  Cedar  Rapids  Steel 
Transportation,  Inc.,  continued  to  Octo¬ 
ber  14,  1976  at  the  Ofllces  of  the  Interstate 
Commerce  Commission,  Washington,  D.C. 

MC  19537  Sub  6,  Virgil  Brooks  Tucker  and 
Marjorie  Clark  Tucker,  d/b/a  Clark  Truck 
Line,  now  assigned  October  20,  1975  at 
Jackson,  Mississippi;  will  be  held  in  the 
Grand  Jury  Room,  U.S.  Courthouse  &  Post 
Office  Building,  East  Capitol  &  S.W.  Street. 

MC-C-8041,  Garrett  Freight  Lines,  Inc.,  Et 
Al  V  Puget  Sound  Truck  Lines,  Inc.,  now 
assigned  October  21,  1975  at  Olympia, 
Washington;  will  be  held  in  Washington 
Utilities  &  Transportation  Commission, 
Office  Conference  Room,  6th  Floor,  High¬ 
way  &  License  Building,  12th  &  Washing¬ 
ton. 

MC-F-12371,  Witte  Transportation-Pur¬ 
chase-North  St.  Paul  Transfer;  MC-C-8408, 
Witte  Transportation  Company — Investi¬ 
gation  and  Revocation  of  Certificates;  and 
MC  8964  Sub  28,  Witte  Transportation 
Company  now  being  assigned  November  17, 
1976,  in  Room  684,  Federal  Building  &  U.S. 
Courthouse,  316  N.  Robert  Street,  St.  Paul, 
Minn. 

AB  1  Sub  43,  Chicago  &  North  Western  Trans¬ 
portation  Company  Abandonment  between 
Waterville  &  Morristown,  In  Lesuer  and 
Bice  Counties,  Minnesota,  now  being  as¬ 
signed  November  11, 1976,  in  the  Municipal 
Bldg.,  201  South  3rd  Street,  Waterville, 
Minn. 

MC  114467  Sub  236,  Dart  Transit  Company, 
now  being  assigned  November  13,  1976,  in 
Room  684,  Federal  Bldg.,  &  U.S.  Courthouse, 
316  N.  Robert  Street,  St.  Paul,  Minn. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.76-25468  Filed  9-23-76;8:45  am] 


FILING  OF  MOTOR  CARRIER 
INTRASTATE  APPLICATIONS 

September  19, 1975. 

The  following  applications  for  motor 
common  carrier  authority  to  operate  in 
Intrastate  commerce  seek  concurrent 
motor  carrier  authorization  in  interstate 
or  foreign  commerce  within  the  limits  of 
the  intrastate  authority  sought,  pursuant 
to  Section  206(a)  (6)  of  the  Interstate 
Commerce  Act,  as  amended  October  15, 
1962.  These  applications  are  governed  by 
Special  Rule  1.245  of  the  Commission’s 
Rules  of  Practice,  published  in  the  Fed¬ 
eral  Register,  issue  of  April  11,  1963, 
page  3533,  which  provides,  among  other 
things,  that  protests  and  requests  for  in¬ 
formation  concerning  the  time  and  place 
of  State  Commission  hearings  or  other 
proceedings,  any  subsequent  changes 
therein,  any  other  related  matters  shall 
be  directed  to  the  State  Commission  witii 
which  the  application  is  filed  and  shall 
not  be  addres^  to  or  filed  with  the  In¬ 
terstate  Commerce  Commission. 

California  Docket  No.  55910,  filed  Sep¬ 
tember  3,  1975.  Applicant:  GOLD^ 
CHARIOT  TRUCK  LINE,  INC.,  1950 
Newton  Avenue,  San  Diego,  Calif.  92113. 
Applicant’s  representative:  Donald 
Murchison,  9454  Wllshlre  Blvd.,  Suite 
400,  Beverly  Hills,  Calif.  90212.  Certifi¬ 


cate  of  Public  Convenience  and  Neces¬ 
sity  sought  to  operate  a  freight  service  as 
follows:  Transportation  of  General  com¬ 
modities  as  follows:  (1)  Between  San 
Diego  and  Borrego  Springs,  serving  all 
intermediate  points  on  Interstate  High¬ 
way  15,  Coimty  Road  S-4,  State  High¬ 
ways  67,  78  and  79,  and  County  Roads  S- 
3  and  S-22,  and  all  points  within  10  miles 
thereof.  (2)  Between  San  Diego  and 
Campo,  serving  all  intermediate  points 
on  State  Highway  94,  and  all  points 
within  10  miles  thereof.  (3)  Between 
San  Diego  and  the  Jimction  of  Inter¬ 
state  Highway  8  and  Carrizo  Gorge 
Road,  serving  all  intermediate  points  on 
Interstate  Highway  8,  and  all  points 
within  10  miles  thereof.  Except,  that 
pursuant  to  the  authority  herein 
granted,  carrier  shall  not  transport  any 
shipments  of:  (1)  Used  household  goods, 
personal  effects  and  office,  store,  and 
institution  furniture,  fixtures  and  equip¬ 
ment  not  packed  in  salesmen’s  hand 
sample  cases,  suitcases,  overnight  or  bos¬ 
ton  bags,  brief  cases,  hat  boxes,  valises, 
traveling  bags,  trunks,  lift  vans,  barrels, 
boxes,  cartons,  crates,  cases,  baskets, 
pails,  kits,  tubs,  drums,  bags  (jute,  cot¬ 
ton,  burlap,  or  gunny)  or  bundles  (com¬ 
pletely  wrapped  in  jute,  cotton,  burlap, 
gimny,  fiberboard,  or  straw  matting). 
(2)  Automobiles,  trucks,  and  buses,  biz.: 
new  and  used,  finished  or  imfinished  pas¬ 
senger  automobiles  (including  jeeps) , 
ambulances,  hearses,  and  taxis;  freight 
automobiles,  automobile  chassis,  trucks, 
truck  chassis,  truck  trailers,  trucks  and 
trailers  combined,  buses  and  bus 
chassis. 

(3)  Livestock,  viz.:  barrows,  boars, 
bulls,  butcher  hogs,  calves,  cattle,  cows, 
dairy  cattle,  ewes,  feeder  pigs,  gilts,  goats, 
heifers,  hogs,  kids,  lambs,  oxen,  pigs, 
rams  (bucks),  sheep,  sheep  camp  out¬ 
fits,  sows,  steers,  stags,  swine,  or  weth¬ 
ers.  (4)  Liquids,  compressed  gases,  com¬ 
modities  in  semi-plastic  form  and  com¬ 
modities  in  suspension  in  liquids  in  bulk, 
in  tank  trucks,  tank  trailers,  tank  semi¬ 
trailers,  or  a  combination  of  such  high¬ 
way  vehicles.  (5)  Commodities  when 
transported  in  bulk  in  dump  trucks  or  in 
hopper-type  trucks.  (6)  Commodities 
when  transported  in  motor  vehicles 
equipped  for  mechanical  mixing  in 
transit.  (7)  Portland  or  similar  cements, 
in  bulk  or  packages  when  loaded  sub¬ 
stantially  to  capacity  of  motor  vehicle. 
(8)  Logs.  (9)  ’Trailer  coaches  and  camp¬ 
ers,  including  integral  parts  and  con¬ 
tents  when  the  contents  are  within  the 
trailer  coach  or  camper.  (10)  Commodi¬ 
ties  requiring  the  use  of  special  refrig¬ 
eration  or  temperature  control  In 
specially  designed  and  constructed  re¬ 
frigerator  equipment.  (11)  Explosives 
subject  to  U.S.  Department  of  ’Transpor¬ 
tation  Regulations  governing  the  ’Trans¬ 
portation  of  Hazardous  Materials.  (12) 
Commodities  of  abnormal  size  or  weight, 
which  because  of  such  size  or  weight,  re¬ 
quire  the  use  of  and  are  transported  on 
low-bed  equipment.  Interstate,  inter¬ 
state  and  foreign  commerce  authority 
sought.  Hearing:  Date,  time,  and  place 
not  yet  fixed.  Requests  for  procedural 


Information  should  be  addressed  to  the 
Public  Utilities  Commission,  State  of 
California,  State  Building  Civic  Center, 
455  Golden  Gate  Avenue,  San  Francisco, 
Calif.  94102  and  should  not  be  directed  to 
the  Interstate  Commerce  Commission. 

Florida  Docket  No.  750443-CCT,  filed 
July  31,  1975.  Applicant:  HILL’S  VAN 
SERVICE,  INC.,  416  N.W.  7th  Street, 
Ocala,  Fla.  32670.  Applicant’s  representa¬ 
tive:  W.  F.  Blowers,  18  N.W.  ’Third  Ave¬ 
nue,  Ocala,  Fla.  326'70.  Certificate  of  Pub- 
lice  Convenience  and  Necessity  sought  to 
operate  a  freight  service  as  follows:  Part 
1.  ’Transportation  of  commodities  dealt 
by  in  wholesale  grocers  between,  from 
and  to,  the  warehouses  and  facilities  of 
Certifi^  Grocers,  Inc.,  Ocala,  Florida,  on 
the  one  hand,  and  all  points  in  Florida 
on  the  other  hand,  restricted  against 
commodities  in  bulk.  Applicant  also  seeks 
authority  to  engage  in  transportation  in 
interstate  and  foreign  commerce  within 
the  limits  of  the  intrastate  authority 
sought  herein.  Part  2.  ’Transportation  of 
trailers,  loaded  or  empty,  having  prior 
or  subsequent  movement  by  rail,  between 
railroad  ramps  serving  Marion,  Lake, 
Sumter,  Citrus,  Levy,  Alachua,  and  Gil¬ 
christ  Counties;  and  all  points  within 
said  counties;  restricted  against  trans¬ 
portation  of  bulk  commodities  and  mo¬ 
bile  homes.  Applicant  also  seeks  author¬ 
ity  to  engage  in  transportation  in  inter¬ 
state  and  foreign  commerce  within  the 
limits  of  the  intrastate  authority  sought 
herein. 

Note. — This  filing  would  apply  only  to 
Part  2*.  Hearing:  Date,  time  and  place  not  yet 
fixed.  Requests  for  procedural  Information 
should  be  addressed  to  the  Florida  Public 
Service  Commission,  700  South  Adams  Street, 
Tallahassee,  Florida  32340  and  should  not  be 
directed  to  the  Intrastate  Commerce  Com¬ 
mission. 

New  York  Docket  No.  T-1318,  filed 
June  9,  1975.  Applicant;  CRAW  CART¬ 
ING,  INC.,  160  Dispatch  Drive,  P.O.  Box 
267,  East  Ssracuse,  N.Y.  14445.  Appli¬ 
cant’s  representative:  Herbert  M.  Canter, 
315  Seitz  Building,  201  E.  Jefferson 
Street,  Syracuse,  N.Y.  13202.  Certificate 
of  Public  Convenience  and  Necessity 
sought  to  operate  a  freight  service  as 
follows:  Boxed  and  unboxed  small,  elec¬ 
trical,  household  appliances,  accessories 
and  parts  therefor  and  mat^iaU,  equip¬ 
ment,  supplies,  and  parts  used  in  the 
manufacture  thereof,  between  shipper’s 
consolidator’s  facilities  in  the  City  of 
New  York,  on  the  one  hand,  and  on  the 
other#  shipper’s  plants  and  warehouse 
facilities  in  the  Towns  of  Middlebury, 
Perry,  and  Castile,-  all  in  Wyoming 
County,  New  York.  Intrastate,  Interstate 
and  foreign  commerce  authority  sought. 
Hearing;  Date,  time,  and  place  not  yet 
fixed.  Requests  for  procedural  informa¬ 
tion  should  be  addressed  to  the  New  York 
State  Department  of  ’Transportation, 
1220  Washington  Avenue,  Building  5, 
State  Campus,  Albany,  N.Y.,  12226  and 
should  not  be  directed  to  the  Interstate 
Commerce  Commission. 

Texas  Docket  No.  2674  (amended) 
(Correction),  filed  August  4,  1975  pub¬ 
lished  in  the  Federal  Register  issue  of 
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September  4,  1975,  and  republished  as  186;  (29)  FJii.  Road  413  between  Rose-  tween  Llano  and  its  intersection  with 

corrected  this  issue.  Applicant:  TEXAS  bud  and  Kosse;  (30)  F.M.  Road  308  be-  U.S.  Hwy.  87  and  U.S.  Hwy.  377  near 

TETX-PACK  EXPRESS,  INC.,  150  E.  tween  Elm  Mott  and  its  intersection  with  Brady;  (62)  State  Hwy.  186  between 

Zavalla  St.,  San  Antonio,  Tex.  78204.  Ap-  I.S.  35  near  Milford.  Raymondville  and  San  Perlita;  (63) 

plicant’s  representative: Austin L.  Hatch-  (31)  P.M.  Road  1431  between  Jones-  F.M.  Road  497  between  Port  Mansfield 
ell,  1102  Perry  Brooks  Bldg.,  Austin,  town  and  its  Intersection  with  U.S.  Hwy.  and  its  Intersection  with  State  Hwy.  186 
Tex.  78701.  Certificate  of  Public  Con-  183;  (32)  FAL  Road  1222  between  Ka-  near  San  Perlita;  (64)  State  Hwy.  342 
venience  and  Necessity  sought  to  operate  temcy  and  its  intersection  with  U.S.  Hwy.  and  U.S.  Hwy.  77  between  Red  Oak  and 
a  freight  service  as  follows:  Transporta-  87  and  U.S.  Hwy.  377;  (33)  F.M.  Road  the  intersection  of  U.S.  Hwy.  77  and  I.S. 
tion  of  (A)  General  commodities,  subject  471  between  Natalia  and  its  intersection  35;  (65)  P.M.  Road  106  between  Harligen 
to  the  following  restriction:  No  service  with  U.S.  Hwy.  90;  (34)  F.M.  Road  755  and  its  intersection  with  State  Hwy.  345 
shall  be  provided  in  the  transportation  between  Rio  Grande  City  and  Rachal;  east  of  Rio  Hondo;  (66)  State  Hwy.  345 
of  packages  or  articles  weighing  in  the  (35)  F.M.  Road  1017  between  La  Gloria  between  San  Benito  and  its  intersection 
aggregate  more  than  100  pounds  from  and  its  Intersection  with  U.S.  Hwy.  281;  with  F.M.  106  east  of  Rio  Hondo;  (67) 
one  consignor  at  one  location  to  one  con-  (36)  State  Hwy.  186  between  Raymond-  F.M.  Road  535  between  Cedar  Creek  and 
signee  at  one  location  on  any  one  day;  ville  and  its  intersection  with  U.S.  Hwy.  Rosanky. 

and  Motion  picture  films  and  theater  281;  (37)  F.M.  Road  1015  between  its  in-  (68)  State  Hwy  304  between  Gonzales 
supplies,  fiowers  and  potted  plants,  mag-  tersection  with  State  Hwy.  186  near  La-  and  its  intersection  with  State  Hwy  21 
azines  and  newspapers,  to  from  and  be-  sara  and  its  Intersection  with  F.M.  Road  and  State  Hwy  71  near  Bastrop;  (69) 
tween  all  points  along  the  routes  set  1422;  (38)  F.M.  Road  1422  and  F.M.  F.M.  Road  487  between  Florence  and 
forth  below,  with  service  to  all  inter-  Road  491  between  the  intersection  of  Bartlett;  (70)  F.M.  Road  1535  between 
mediate  points  unless  otherwise  speci-  F.M.  Road  1422  and  F.M.  Road  88  near  San  Antonio  and  ‘its  intersection  with 
fled:  (1)  F.M.  Road  1304  between  Aquilla  Monte  Alto  and  the  intersection  of  F.M.  F.M.  1604  near  Shavano  Park;  (71)  F.M. 
and  its  intersection  with  I.S.  35;  (2)  Road  491  and  U.S.  Hwy.  77  near  Lyford;  Road  1518  between  Schertz  and  Lytle; 
F.M.  Road  933  between  Whitney  and  (39)  U.S.  Hwy.  83  between  Uvalde  and  (72)  F.M.  Road  2241  between  Llano  and 
Waco;  (3)  F.M.  Road  510  between  its  Leakey;  (40)  State  Hwy.  127  between  Tow;  (73)  State  Hwy  261  between  Bluff- 
intersection  with  U.S.  77  B.R.  and  its  Sabinal  and  Concan;  (41)  F.M.  Road  337  ton  and  its  Intersection  with  State  Hwy 
intersection  with  State  Hwy  100,  near  between  Leakey  and  Camp  Wood;  (42)  29  near  Buchansm  Dam;  (74)  State  Hwy 

Port  Isabel;  (4)  F.M.  Road  580  between  U.S.  Hwy.  87  between  Fredericksburg  359  between  Mathis  and  Skidmore;  (75) 
San  Saba  and  Lampasas;  (5)  F.M.  Road  and  Mason;  (43)  F.M.  Road  1604  between  F.M.  Road  187  between  Sabinal  and 
501  and  F.M.  Road  581  between  Lometa  Somerset  and  its  intersection  with  I.S.  Utopia;  (76)  F.M.  Road  1050  between 
and  Pontotoc;  (6)  State  Hwy  22  between  10  east  of  San  Antonio;  (44)  State  Hwy.  Utopia  dnd  its  intersection  with  U.S. 
Laguna  Park  and  Frost;  (7)  F.M.  Road  218  between  its  Intersection  with  I.S.  35  Hwy  83;  (77)  F.M.  Road  972  between  its 
667  between  Italy  and  Frost;  (8)  State  and  its  intersection  with  F.M.  78  at  Ran-  intersection  with  I.S.  35  north  of  George- 
Hwy  72  between  Tilden  and  Three  dolph  Air  Force  Base;  (45)  FM.  973  be-  town  and  its  intersection  with  State  Hwy 
Rivers;  (9)  UH.  Hwy  83  and  State  Hwy  tween  its  intersection  with  U.S.  Hwy.  290  95  south  of  Bartlett;  (78)  P.M.  Road  971 

55  between  Uvalde  and  Rocksprings.  and  its  intersection  with  State  Hwy.  71  between  Granger  and  its  Intersection 

(10)  State  Hwy  21  between  its  inter-  near  Del  Valle;  (46)  State  Hwy.  80  be-  with  I.S.  35;  (79)  F.M.  Road  12  between 
section  with  State  Hwy  80  near  San  tween  San  Marcos  and  Luling;  (47)  F.M.  San  Marcos  and  Wimberley;  (80)  P.M. 
Marcos  and  its  intersection  with  State  Road  1346  between  San  Antonio  and  its  Road  2200  between  Devine  and  D’Hanls; 
Hwy  71;  (11)  State  Hwy  286  and  F.M.  intersection  with  U.S.  Hwy.  87  near  La  (81)  F.M.  Road  462  between  Hondo  and 
Road  70  between  Corpus  Christ!  and  the  Vemia;  (48)  State  Hwy.  142  between  Moore;  (82)  F.M.  Road  2114  between  La- 
intersection  of  F.M.  Road  70  and  U.S.  Martindale  and  Lockhart:  (49)  U.S.  Hwy.  guna  Park  and  West;  (83)  F.M.  Road 
Hwy  77;  (12)  State  Hwy  97  between  190  between  its  intersection  with  U.S.  1242  between  Bynum  and  its  intersection 
Jourdanton  and  Charlotte;  (13)  State  Hwy.  77  and  Heame,  excluding  General  with  I.S.  35;  (84)  State  Hwy  171  and 
Hwy  7  between  Kosse  and  its  intersection  Commodity  service  to  Heame  except  for  State  Hwy  14  between  CooUdge  and 
with  U.S.  Hwy  77;  (14)  State  Hwy  320  the  purpose  of  interline  with  other  Groesbeck,  excluding  service  to  any  in- 
between  its  Intersection  witii  State  Hwy  carriers.  term^diate  point;  (85)  F.M.  Road  107 

7  near  Chilton  and  its  intersection  with  (50)  U.S.  Hwy.  290  between  Elgin  and  between  its  intersection  with  I.S.  35  near 
State  Hwy  53;  (15)  State  Hwy  53  be-  Giddings,  Including  the  nearby  points  of  Eddy  and  its  Intersection  with  U.S.  Hwy 
tween  Temple  and  Rosebud;  (16)  F.M.  Butler  and  McDade;  (51)  F.M.  Road  86  77  near  Chilton;  (86)  State  Hwy  317  be- 

Road  140  between  Charlotte  and  Camp-  between  its  Intersection  with  U.S.  183  tween  Moody  and  Belton;  (87)  State 
bellton;  (17)  U.S.  Hwy  90  between  Del  near  Luling  and  its  intersection  with  F.M.  Hwy  36  between  Temple  and  its  intersec- 
Rlo  and  Sanderson;  (18)  State  Hwy  95  Road  near  Red  Rock;  (52)  F.M.  Road  20  tion  with  State  Hwy  317;  (99)  Alt.  U.S. 
between  Taylor  and  Elgin;  (19)  F.M.  between  Fentress  and  its  intersection  Hwy  90  between  Segidn  and  Belmont; 
Road  1854  between  its  intersection  with  with  State  Hwy.  71  near  Bastrop;  (53)  (89)  State  Hwy  97  between  Gonzales 

State  Hwy  21  near  Mendoza  and  its  in-  F.M.  Road  2028  between  Melvin  and  its  and  Waelder;  (90)  U.S.  Hwy  281  between 
tersection  with  F.M.  Road  20;  (20)  State  intersection  with  U.S.  Hwy.  87;  (54)  Johnson  City  and  its  Intersection  witii 
Hwy  31  between  Dawson  and  its  inter-  F.M.  Road  88  between  its  Intersection  State  Hwy  71  near  Marble  Palls;  (91) 
section  with  U.S.  Hwy  84;  (21)  State  Hwy  with  U.S.  Hwy.  281  near  Progresso  and  I  S.  10  between  KerrvUle  and  Comfort; 

9  and  I.S.  37  between  Mathis  and  Corpus  its  Intersection  with  State  Hwy.  186;  (92)  State  Hwy  107  between  Edinburg 

ChrlsU;  (22)  P.M.  Road  1021  and  F.M.  (55)  F.M.  Road  339  between  its  intersec-  and  Mission;  and  (93)  State  Hwy  80  be- 
Road  2644  between  Eagle  Pass  and  the  tion  with  F.M.  Road  308  near  Birome  and  tween  Luling  and  Belmont.  Applicant 
intersection  of  F.M.  Road  2644  and  U.S.  its  Intersection  with  State  Hwy.  164  east  proposes  to  coordinate  the  service  pro- 
Hwy  277  near  Carrizo  Springs;  (23)  F.M.  of  Mart;  (56)  State  Hwy.  9  between  its  POsed  above  with  service  now  performed 
Road  812  between  its  Intersection  with  intersection  with  U.S.  281  near  Three  under  existing  authority  and  to  interline 
U.S.  Hwy  183  near  Austin  and  Red  Rock;  Rivers  and  its  Intersection  with  U.S.  Hwy.  ^fh  other  carriers  at  appropriate  inter- 
(24)  State  Hwy  29  and  F.M.  Road  864  be-  59  east  of  George  West;  (57)  State  Hwy.  Ihie  points. 

tween  Menard  and  Fort  McKauett;  (25)  72  between  Kenedy  and  Three  Rivers;  (B)  Motion  picture  films  and  theater 

State  Hwy  97  and  State  Hwy  72  between  (58)  F.M.  Road  2114  between  West  and  supplies,  fiowers  and  potted  plants,  mag- 
Cotulla  and  the  intersection  of  State  Hwy  its  intersection  with  State  Hwy.  171  near  a,zines  and  newspapers  to,  from  and  be- 
72  and  State  Hwy  16  near  Tilden;  (26)  Hubbard;  (59)  FJM.  Road  1427  between  tw®en  all  points  along  the  routes  shown 
State  Hwy  123  between  Seguin  and  San  Penitas  and  its  intersection  vsrith  U.S.  below,  serving  all  intermediate  points 
Marcos:  (27)  State  Hwy  80  and  State  Hwy.  83;  (60)  F.M.  Road  1825  and  PM.  thereon  unless  otherwise  specified: 
Hwy  123  between  Nixon  and  Karnes  Rwid  685  between  the  intersection  of  PM.  (D  I-S.  35  between  Dallas  and  San 
City;  (28)  FM.  Road  493  between  its  1825  and  IH.  35  north  of  Austin  and  the  Antonio  (to  be  added  to  present  au- 
Intersection  with  State  Hwy  107  near  Intersection  of  P.M.  685  and  UJ5.  Hwy.  thorlty  over  UH.  Hwy  77  and  U£. 
Elsa  and  its  intersection  with  State  Hwy  79  near  Hutto;  (61)  State  Hwy.  71  be-  Hwy  81;  (2)  U.S.  Hwy  79  between 
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Hearne  and  Taylor;  (3)  U.S.  Hwy  183 
between  Austin  and  Qonzales;  (4)  State 
Hwy  80  and  State  Hwy  97  and  Alternate 
Route  U.S.  Hwy  90  between  Nixon  and 
Gonzales;  (5)  F.M.  Road  881  between 
Sinton  and  Rockport;  (6)  F.M.  Road 
136  between  Woodsboro  and  its  inter¬ 
section  with  F.M.  Road  881;  (7)  U.S. 
Hwy  183  between  Lampasas  and  its  in¬ 
tersection  with  State  Hwy  29  near  Lib¬ 
erty  Hill  (8)  State  Hwy  29  between  Llano 
and  Mason;  (9)  State  Hwy  71  between 
its  intersection  with  U.S.  Hwy  281  and 
Llano;  (10)  State  Hwy  361  between 
Gregory  and  Port  Aransas;  (11)  U.S. 
Hwy  77  between  Waco  and  Victoria;  (12) 
State  Hwy  39  between  Hunt  and  Ingram; 
(13)  State  Hwy  48,  F.M.  Road  1792  and 
State  Hwy  100  between  Brownsville  and 
Port  Isabel;  (14)  State  Hwy  100  between 
Port  Isabel  and  its  intersection  with 
U.S.  Hwys  83  and  77  near  Olmito;  (15) 
U.S.  Hwy  281,  between  Pharr  and 
Brownsville,  including  Hidalgo;  (16) 
F.M.  Road  133  between  Artesia  Wells 
and  its  intersection  with  U.S.  Hwy  83 
near  Catarina;  (17)  F.M.  Road  190  be¬ 
tween  Asherton  and  Brundage;  (18) 
F.M.  Road  649  between  Mirando  City 
and  its  intersection  with  State  Hwy  359; 

(19)  F.M.  Road  1518  between  Elmendorf 
and  its  Intersecticm  with  U.S.  Hwy  181; 

(20)  F.M.  Road  1123  and  F.M.  Road  436 
between  Belton  and  Heidenheimer,  via 
Little  River. 

(21)  U.S.  Hwy  190  and  State  Hwy  36 
between  Cameron  and  Temple;  (22)  F.M. 
Road  967  between  Buda  and  its  intersec¬ 
tion  with  I.S.  35;  (23)  F.M.  Road  1786 
between  its  intersection  with  U.S.  Hwy 
79  and  Alcoa;  (24)  F.M.  Road  1786  and 
F.M.  Road  2116  between  Alcoa  and  Rock¬ 
dale;  (25)  State  Hwy  173  between  Jour- 
danton  and  its  intersection  with  State 
Hwy  16  near  Kerrville;  (26)  State  Hwy 
97  between  Pleasanton  and  its  intersec¬ 
tion  with  U.S.  Hwy  87  near  Stockdale; 
(27)  State  Hwy  46  between  Seguin  and 
its  Intersection  with  State  Hwy  16  near 
Pipe  Creek;  (28)  State  Hwy  202  and 
UB.  Hwys  77 A  and  183  between  BeevUle 
and  Refugio;  (29)  U.S.  Hwy  290  between 
Fredericksburg  and  its  intersection  with 
State  Hwy  27;  (30)  U.S.  Hwy  290  between 
Austin  and  Johnson  City;  (31)  State  Hwy 
71  between  Austin  and  its  intersection 
with  U.S.  Hwy  281  near  Marble  Falls; 
(32)  UB.  Hwy  83  between  Brownsville 
and  Mission;  (33)  U.S.  Hwy  77  between 
Harligen  and  San  Benito;  and  (34)  U.S. 
Hwy  281  between  Edinburg  and  Pharr; 
and  (35)  U.S.  Hwy  84  and  P.M.  Road  73 
between  Waco  and  Coolidge. 

(C)  Motion  picture  films  and  theater 
supplies,  fiowers  and  potted  plants,  and 
magazines  to,  from  and  between  all 
points  along  the  routes  shown  below 
serving  all  intermediate  points  thereon 
unless  otherwise  specified;  (1)  State  Hwy 
16  between  Kerr^Ue  and  San  Antonio; 
(2)  -I.S.  10  between  Kerrville  and  San 
Antonio  (added  to  present  authority  over 
State  Hwy  27  and  U.S.  Hwy  87);  (3) 
U.S.  Hwy  83  between  Catarina  and  La¬ 
redo;  (4)  UB,  Hwy  83  between  Rio 
Grande  C^ty  and  Mission,  including  the 
nearby  points  of  Grulla,  Sullivan  City, 


Los  Ebanos,  and  La  Joya;  (5)  State  Hwy 
16  between  San  Antonio  and  Poteet  ;  and 
(6)  State  Hwy  16  between  Jourdanton 
and  Freer;  and  (7)  State  Hwy  27,  I.S. 

10  and  U.S.  Hwy  290  between  Comfort 
and  Junction. 

(D)  Motion  picture  films  and  theater 
supplies  and  magazines  to,  from  and  be¬ 
tween  all  points  along  the  routes  shown 
below,  serving  all  intermediate  points 
thereon  unless  otherwise  specified:  (1) 
U.S.  Hwy  90  between  Seguin  and  Luling, 

(2)  I.S.  10  between  San  Antonio  and 
Houston  (added  to  present  authority  over 
U.S.  Hwy  90  between  San  Antonio  and 
Seguin,  U.S.  Hwy  90  between  Luling  and 
Houston,  alternate  authority  over  U.S. 
Hwy  90  between  Seguin  and  Luling,  and 
application  immediately  above) ;  and  (3) 
State  Hwy  44  between  Robstown  and 
Alice. 

(E)  Flowers  and  potted  plants,  maga¬ 
zines  and  newspapers  to,  from,  and  be¬ 
tween  all  points  along  the  routes  shown 
below,  serving  all  intermediate  points 
thereon  unless  otherwise  specified:  (1) 
State  Hwy  123  between  Seguin  and 
Stockdale;  and  (2)  U.S.  Hwy  87  between 
San  Antonio  and  Nixon. 

(F)  Flowers,  potted  plants  and  news¬ 
papers  to,  from,  and  between  all  points 
along  the  routes  shown  below,  serving 
all  intermediate  points  thereon  unless 
otherwise  specified;  (1)  U.S.  Hwy  90  be¬ 
tween  Seguin  and  Luling;  (2)  U.S.  Hwy 
90  betweenr  Waelder  and  Houston;  (3) 
I.S.  10  between  San  Antonio  and  Hous¬ 
ton  (added  to  present  authority  and  that 
requested  immediately  above  over  U.S. 
Hwy  90) ;  (4)  U.S.  Hwy  181  between  San 
Antonio  and  Corpus  Christi;  (5)  State 
Hwy  35  between  Gregory  and  Fulton; 
(6)  State  Hwy  44  between  Corpus  Christi 
and  Alice;  (7)  U.S.  Hwy  77  between  Vic¬ 
toria  and  Brownsville;  (8)  State  Hwy 
141  between  Kingsville  and  its  intersec¬ 
tion  with  U.S.  Hwy  281;  (9)  U.S.  Hwy 
281  between  Alice  and  Edinburg;  (10) 
U.S.  Hwy  59  between  Victoria  and  Hous¬ 
ton;  (11)  U.S.  Hwy  83  between  Harlingen 
and  Mission;  and  (12)  State  Hwy  107 
between  Combes  and  Edinburg. 

(G)  Newspapers  to,  from,  and  between 
all  points  along  the  routes  shown  be¬ 
low.  serving  all  intermediate  points 
thereon  unless  otherwise  specified:  (1) 
U.S.  ^wy  290  between  Johnson  City  and 
Fredericksburg;  (2)  State  Hwy  16  be¬ 
tween  Fredericksbxu-g  and  San  Antonio; 
(3)  State  Hwy  27,  I.S.  10  and  U.S.  Hwy 
290  between  Comfort  and  Junction;  (4) 
U.S.  Hwy  87  and  I.S.  10  between  Fred¬ 
ericksburg  and  San  Antonio;  (5)  U.S. 
Hwy  90  between  San  Antonio  and  Del 
Rio;  (6)  U.S.  Hwy  277  between  Del  Rio 
and  Carrizo  Springs;  (7)  U.S.  Hwy  83 
between  Catarina  and  Mission,  includ¬ 
ing  the  nearby  points  of  Grulla,  Sullivan 
City,  Los  Abanos,  and  La  Joya;  (8)  State 
Hwy  85  between  Carizo  Springs  and  Dil- 
ley;  (9)  F.M.  Road  65  between  Crystal 
City  and  Brundage;  (10)  State  Hwy  6 
between  Waco  and  Hearne,  via  Marlin 
and  Calvert;  (11)  State  Hwy  164  be¬ 
tween  Waco  and  Groesbeck,  via  Mart; 
(12)  State  Hwy  14  between  Groesbeck 
and  its  intersection  with  State  Hwy  6 


south  of  Bremond;  (13)  F.M.  Road  107 
between  Moody  and  Eddy;  (14)  State 
Hwy  16  between  San  Antonio  and  Freer; 
and  (15)  U.S.  Hwy  87  between  Nixon 
and  Victoria,  serving  only  the  inter¬ 
mediate  points  of  Smiley  and  Westoff. 
Applicant  proposes  to  coordinate  the 
service  proposed  in  (B),  (C),  (D),  (E), 
.(F)^-and  (G)  with  service  presently  be¬ 
ing  performed  under  existing  authorities 
and  to  interline  with  other  carriers  at 
appropriate  interline  points. 

(H)  Applicant  further  proposes  to  de¬ 
lete  the  restrictions  presently  contained 
on  Page  3  and  Page  5  of  Applicant’s  cer¬ 
tificate,  and  substitute,  in  lieu  thereof, 
the  restrictions  contained  below. 

(I)  No  service  shall  be  rendered  on 
any  shipments  originating  in  Houston 
and  destined  to  Victoria,  or  any  inter¬ 
mediate  point  located  on  U.S.  Hwy  59 
between  Victoria  and  Houston;  nor  on 
shipments  originating  at  Victoria  des¬ 
tined  to  Houston,  or  any  intermediate 
point  located  on  U  S.  Hwy  59  between 
Victoria  and  Houston;  nor  on  shipments 
originating  at  any  intermediate  point 
located  on  U.S.  Hwy  between  Victoria 
and  Houston  destined  to  Houston,  Vic¬ 
toria,  or  any  other  intermediate  point 
along  said  route.  (2)  No  service  shall  be 
rendered  on  shipments  of  general  com¬ 
modities  as  described  herein  moving  to, 
from,  or  between  the  following  named 
towns:  Brownsville,  Olmito,  San  Benito, 
McAllen,  Pharr,  Alamo,  Donna,  Weslaco, 
Mercedes,  LaFeria,  San  Juan,  and  Mis¬ 
sion.  (3)  No  service  shall  be  rendered  on 
shipments  of  general  commodities  as  de¬ 
scribed  herein  moving  between  Harligen 
and  Edinburg.  (4)  The  holder  of  this  au¬ 
thority  is  prohibited  from  serving  La- 
Grange,  Hallettsville,  or  any  intermedi¬ 
ate  point  on  U.S.  Hwy  77  between  Schu- 
lenburg  and  Victoria.  (5)  The  holder  of 
this  authority  is  prohibited  from  serving 
Hearne  in  the  transportation  of  General 
Commodities  as  described  herein  except 
for  the  purpose  of  interline  with  other 
carriers.  (6)  The  holder  of  this  authority 
shall  operate  with  closed  doors  in  the 
transportation  of  Motion  Picture  films 
and  theater  supplies  between  Refugio 
and  Houston,  Texas,  and  is  prohibited 
from  transporting  films  originating  in 
Dallas,  Texas  over  the  route  between 
Houston  and  Refugio,  and  vice  versa. 

(7)  The  carrier  is  prohibited  from 
transporting  magazines  to  or  from  Hous¬ 
ton,  Corpus  Christi,  Robstown,  Sinton, 
Odem,  Woodsboro,  and  Refugio  except  in 
interline  service  with  Bluebonnet  Ex¬ 
press,  Inc.  (8)  In  the  transportation  of 
Motion  picture  films  and  theater  sup¬ 
plies,  the  holder  of  this  authority  shall 
operate  with  closed  doors  between  Wael¬ 
der  and  Houston,  serving  Waelder  and 
Hoiiston  in  both  directions.  (9)  The 
holder  of  this  authority  is  prohibited 
from  transporting  Motion  picture  films 
and  theater  supplies,  fiowers  and  potted 
plants,  and  magazines  to  or  from  La- 
Grange,  Schulenburg,  Victoria,  or  any 
intermediate  point  between  Schulen¬ 
burg  and  Victoria;  and  (10)  The  holder 
of  this  authority  is  prohibited  from 
transporting  Motion  picture  films  origl- 
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nating  in  Dallas  moving  through  Hous¬ 
ton  to  any  point  served  by  the  holder 
hereof  and  vice  versa,  and  prohibited 
from  transporting  Motion  picture  films 
originating  at  Houston  destined  to  Vic¬ 
toria  or  vice  versa. 

Note. — The  purpose  of  this  correction  is  to; 
(1)  indicate  I.S.  37,  under  (A)  (21);  (2)  in¬ 
dicate  Concan  under  (A)  (40);  (3)  indicate 
U.S.  Highway  69  under  (H)(1),  line  7;  and 
(4)  Indicate  Odesn,  Tex.  under  (H)(7),  line 
2.  Intrastate,  Interstate  and  foreign  com¬ 
merce  authority  sought.  Hearing:  Date,  time, 
and  place  will  be  scheduled  approximately  30 
days  after  publication  in  the  Federal  Regis¬ 
ter.  Requests  for  procedural  information 
should  be  addressed  to  the  Railroad  Com¬ 
mission  of  Texas,  CapitiA  Station,  P.O. 
Drawer  12967,  Austin,  Tex.  78711  and  should 
not  be  directed  to  the  Interstate  Commerce 
Commission. 

By  the  Commission. 

[seal!  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.75-25472  Filed  9-23-75;8:45  am] 


[Notice  No.  11] 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

September  19,  1975. 

Tlie  following  letter-notices  of  propos¬ 
als  (except  as  otherwise  specifically 
noted,  each  applicant  states  ^at  there 
will  be  no  significant  effect  on  the  quality 
of  the  human  environment  resulting 
from  approval  of  Its  application) ,  to  op¬ 
erate  over  deviation  routes  for  operating 
convenience  only  have  been  filed  with 
the  Interstate  Commerce  Commission 
under  the  Commission’s  Revised  Devia¬ 
tion  Rules — ^Motor  Carriers  of  Passen¬ 
gers,  1969  (49  C.P.R.  1042.2(c)(9))  and 
notice  thereof  to  all  interested  persons  is 
hereby  given  as  provided  in  such  rules 
(49C.F.R.  1042.2(c)(9)). 

Protests  against  the  use  of  any  pro¬ 
posed  deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com¬ 
merce  Commission  in  the  manner  and 
form  provided  in  such  rules  (49  C.P.R. 
1042.2(c)(9))  at  any  time,  but  will  not 
operate  to  stay  commencement  of  the 
proi>osed  operations  unless  filed  within 
'  30  days  from  the  date  of  publication. 
Successively  filed  letter-notices  of  the 
same  carrier  imder  the  Commission’s 
Revised  Deviation  Rules — Motor  Carriers 
of  Property,  1969,  will  be  numbered  con¬ 
secutively  for  convenience  In  identifica¬ 
tion  and  protests,  if  any,  should  refer  to 
such  letter-notices  by  number. 

Motor  Carriers  of  Passengers 

No.  MC  1515  (Deviation  No.  637), 
GREYHOUND  LINES,  INC.,  Greyhound 
Tower,  Phoenix,  Ariz.  8507'7,  filed  Sep¬ 
tember  9,  1975.  Carrier  proposes  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  of  passengers  and  their  baggage, 
and  express  and  newspapers  in  the  same 
vehicle  with  passengers,  over  a  deviation 
route  as  follows:  Prom  Pasadena,  Calif., 
over  Interstate  Highway  210  to  junction 
Interstate  Highway  10,  and  return  over 
the  same  route  for  operating  convenience 
only.  The  notice  indicates  that  the  car¬ 


rier  is  presently  authorized  to  transport 
passengers  and  the  same  property,  over 
a  pertinait  service  route  as  follows: 
Prom  Pasadena,  Calif.,  over  unnumbered 
highway  to  jvmction  Pigueroa  St., 
thence  over,  Pigueroa  St.,  to  Los  An¬ 
geles,  Calif.,  thence  over  Interstate  High¬ 
way  10  to  junction  Interstate  Highway 
210  and  return  over  the  same  route. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.75-25473  FUed  9-23-75;8:45  am] 


[Notice  No.  34] 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

September  19, 1975. 

The  following  letter-notices  of  pro¬ 
posals  (except  as  otherwise  specifically 
noted,  each  applicant  states  ^at  there 
will  be  no  significant  effect  on  the  qual¬ 
ity  of  the  human  environment  resulting 
from  approval  of  its  application),  to 
operate  over  deviation  routes  for  op¬ 
erating  convenience  only  have  been  filed 
with  the  Interstate  Commerce  Commis¬ 
sion  imder  the  Commission’s  Revised  De¬ 
viation  Rules — Motor  Carriers  of  Prop¬ 
erty.  1969  (49  C.P.R.  1042.4(c)  (11) )  and 
notice  thereof  to  all  interested  persons  is 
hereby  given  as  provided  in  such  rules 
(49  C.P.R.  1042.4(c)  (ID). 

Protests  against  the  use  of  any  pro¬ 
posed  deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com¬ 
merce  Commission  in  the  manner  and 
form  provided  in  such  rules  (49  C.P.R. 
1042.4(c)  (12) )  at  any  time,  but  will  not 
operate  to  stay  commencement  of  the 
prop>osed  operations  unless  filed  within 
30  days  from  the  date  of  publication. 

Successively  filed  letter-notices  of  the 
same  carrier  under  the  Commission’s  Re¬ 
vised  Deviation  Rules — Motor  Carriers 
of  Property,  1969,  will  be  numbered  con¬ 
secutively  for  convenience  in  identifica¬ 
tion  and  protests,  if  any,  should  refer 
to  such  letter-notices  by  number. 

Motor  Carriers  op  Property 

No.  MC  200  (Deviation  No.  29) .  RISS 
INTERNA’nONAL  CORPORAnON, 
P.O.  Box  2809,  Kansas  City,  Mo.  ^142, 
filed  September  5, 1975.  Carrier  proposes 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with 
certain  exceptions,  over  a  deviation  route 
as  follows:  Prom  EfiBngham,  Ill.,  over  In¬ 
terstate  Highway  57  to  junction  Inter¬ 
state  Highway  55,  thence  over  Interstate 
Highway  55  to  junction  Interstate  High¬ 
way  40.  thence  over  Interstate  Highway 
40  to  Little  Rock,  Ark.,  thence  over  Inter¬ 
state*  Highway  30  to  D^^Uas,  Tex.,  and 
return  over  the  same  route  for  operating 
convenience  only.  ’The  notice  indicates 
that  the  carrier  is  presently  authorized 
to  transport  the  same  commodities  over 
a  pertinent  service  route  as  follows:  Prom 
EfOngham,  HI.,  over  U.S.  Highway  40  to 
St.  Louis,  Mo.,  thence  over  U.S.  Highway 
66  to  Vlnlta,  Okla.,  thence  over  U.S. 
Highway  69  to  Atoka,  Okla.,  thence  over 


U.S.  Highway  75  to  Dallas,  Tex.,  and  re¬ 
turn  over  the  same  route. 

No.  MC  200  (Deviation  No.  30) ,  RISS 
INTERNATIONAL  (X)RP0RAT10N, 
P.O.  Box  2809,  Kansas  City,  Mo.  64142, 
filed  September  5, 1975.  Carrier  proposes 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with 
certain  exceptions,  over  a  deviation  route 
as  follows:  Prom  Columbus,  Ohio  over 
Interstate  Highway  71  to  Louisville,  Ky., 
thence  over  Interstate  Highway  65  to 
Nashville,  Term.,  thence  over  Interstate 
Highway  40  to  Little  Rock,  Ark.,  thence 
over  Interstate  Highway  30  to  Dallas, 
Tex.,  and  return  over  the  same  route  for 
operating  convenience  only.  The  notice 
indicates  that  the  carrier  is  presently 
authorized  to  transport  the  same  com¬ 
modities  over  a  pertinent  service  route 
as  follows:  Prom  Columbus,  Ohio  over 
U.S.  Highway  40  to  St.  Louis,  Mo.,  thence 
over  U.S.  Highway  66  to  Vinita,  Okla., 
thence  over  U.S.  Highway  69  to  Atoka, 
Okla.,  thence  over  U.S.  Highway  75  to 
Dallas,  Tex.,  and  return  over  the  same 
route. 

No.  MC  200  (Deviation  No.  31) ,  RISS 
INTERNATIONAL  CORPORATION, 
P.O.  Box  2809,  Kansas  City,  Mo.  64142, 
filed  September  9,  1975.  Carrier  proposes 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  of  general  commodities,  with 
certain  exceptions,  over  a  deviation  route 
as  follows:  From  Louisville,  Ky.,  over 
Interstate  Highway  64  to  St.  Louis,  Mo., 
and  return  over  the  same  route  for  oper¬ 
ating  convenience  only.  The  notice  in¬ 
dicates  that  the  carrier  is  presently  au¬ 
thorized  to  transport  the  same  com¬ 
modities  over  a  pertinent  service  route 
as  follows:  Prom  Louisville,  Ky.,  over 
U.S.  Highway  150  to  Shoals,  Ind.,  thence 
over  U.S.  Highway  50  to  St.  Louis,  Mo., 
and  return  over  the  same  route. 

No.  MC  10343  (Deviation  No.  20), 
CHURCHILL  ’TRUCK  LINES,  INC., 
Highway  36  West,  ChUlicothe,  Mo.  64601, 
filed  September  10,  1975.  Carrier  pro¬ 
poses  to  operate  as  a  common  carrier, 
by  motor  vehicle,  of  general  commodi¬ 
ties,  with  certain  exceptions,  over  devia¬ 
tion  routes  as  follows:  (1)  Prom  Spring- 
field,  Mo.,  over  Interstate  Highway  44 
to  junction  Interstate  Highway  55. 
thence  over  Interstate  Highway  55  to 
junction  Illinois  Highway  59,  thence  over 
Illinois  Highway  59  to  junction  U.S. 
Highway  30,  thence  over  U.S.  Highway 
30  to  Aurora,  HI.;  (2)  from  Springfield, 
Mo.,  over  Interstate  Highway  44  to  junc¬ 
tion  Interstate  Highway  55,  thence  over 
Interstate  Highway  55  to  Chicago,  HI.; 
and  (3)  from  Springfield,  Mo.,  over  In¬ 
terstate  Highway  44  to  junction  Inter¬ 
state  Highway  55,  thence  over  Interstate 
Highway  55  to  junction  U.S.  Highway  51, 
thence  over  U.S.  Highway  51  to  Rock¬ 
ford,  HI.,  and  return  over  the  same 
routes  for  operating  convenience  only. 
The  notice  indicates  that  the  carrier  is 
presently  authorized  to  transport  the 
same  commodities,  over  pertinent  serv¬ 
ice  routes  as  follows:  (1)  Prom  Spring- 
field,  Mo.,  over  U.S.  Highway  65  to  junc¬ 
tion  U.S.  Highway  36,  thence  over  U.S. 
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Highway  36  to  junction  U.S.  Highway 
68,  thence  over  U.S.  Highway  66  to  junc¬ 
tion  Illinois  Highway  47,  thence  over 
Illinois  Highway  47  to  junction  U.S, 
Highway  34,  thence  over  U.S.  Highway 
34  to  junction  Illinois  Highway  31,  thence 
over  Illinois  Highway  31  to  Aurora,  HI. 

No.  MC  10343  (Deviation  No.  20), 
CHURCHILL  TRUCK  LINES,  INC., 
Highway  36  West,  Chillicothe,  Mo.  64601, 
filed  September  10, 1975.  Carrier  proposes 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with  cer¬ 
tain  exceptions,  over  deviation  routes  as 
follows:  (1)  From  Springfield,  Mo.,  over 
Interstate  Highway  44  to  junction  Inter¬ 
state  Highway  5S,  thence  over  Interstate 
Highway  55  to  junction  Illinois  Highway 
59,  toence  over  Illinois  Highway  59  to 
jimction  U.S.  Highway  30,  thence  over 
U.S,  Highway  30  to  Aurora,  HI.;  (2)  from 
Springfield,  Mo.,  over  Interstate  High¬ 
way  44  to  junction  Interstate  Highway 
55,  thence  over  Interstate  Highway  55  to 
Chicago,  HI.;  and  (3)  from  Springfield, 
Mo.,  over  Interstate  Highway  44  to  junc¬ 
tion  Interstate  Highway  55,  thence  over 
Interstate  Highway  55  to  junction  U.S. 
Highway  51,  thence  over  U.S.  Highway 
51  to  Rockford,  Ill.,  and  return  over  the 
same  routes  for  operating  convenience 
only.  The  notice  indicates  that  the  car¬ 
rier  is  presently  authorized  to  transport 
the  same  commodities,  over  pertinent 
service  routes  as  follows:  (1)  Prom 
Springfield,  Mo.,  over  U.S.  Highway  65  to 
junction  U.S.  Highway  36,  thence  over 
U.S.  Highway  36  to  junction  U.S.  High¬ 
way  66,  thence  over  U.S.  Highway  66  to 
junction  Illinois  Highway  47,  thence  over 
Illinois  Highway  47  to  junction  U.S. 
Highway  34,  thence  over  U.S.  Highway 
34  to  junction  Illinois  Highway  31,  thence 
over  Illinois  Highway  31  to  Aurora,  HI.; 
(2)  from  Springfield,  Mo.,  over  U.S, 
Highway  65  to  junction  U.S.  Highway  36, 
thence  over  U.S.  Highway  36  to  junction 
U.S.  Highway  66,  thence  over  U.S.  High¬ 
way  66  to  Chicago,  HI.;  and  (3)  from 
Springfield,  Mo.,  over  U.S.  Highway  65  to 
jimction  U.S.  Highway  36,  thence  over 
U.S.  Highway  36  to  junction  U.S.  High¬ 
way  24,  thence  over  U.S.  Highway  24  to 
junction  Illinois  Highway  96,  thence  over 
Illinois  Highway  96  to  Hamilton,  HI., 
thence  across  the  Mississippi  River  to 
U.S.  Highway  61,  thence  over  U.S.  High¬ 
way  61  to  junction  U.S.  Highway  6, 
thence  over  U.S.  Highway  6  to  junction 
Illinois  Highway  92,  thence  over  Illi¬ 
nois  Highway  92  to  junction  Illinois 
Highway  2,  thence  over  Illinois  Highway 
2  to  Rockford,  Ill.,  and  return  over  the 
same  routes. 

No.  MC  111231  (Deviation  No.  41), 
JONES  TRUCK  LINES,  INC.,  610  E. 
Emma  Ave.,  Springdale,  Ark,  72764,  filed 
September  8,  1975.  Carrier’s  represent¬ 
ative:  Kim  D.  Marm,  702  World  Center 
Bldg.,  918  Sixteenth  St.  NW.,  Washing¬ 
ton,  D.C.  20006.  Carrier  proposes  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  of  general  commodities,  with  cer¬ 
tain  exceptions,  over  a  deviation  route 
as  follows:  Prom  Kansas  City,  Mo.,  over 
U.S.  Highway  24  to  junction  U.S.  High¬ 


way  66  to  Chenoa,  HI.,  and  return  over 
the  same  route  for  operating  conven¬ 
ience  only.  Ihe  notice  indicates  that  the 
carrier  is  presentiy  authorized  to  trans¬ 
port  the  same  commodities  over  a  per¬ 
tinent  service  route  as  follows:  From 
Kansas  City,  Mo.,  over  U.S.  Highway  71 
to  Carthage,  Mo.,  thence  over  U.S.  High¬ 
way  68  to  junction  U.S.  Highway  24,  and 
return  over  the  same  route. 

No.  MC  111231  (Deviation  No.  42), 
JONES  TRUCK  LINES,  INC.,  610  E. 
Emma  Ave.,  Springdale.  Ark.  72764,  filed 
September  8,  1975.  Carrier’s  represent¬ 
ative:  Kim  D.  Mann,  702  World  Center 
Bldg.,  918  Sixteenth  St.  NW.,  Washing¬ 
ton,  D.C.  20006.  Carrier  proposes  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with 
certain  exceptions,  over  deviation  routes 
-as  follows:  (1)  From  Wichita,  Kansas 
over  Interstate  Highway  35  to  Kansas 
City,  Mo.;  and  (2)  from  Wichita,  Kans., 
over  Interstate  Highway  35  to  Emporia, 
Kans.,  thence  over  U.S.  Highway  50  to 
Ottawa,  Kans.,  thence  over  Interstate 
Highway  35  to  Kansas  City,  Mo.,  and 
return  over  the  same  rout^  for  oper¬ 
ating  convenience  only.  The  notice  in¬ 
dicates  that  the  carrier  is  presently  au¬ 
thorized  to  transport  the  same  commodi¬ 
ties  over  a  pertinent  service  route  as 
follows:  Prom  Wichita,  Kans.,  over  U.S. 
Highway  54  to  Fort  Soott,  Kans.,  thence 
over  U.S.  Highway  69  to  Kansas  City, 
Mo.,  and  return  over  the  same  route. 

By  the  Commission. 

[SEAL]  Robert  L.  Oswald, 

Secretary. 

[PR  Dcx:.75-25471  Filed  9-23-75;8:46  am] 
[Notice  No.  75] 

MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER  PROCEEDINGS 

September  19, 1975. 

The  following  publications  Include 
motor  carrier,  water  carrier,  broker, 
freight  forwarder  and  rail  proceedings 
indexed  as  follows:  (1)  Grants  of  au¬ 
thority  requiring  republication  prior  to 
certification;  (2)  notices  of  filing  of 
petitions  for  modification  of  existing  au¬ 
thorities;  (3)  new  operating  right’s  ap¬ 
plications  directly  related  to  and  proc¬ 
essed  on  a  consolidated  record  with 
finance  applications  filed  under  sections 
5(2)  and  212(b) ;  (4)  notices  of  filing 
of  Sections  5(2)  and  210a(b)  finance 
applications;  and  (5)  notices  of  filing  of 
section  212(b)  transfer  applications. 

Each  applicant  (except  as  otherwise 
specifically  noted)  states  that  there  will 
be  no  significant  effect  on  the  quality 
of  the  human  environment  resulting 
from  approval  of  its  application  in  com¬ 
pliance  with  the  requirements  of  49 
C.F.R.  5  1100.250. 

Protests  to  the  granting  of  the  re¬ 
quested  authority  must  be  filed  with  the 
Commission  within  30  days  after  the  date 
of  this  Federal  Register  notice  (unless 
otherwise  specified).  Failure  seasonably 
to  file  a  protest  will  be  construed  as  a 
waiver  of  opposition  and  participation  in 


the  proceeding.  A  protest  should  comply 
with  section  247(d)  or  section  240(c)  as 
appropriate  of  the  Commission’s  General 
Rules  of  Practice  which  requires  that  it 
set  forth  specifically  the  grounds  upon 
which  It  is  made,  contain  a  detailed 
statement  of  Protestant's  interest  in  the 
proceeding  (including  a  copy  of  the  spe¬ 
cific  portions  of  its  authority  which  pro- 
testant  believes  to  be  in  conflict  with  that 
sought  in  the  application,  and  a  detailed 
description  of  the  method — whether  by 
joinder,  interline,  or  other  means — by 
which  Protestant  would  use  such  author¬ 
ity  to  provide  all  or  part  of  the  service 
proposed) ,  and  shall  specify  with  particT- 
ularity  the  facts,  matters,  and  things  re¬ 
lied  upon,  but  shall  not  include  issues  or 
allegations  phrased  generally.  Protests 
not  in  reasonable  compliance  with  the 
requlTMnents  of  the  rides  may  be  re¬ 
jected.  The  original  and  one  (1)  copy  of 
the  protest  (except  for  petitions  and  Fi¬ 
nance  Dockets  under  Ride  40  requiring 
the  original  and  six  (6)  copies  of  the  pro¬ 
test)  shad  be  filed  with  the  Commission, 
and  a  copy  shall  be  served  concurrently 
upon  applicant’s  or  petitioner’s  repre¬ 
sentative,  or  applicant  or  petitioner  if  no 
representative  is  named.  If  the  protest 
includes  a  request  for  oral  hearing,  such 
requests  shall  meet  the  requirements  of 
section  247(d)  (4)  or  section  240(c)  (4)  of 
the  special  rules,  and  shall  include  the 
certification  required  therein. 

Nos.  MC  2002  and  (Sub-No.  9)  (notice 
of  filing  of  petition  to  modify  certifi¬ 
cates),  filed  July  31,  1975.  Petitioner: 
PHILIPP  TRANSIT  LINES,  INC.,  1804- 
12  East  5th  Street,  P.O.  Box  358,  Wash¬ 
ington,  Mo.  63090.  Petitioner’s  Repre¬ 
sentative:  Warren  H.  Sapp.  Suite  910 
Farifax  Building,  101  West  Eleventh 
Street,  Kansas  City,  Mo.  64105.  Petitioner 
holds  motor  common  carrier  certificates 
in  Nos.  MC  2002  and  (Sub-No.  9) ,  issued 
December  12, 1955  and  May  21, 1971,  re¬ 
spectively,  authorizing  transportation,  as 
pertinent,  over  regular  routes,  in  MC 
2002,  of  General  commodities  (except 
those  of  unusual  value.  Class  A  and  B  ex¬ 
plosives,  household  goods  as  defined  by 
the  Commission,  commodities  in  bulk, 
and  those  requiring  special  equipment) : 
(1)  Between  Washington,  Mo.,  and  Kan¬ 
sas  City,  Mo.,  serving  the  intermediate 
points  of  Marthasville  and  Warrenton, 
Mo.,  and  the  off-route  point  of  Dutzow. 
Mo.,  from  Washington  over  Missouri 
Highway  47  to  Warrenton,  Mo.,  thence 
over  U.S.  Highway  40  to  Kansas  City, 
and  return  over  the  same  route;  (2)  be¬ 
tween  Washington,  Mo.,  and  Kansas 
City,  Mo.,  serving  the  intermediate 
points  of  Hermann  and  New  Haven,  Mo., 
from  Washington  over  Missouri  Highway 
100  to  Hermann,  Mo.,  thence  over  Mis¬ 
souri  Highway  19  to  Drake,  Mo.,  thence 
over  U.S.  Highway  50  to  Kansas  City,  and 
return  over  the  same  route;  (3)  between 
Warrenton,  Mo.,  and  Hannibal,  Mo., 
serving  no  intermediate  points  and  serv¬ 
ing  Hannibal  for  the  purpose  of  Inter¬ 
change  only,  from  Warrenton  over  Mis¬ 
souri  Highway  47  to  Troy,  Mo.,  thence 
over  U.S.  Highway  61  to  Hannibal,  and 
return  over  the  same  route. 
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(4)  Between  Washington,  Mo.,  and 
St.  Clair,  Mo.,  serving  the  Intermediate 
point  of  Union,  Mo.,  from  Washington 
over  Missouri  Highway  47  to  St.  Clair, 
and  return  over  the  same  route,  with 
routes  (1)  through  (4)  above,  both  In¬ 
clusive,  restricted  against  tacking  or 
joinder  with  any  other  authority  held 
by  carrier  for  the  piirpose  of  providing 
a  through  service  between  Kansas  City, 
Mo.-Kans.,  and  points  in  the  commercial 
zone  thereof,  and  Hannibal,  Mo.,  on  the 
one  hand,  and,  on  the  other,  St.  Louis, 
Mo.,  and  points  in  the  commercial  zone 
thereof;  and  in  MC  2002  (Sub-No.  9) ,  of 
General  commodities  (except  those  of 
unusual  value,  classes  A  and  B  explosives, 
household  goods  as  defined  by  the  Com¬ 
mission,  commodities  in  bulk,  commod¬ 
ities  requiring  special  equipment,  and 
those  injurious  or  contaminating  to  other 
lading) :  (1)  Between  Union,  Mo.,  and 
St.  Louis,  Mo.,  and  the  intermediate  and 
oCE-route  points  of  The  Diamonds,  Gray 
Summit,  Hollow,  Pond,  Grover,  EUisville, 
Ballwin,  Manchester,  and  Villa  Ridge, 
Mo.,  from  Union  over  U.S.  Highway  50 
to  St.  Louis,  and  return  over  the  same 
route;  and  (2)  between  Sullivan,  Mo., 
and  St.  Louis,  Mo.,  and  the  intermediate 
points  of  Stanton  and  St.  Clair,  Mo., 
from  Sullivan  over  U.S.  Highway  66  to 
jimctlon  U.S.  Highway  50,  thence  over 
U.S.  Highway  50  to  St.  Louis,  and  return 
over  the  same  route. 

By  the  instant  petition,  petitioner 
seeks  to  delete  that  part  of  the  re¬ 
striction  in  MC  2002  prohibiting  the 
carrier  from  providing  a  through  serv¬ 
ice  between  Kansas  City,  Mo.-Kans., 
and  points  in  the  commercial  zone 
thereof,  on  the  one  hand,  and,  on  the 
other,  St.  Louis,  Mo.;  or,  in  the  alterna¬ 
tive,  to  modify  its  authority  in  MC  2002 
(Sub-No.  9)  by  addir^  the  following 
phrase:  The  authority  granted  herein 
may  be  tacked  and  joined  with  routes 
(1)  through  (4)  contained  in  carrier’s 
certificate  MC  2002  to  provide  a  through 
service  between  Kansas  City,  Mo.-Kans., 
and  points  in  the  commercial  zone  there¬ 
of,  on  the  one  hand,  and,  on  the  other, 
St.  Louis,  Mo.,  and  points  in  the  com¬ 
mercial  zone  thereof,  regardless  of  the 
restriction  contained  in  said  certificate. 
Any  interested  person  or  persons  desir¬ 
ing  to  participate  may  file  an  original 
and  six  copies  of  his  written  representa¬ 
tions,  views  or  argiunents  in  support  of 
or  against  the  petition  within  30  days 
from  the  date  of  publication  in  the  Fed¬ 
eral  Register. 

No.  MC  6516  and  (Sub-No.  2)  (Notice 
of  fiUng  of  petition  to  modify  commodity 
descriptions),  filed  September  5,  1975. 
Petitioner:  TRIBORO  TRUCKING, 

INC.,  200  Raymond  Boulevard,  Newark, 
N.J.  07105.  Petitioner’s  representative: 
Robert  B.  Pepper,  168  Woodbrldge 
Avenue,  Highland  Park,  N.J.  08904.  Peti¬ 
tioner  holds  motor  common  carrier  cer¬ 
tificates  in  No.  MC  6516  and  (Sub-No.  2), 
issued  March  8, 1968,  and  June  18,  1969, 
respectively,  authorizing  transportation, 
as  pertinent,  over  Irregular  routes,  in  MC 
6516,  of  Food  products,  oil.  seed,  cocoa- 
nuts,  arabic  and  karaya  gum,  paint  ma¬ 
terial.  enamel,  lacquer,  varnish,  stain. 


paint,  varnish  remover,  and  printing 
paper,  between  New  Yo:^  N.Y.,  on  the 
one  hand,  and,  on  the  other,  points  in 
New  Jersey  within  20  miles  of  City  Hall, 
New  York,  N.Y.;  and  in  MC  6516  (Sub- 
No.  2),  of  (1)  Grease,  soap,  oil,  paint, 
varnish,  disinfectant,  and  water  proofing 
material,  from  Belleville,  N.J.,  to  points 
in  Hudson,  Essex,  Union,  and  Passaic 
Counties,  N.J.,  that  part  of  Connecticut 
west  of  the  Connecticut  River,  those  in 
that  part  of  New  York  on  and  south  of 
a  line  beginning  at  the  Connecticut-New 
York  State  line  and  extending  along  U.S. 
Highway  6  to  junction  New  York  High¬ 
way  17M  near  Central  Valley,  N.Y., 
thence  along  New  York  Highway  17M  to 
junction  U.S.  Highway  6  near  Goshen, 
N.Y.,  thence  along  U.S.  Highway  6  to  the 
New  York-Pennsylvania  State  line,  and 
those  in  that  pait  of  Pennsylvania  east 
of  a  line  beginning  at  Lewisville,  Pa.  and 
extending  northerly  through  Parkers¬ 
burg,  Reading,  Hazleton,  Tunkhannock, 
and  Montrose,  Pa.,  to  the  Pennsylvania- 
New  York  State  line,  including  the  points 
specified;  and  (2)  Such  above-specified 
commodities  as  are  damaged  or  refused, 
and  empty  containers  therefor,  from 
points  in  the  above-specified  destination 
territory,  to  Belleville,  N.J. 

By  the  Instant  petition,  petitioner 
seeks  to  delete  oil  from  the  above  de¬ 
scribed  commodity  descriptions,  and  to 
substitute  oil  products  in  lieu  thereof. 
Any  interested  person  or  persons  desir¬ 
ing  to  participate  may  file  an  original 
and  six  copies  of  his  written  representa¬ 
tions,  views  or  argiunents  in  support  of 
or  against  the  petition  within  30  days 
from  the  date  of  publication  in  the  Fed¬ 
eral  Register. 

No.  MC  108651  and  (Sub-No.  19)  (No¬ 
tice  of  Filing  of  Petition  to  Modify  Cer¬ 
tificates),  filed  September  3,  1975.  Peti¬ 
tioner:  ROY  B.  MOORE,  INC.,  233  WU- 
cox  Drive,  P.O.  Box  628,  Kingsport,  Tenn. 
37662.  Petitioner’s  representative:  Daniel 
H.  Moore  (same  address  as  petitioner). 
Petitioner  holds  motor  common  carrier 
certificates  in  No.  MC  108651  and  (Sub- 
No.  19)  >  issued  August  22, 1957,  and  June 
13,  1975,  respectively,  authorizing  trans¬ 
portation,  as  pertinent,  over  irregular 
routes,  in  MC  108651,  of  General  Com¬ 
modities  (except  those  of  imusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  and  those  requiring 
special  equipment).  Between  Kingsport, 
Tenn.,  and  Rochester,  N.Y.;  and  in  MC 
108651  (Sub-No.  19),  of  General  com¬ 
modities  (except  those  of  imusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission,  com¬ 
modities  in  bulk;  and  those  requiring  spe¬ 
cial  equipment) ,  Between  Kingsport, 
Tenn.,  and  Buffalo,  N.Y.,  restricted 
against  tacking  or  joinder  with  carrier’s 
other  irregular  route  authority  unless 
specifically  authorized  therein.  By  the 
instant  petition,  petitioner  seeks  to 
eliminate  the  restriction  against  tacking 
or  joinder  contained  in  MC  108651  (Sub- 
No.  19) ,  and  to  add  authority  to  tack  or 
join  the  above  described  authority  in  MC 
108651  with  its  other  irregular  route  au¬ 
thority  held  in  MC  108651  and  subs  there¬ 


under,  to  enable  carrier  to  perform  the 
following  operations  by  tacking  at  Kings¬ 
port,  Tenn.:  (1)  General  commodities 
(except  those  of  unusual  value.  Classes  A 
and  B  explosives,  household  goods  as  de¬ 
fined  by  the  CJommission,  commodities 
in  bulk,  and  those  requiring  special 
equipment) :  (a)  Between  Rochester, 
N.Y.  and  Greenland,  Tenn.  (b)  Between 
Rochester,  N.Y.  and  New  Canton,  Tenn.; 
(c)  Between  Buffalo,  N.Y.  and  Green¬ 
land,  Tenn.:  and  (d)  Between  Bjiffalo, 
N.Y.  and  New  Canton,  Tenn. 

(2)  Cotton  textiles,  from  Ware  Shoals, 
Spartanburg,  Greenwood,  Buffalo, 
Greenville,  Inman,  Enoree,  Gaffney,  An¬ 
derson,  Lancaster,  Rock  Hill,  Darlington 
and  cninton,  S.C.,  and  Lumberton,  Rock¬ 
ingham,  and  Winston-Salem,  N.C.,  to 
Buffalo  and  Rochester,  N.Y.,  and  Green¬ 
land  and  New  Canton,  Tenn.;  (3)  Paper 
cones,  tubes,  bobbins,  and  spool  heads. 
Between  Hartsville,  S.C.,  and  Rocking¬ 
ham,  N.C.,  on  the  one  hand,  and,  on  the 
other,  Buffalo  and  Rochester,  N.Y.  and 
Greenland  and  New  Canton,  Tenn.;  (4) 
Acids,  From  Buffalo  and  Rochester,  N.Y., 
and  Greneland  and  New  Canton,  Tenn., 
to  Taylors,  S.C.;  (5)  Industrial  alcohol, 
from  Buffalo  and  Rochester,  N.Y.,  and 
Greenland  and  New  Canton,  Tenn.,  to 
Charlotte,  N.C.;  (6)  Yarns  and  staple 
fibre,  from  Buffalo  and  Rochester,  N.Y., 
and  Greenland  and  New  (Canton,  Tenn., 
to  Greenville,  Laurens,  Taylor  and  An¬ 
derson,  S.C.,  and  Spindale,  Shelby, 
Cramerton,  Caroleen,  Red  Springs, 
Drexel,  Heldebran,  Thomasville,  Dur¬ 
ham,  Hickory,  High  Point,  Greensboro, 
Burlington,  and  Spray,  N.C.;  and  (7) 
Paper  products  and  pulpboard  products. 
From  Rockingham,  N.C.  and  Hartsville, 
S.C.,  to  Buffalo  and  Rochester,  N.Y.  Any 
interested  person  or  persons  desiring  to 
participate  may  file  an  original  and  six 
copies  of  his  written  representations. 
Views  or  arguments  in  support  of  or 
against  the  petition  within  30  days  from 
the  date  of  publication  in  the  Federal 
Register. 

Nos.  MC  124117  and  (Sub-Nos.  1  and  4) 
(Notice  of  Filing  of  Petition  To  Modify 
Certificates),  filed  September  2,  1975. 
Petitioner:  EARL  FREEMAN,  doing 
business  as,  MID-TENN  EXPRESS,  Box 
101,  Eagleville,  Tenn.  37060.  Petitioner’s 
representative:  Robert  L.  Baker,  618 
Hamilton  Bank  Building,  Nashville, 
Tenn.  37219.  Petitioner  holds  motor 
common  carrier  certificates  in  Nos.  MC 
124117  and  (Sub-Nos.  1  and  4),  issued 
July  6, 1962,  February  27, 1963,  and  Octo¬ 
ber  28,  1970,  respectively,  authorizing 
transportation,  over  irregular  routes,  in 
MC  124117  of  Malt  beverages  and  related 
advertising  materials,  from  St.  Louis, 
Mo.,  Peoria,  HI.,  Louisville,  Ky.,  and  De¬ 
troit,  Mich.,  to  points  in  that  part  of 
Tennessee  on  and  west  of  U.S.  Highway 
27  and  east  of  the  western  traversal  of 
the  Tennessee  River  (except  Nashville 
and  Chattanooga,  Tenn.,  and  their  com¬ 
mercial  zones) ;  in  MC  124117  (Sub-No. 
1),  of  Malt  beverages  and  related  adver¬ 
tising  materials,  from  Milwaukee,  Wis., 
and  Evansville,  Ind.,  to  points  in  Ten¬ 
nessee  on  and  west  of  U.S.  Highway  27 
and  east  of  the  western  traversal  of  the 
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Tennessee  River  (except  Nashville  and 
Chattanooga,  Tenn^  and  their  cominer- 
cial  zones) ;  and  in  MC  124117  (Sub-No. 

4) ,  of  Malt  beverages  and  related  adver¬ 
tising  materials: 

(a)  Prom  Winston-Salem,  N.C„  to 
points  in  that  part  of  Tennessee  west  of 
Interstate  Highway  24  and  east  of  the 
Tennessee  River;  (b)  from  Perry,  CJa., 
to  Cookeville,  Tenn.,  and  to  points  in 
that  part  of  Tennessee  west  of  Interstate 
Highway  24  and  east  of  the  Tennessee 
River,  with  operations  authorized  under 
the  commodity  description  above  re¬ 
stricted  against  service  at  Chattanooga 
and  Nashville,  Tenn.,  and  points  in  their 
respective  commercial  zones  as  defined 
by  the  Commission;  and  (c)  From  St 
Joseph,  Mo.,  and  Newport  Ky.,  to  points 
in  that  part  of  Tennessee  on  and  west  of 
UH.  Highway  27  and  east  of  the  Tennes¬ 
see  River.  By  the  Instant  petition,  peti¬ 
tioner  seeks  (1)  to  eliminate  the  restric¬ 
tion  “except  Nashville  and  Chattanooga, 
Tenn.,  and  tiielr  commercltd  zones”  from 
MC  124117  and  MC  124117  (Sub-No.  1) ; 
(2)  to  eliminate  the  restriction  against 
service  at  Chattanooga  and  Nashville, 
Tenn.,  and  points  in  their  respective 
commercial  zones,  in  MC  124117  (Sub-No. 
4) ;  and  (3)  to  substitute  points  in  Hous¬ 
ton  County,  Ga.  as  the  origin  in  lieu  of 
Perry,  Ga.  in  paragrimh  (b)  of  MC 
124117  (Sub-No.  4).  Any  Interested  per¬ 
son  or  persons  dedrlng  to  participate 
may  file  an  original  and  six  copies  of  his 
written  representations,  views  or  argu¬ 
ments  in  support  of  or  against  the  peti¬ 
tion  within  30  days  from  the  date  of  pub¬ 
lication  in  the  Fsdxral  Reqistek. 

No.  MC  129973  (Sub-No.  14)  (Notice  of 
Filing  of  Petition  To  Modify  Restriction) , 
filed  September  4,  1975.  Petitioner: 
FIELD  MARKETING  SERVK^,  INC., 
241  Fifth  Street,  Cambridge,  Mass.  02412. 
Petitioner’s  representative:  William  J. 
Llppman,  1819  H  Street  NW.,  Washing¬ 
ton,  D.C.  20006.  Petitioner  holds  a  motor 
contract  carrier  permit  in  No.  MC 
129973  (Sub-No.  14) ,  issued  July  17, 1975, 
authorizing  transportation,  over  irregu¬ 
lar  routes,  of  such  merchandise,  equip¬ 
ment,  and  supplies  as  are  sold,  \ised  or 
distributed  by  a  manufacturer  of  house¬ 
hold  products,  between  points  in  Nor¬ 
folk,  Suffolk,  and  Middlesex  Counties, 
Mass.,  on  the  one  hand,  and,  on  the  other, 
points  in  Massachusetts,  restricted 
agrainst  the  transportation  of  packages 
weighing  more  than  50  pounds,  under  a 
continuing  contract  or  contracts  with 
Amway  Corporation.  By  the  Instant  peti¬ 
tion,  petitioner  seeks  to  modify  the  weight 
restriction  in  the  above  described  author¬ 
ity  so  as  to  read,  “restricted  against  the 
transportation  in  one  shipment  of  pack¬ 
ages  which  in  the  aggregate  average 
more  than  50  pounds,”  or,  in  the  alter¬ 
native,  that  the  restriction  be  dieted  in 
its  entirety.  Any  interested  person  or  po:- 
sons  desiring  to  participate  may  file  an 
original  and  six  copies  of  his  written 
representations,  views  or  arguments  in 
support  of  or  against  the  petition,  within 
30  days  from  the  date  of  publication  in 
the  Federal  Register. 


No.  MC  134404  (Sub-No.  5)  (Notice  of 
Filing  of  Petition  To  Modify  Commodity 
Description),  filed  September  8,  1975. 
Petition^*:  AMI31ICAN  TRANS- 

FREIGHT,  INC.,  P.O.  Box  499,  South 
Bound  Brook,  NJT.  08880.  Petitioner’s 
representative:  Bert  Collins,  Suite  6193, 

5  World  Trade  Center,  New  York,  N.Y. 
10048.  Petitioner  holds  a  motor  contract 
carrier  permit  in  No.  MC  134404  (Sub- 
No.  5),  issued  July  11,  1974,  authorizing 
transportatkm,  over  irregular  routes,  of 
Cleaning  products,  nutritional  foods  and 
related  articles,  and  materials,  supplies 
and  equipment  used  in  the  manufacture, 
distribution  or  sale  of  the  above  com¬ 
modities  (except  in  bulk) :  (1)  From  East 
Stroudsburg,  Pa.,  to  Saylesville,  R.L,  Syr¬ 
acuse,  N.Y.,  and  lUchmond,  Va.;  and  (2) 
from  Urbana,  Ohio,  and  Franklin,  Ky., 
to  Atlanta,  Ga.,  Detroit,  Mich.,  East 
Stroudsburg,  Pa.,  Jacksonville,  Fla., 
Richmond,  Va.,  Saylesville,  RJ.,  and 
Syracuse,  N.Y.,  under  a  continuing  con¬ 
tract  or  contracts  with  the  Drackett 
Products  Company,  a  divisimi  of  Bristol 
Myers,  of  (Cincinnati,  Ohio.  By  the  in¬ 
stant  petition,  petitioner  seeks  to  add 
Toilet  preparations  as  an  additional 
commodl^  authorized  to  be  transported 
under  the  above  described  permit  Any 
Interested  person  or  persons  desiring  to 
participate  may  file  an  original  and  six 
copies  of  his  written  representations, 
views  or  arguments  In  simport  (ff  or 
against  the  petition  within  30  days  from 
the  date  of  publication  in  the  Federal 
Register. 

No.  MC  135760  (Sub-No.  10)  (Notice 
of  Filing  of  Petition  To  Modify  Permit) , 
filed  September  8,  1975.  Petitioner: 
COAST  REFRIGERATED  TRUCKING 
CO.,  me.,  P.O.  Box  188,  HoUy  Ridge, 
N.C.  28445.  Petltimer’s  representative: 
Herbert  Alan  Dubin,  1819  H  Street  NW., 
Washington,  D.C.  20006.  Petitioner  holds 
a  motor  contract  carrier  permit  in  No. 
MC  135760  (Sub-No.  10),  Issued  May  21. 
1975  authorizing  transportation,  over  ir¬ 
regular  routes,  of  Pork  products,  in  ve¬ 
hicles  equipped  witii  mechanical  refrig¬ 
eration:  (1)  nmn  Detroit  and  Grand 
Rapids,  Mich.,  to  points  in  and  east  ot 
Michigan,  Wisconsin,  Illinois,  Kentucky, 
Tennessee,  and  Mississippi;  and  (2) 
Prom  Detroit  and  Gnmd  Rapids,  Mich., 
to  points  in  California  and  Washington, 
under  a  continuing  contract  or  contracts 
with  Frederick  &  Herrud,  me.,  of  Detroit, 
Mich.,  on  its  behalf  and  on  behalf  of 
its  subsidiaries,  Herrud  &  Ctompany,  and 
Herrud  Smoked  Meats,  me.  By  the  in¬ 
stant  petition,  petitioner  se^s  to  modify 
the  authority  in  tiie  above  described 
permit  so  as  to  read.  Pork  products,  in 
vehicles  equipped  with  mechanical  re¬ 
frigeration,  or  in  bulk,  in  tank  vehicles. 
The  rest  of  the  permit  will  remain  the 
same.  Any  Interested  person  or  persons 
desiring  to  participate  may  ffle  an  origi¬ 
nal  and  six  copies  of  his  written  repre¬ 
sentations,  views  or  argxunents  in  sup¬ 
port  of  or  against  tiie  petition  within 
30  days  from  the  date  of  publication  in 
the  Federal  Rbgistr. 

No.MC-F-12610  (Correction)  (MILLER 
TRANSPORTERS,  mC.— PURCHASE 


(PORTION)— BULK  TRANSPORT, 

me.) ,  published  in  the  August  27,  1975, 
issue  of  the  Federal  Rxgistee  on  page 
38226.  Prior  notice  should  be  modified 
to  exclude  the  phrase  “fnmi  New  Or¬ 
leans.  La.,”  from  the  commodity  imder 
cement  in  bulk. 

No.  MC-P-12632.  Authority  sought  for 
control  and  merger  by  OGDEN  ft  MOF¬ 
FETT  COMPANY.  1515  Busha  Highway, 
Marysville,  MI  48084,  of  HCXDKER  MO- 
TGR  FREIGHT,  mc..  1545  Buchanan 
Ave.,  S.W.,  Grand  Rapids,  MI  49502,  and 
for  acquisition  by  NEIL  M.  BCARSHALL 
m,  LAWRENCE  D.  GAZDECKI,  IRVm 
R  KARON.  AND  LLOYD  J.  LEPIEN,  all 
of  6465  Wyoming  Ave.,  Deaihom,  MI 
48126,  and  CARL  P.  STOLIKER,  AND 
ALBERT  H.  McNASH,  of  Marysville. 
MI  48084,  of  control  of  HCK>KER  MO¬ 
TOR  FREIGHT,  me.,  through  the  ac¬ 
quisition  by  (XIDEN  ft  MOFFETT  CX>M- 
PANY.  Applicants*  attorneys:  Waltn*  N. 
Bieneman,  100  W.  Long  Lake  Rd.,  Suite 
102,  Bloomfield  Hills,  MI  48013,  and 
David  Axelrod,  39  8.  LaSalle  St.,  Chi¬ 
cago,  Hi  60603.  Operating  rights  sought 
to  be  controlled:  Under  certificates  of 
registration  in  Docket  No.  MC  121260 
(Sub-No.  1),  Docket  NO.  MC  121260 
(Sub-No.  2),  and  Docket  No.  MC  121260 
(Sub-5),  covering  the  transportation  of 
freight;  and  Docket  No.  MC  121260 
(Sub-No.  3)  and  IXM^ei  No.  MC  121260 
(Sifi>-No.  4) ,  covering  the  transpovtatlon 
of  general  commodities,  as  common  car- 
riois,  in  Interstate  commerce,  within  the 
State  of  Michigan.  Vendee  le  authoriaed 
to  operate  as  a  common  carrier  in  Mich¬ 
igan.  mdiana,  Ohio,  and  Illinois.  Appli¬ 
cation  has  not  been  filed  for  temporary 
authority  under  section  210a(b) . 

No.  MC  F  12633.  Authority  sought  for 
purchase  by  EAGLE  FCX)D6,  mc.,  do¬ 
ing  business  as  RUTHERFORD’S,  P.O. 
Box  8,  New  Britain.  PA  18901,  of  a  por¬ 
tion  of  the  operating  rights  C’BNTURY 
EXPRESS,  LTD.,  OPERATOR  OP 
LANSDALK  TRANSPORTA’ITON  CO., 
me.,  300  S.  Centre  St.,  PottsvUle,  PA 
17901,  and  for  acquisition  by  PAUL  J. 
KEATmo,  also  of  New  Britedn,  PA 
18901,  of  control  of  such  rights  tiirough 
the  purchase.  Applicants’  attorney  and 
representative:  Maxwell  A.  Howell, 
Suite  1120,  Investment  Bldg.,  1511  K  St.. 
N.W.,  Washington,  DC  20005,  and  Ken¬ 
neth  R  Davis,  121  8.  Bfain  St.,  Taylor, 
PA  18517.  Operating  rl^ts  soui^t  to  be 
transferred:  General  commodities,  ex¬ 
cepting  among  others,  class  A  and  B 
explosives,  household  goods,  and  com¬ 
modities  in  bulk,  as  a  common  carrier 
over  regular  routes,  between  Philadel¬ 
phia,  Pa.,  and  Quakertown,  Pa.,  serving 
all  intermediate  points,  the  off-route 
point  of  Camden.  N.J.,  and 'all  points  in 
Pennsylvania  within  five  miles  of  route 
as  described;  general  commodities,  ex¬ 
cepting  among  others,  livestock,  class  A 
and  B  explosives,  household  goods,  and 
commodities  in  bulk,  over  irregular 
routes,  between  Philadelphia,  Pa.,  on 
the  one  hand,  and,  on  the  other,  points 
in  Pennsylvania  bounded  by  a  line  be¬ 
ginning  at  New  Hope,  Pa.,  and  extending 
along  U.S.  Highway  202  to  Norristown, 
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Pa.,  thence  along  U.S.  Highway  422  to 
Philadelphia,  Pa.,  and  thence  sdong  the 
Delaware  River  to  Point  of  beginning, 
including  points  on  the  indicated  por> 
tions  of  the  highways  specified.  Vendee 
is  authorized  to  operate  as  a  common 
carrier  in  New  Jersey  and  Pennsylvania. 
Application  has  been  filed  for  temporary 
authority  under  section  210a (b). 

No.  MC  F  12634.  Authority  sought  for 
pmtshase  by  FORBES  REFRIGERATED 
TRANSPORT,  INC.,  2001  Charleston 
Rd.,  Wilson,  NC  27893,  of  the  operating 
rights  and  property  of  POLAR  TRANS¬ 
PORT,  INC.,  P.O.  Box  1696,  and  for  ac¬ 
quisition  by  B.  J.  FORBES,  JR.,  also  of 
WUson,  NC  27893,  of  control  of  such 
rights  and  property  through  the  pur¬ 
chase.  Applicants’  attorney:  David  H. 
Permar,  P.O.  Box  527,  Raleigh,  NC 
27602.  Operating  rights  sought  to  be 
transferred:  Under  a  certificate  of  regis¬ 
tration,  In  Docket  No.  MC  120530  (Sub- 
No.  2),  covering  the  transportation  of 
solid  refrigerated  products,  as  a  com¬ 
mon  carrier,  in  Interstate  commerce, 
within  the  State  of  N(»th  Carolina. 
Vendee  Is  authorized  to  <H>erate  as  a 
common  carrier  in  Connecticut,  Dela¬ 
ware,  Maryland,  Massachiisetts,  New 
Jersey,  New  York,  North  Carolina,  South 
Carolina,  Pennsylvania,  Tennessee,  Vir¬ 
ginia,  West  Virginia,  and  the  District  of 
Columbia.  Application  has  not  been  filed 
for  temporary  authority  under  section 
210a(b). 

No,  MC-F-12635,  Authority  sought  for 
purchase  by  OLD  COLONY  TRANS¬ 
PORTATION  CO.,  INC.,  676  Dartmouth 
St^  So.  Dartmouth,  MA  02748,  of  the 
operating  rights  and  property  of 
CHAMPAGNE  MOTOR  EXPRESS, 
INC.,  349  Lee  St.,  Watertown,  NY  13601, 
and  for  acquisition  by  GEORGE  VI- 
GEANT,  6  Stetson  St.,  New  Bedford,  MA 
02740,  and  GEORGE  VIGEANT,  JR., 
908  Russells  Mills  Rd.,  So.  Dartmouth, 
MA  02748,  of  control  of  such  rights  and 
property  through  the  purchase.  Appli¬ 
cants’  attorney:  Louis  A.  Perras,  Jr., 
also  of  So.  Dartmouth,  MA  02748.  Op¬ 
erating  rights  sought  to  be  transferred: 
Under  a  certificate  of  registration.  In 
Docket  No.  MC  96926  (Sub-No.  1) ,  cov¬ 
ering  the  transportation  of  general  com¬ 
modities,  as  a  common  carrier,  in  inter¬ 
state  commerce,  within  the  State  of  New 
York.  Vendee  is  authorized  to  operate  as 
a  common  carrier  in  Massachusetts, 
Maine,  Connecticut,  New  Jersey,  New 
Hmnpshlre,  Vermont,  New  York,  and 
Rhode  Island.  Application  has  been  filed 
for  temporary  authority  under  section 
210a(b). 

Notk.— MC  106051  (Sub-No.  49),  is  a  mat¬ 
ter  directly  related. 

No.  MC-P-12636.  Authority  sought  for 
purchase  by  HREBAR  TRUCKING, 
INC.,  Route  No.  1,  Box  82,  Caledonia, 
WI  53108,  of  the  operating  rights  of 
HILLVIEW  SAND  &  GRAVEL  COR¬ 
PORATION,  5013  West  State  Street, 
Milwaukee,  WI  53208,  and  for  acquisi¬ 
tion  by  LEO  HRIBAR,  Route  No.  1,  Box 
70,  Caledonia,  WI  53108,  of  control  of 
such  rights  through  the  purchase.  Ap¬ 


plicants’  attorney:  Frank  M.  Coyne,  25 
West  Main  St.,  Madison,  WI  53703.  Op-  - 
erating  rights  sought  to  be  transferred: 
Rock  salt.  In  bulk,  as  a  common  carrier 
over  irregular  routes,  between  Milwau¬ 
kee,  Wis.,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Illinois  on 
and  north  of  U.S.  Highway  6,  and  a 
point  in  Illinois  on  Calumet  Expressway 
two  miles  south  of  U.S.  Highway  6  at  the 
junction  of  167th  Street  and  Van  Damm 
Road.  Vendee  is  authorized  to  operate 
as  a  common  carrier  in  Wisconsin,  Illi¬ 
nois,  Indiana,  Michigan,  Minnesota,  and 
Iowa.  Application  has  not  been  filed  for 
temporary  authority  under  section  210a 
(b). 

No.  MC-F-12637.  Authority  sought  for 
merger  by  DAHLEN  TRANSPORT  OP 
IOWA,  INC.,  1680  Fourth  Ave.,  Newport, 
MN  55055,  of  the  operating  rights  and 
property  of  DAHLEN  TRANSPORT, 
INC.,  also  of  Newport,  MN  55055,  and  for 
acquisition  by  JOHN  W.  DAHLEN,  of 
control  of  such  rights  and  property 
through  the  transaction.  Applicants’ 
representative  and  attorney:  Joseph  A. 
Eschenbacher,  Jr.,  of  Newport,  MN  55055, 
and  Leonard  A.  Jaskiewicz,  1730  M  St., 
N.W.,  Washington,  DC  20036.  Specified 
commoditi^.  as  a  common  carrier  over 
irregular  routes,  from,  to,  and  between 
specified  points  in  Minnesota,  Wisconsin, 
North  Dakota,  Iowa,  Illinois,  Nebraska, 
South  Dakota,  Michigan,  and  New  Jer¬ 
sey,  with  certain  restrictions,  as  more 
specifically  described  In  Docket  No.  MC 
113410  and  Sub-numbers  thereunder. 
This  notice  does  not  pmport  to  be  a  com¬ 
plete  description  of  all  of  the  operating 
rights  of  the  carrier  Involved.  The  fore¬ 
going  summary  is  believed  to  be  sufficient 
for  purposes  of  public  notice  regarding 
the  nature  and  extent  of  this  carrier’s 
operating  rights,  without  stating,  in  full, 
the  entirety,  thereof.  DAHLEN  TRANS¬ 
PORT  OP  IOWA,  INC.,  is  authorized  to 
operate  as  a  common  carrier  in  Alabama, 
Arkansas,  Colorado,  Connecticut,  Dela¬ 
ware,  Florida,  Georgia,  Illinois,  Indiana, 
Iowa,  Kansas,  Kentucky,  Louisiana, 
Maine,  Maryland,  Massachusetts,  Mich¬ 
igan,  Minnesota,  Mississippi,  Missouri, 
Nebraska,  New  Hampshire,  New  Jersey, 
New  York,  North  Carolina,  North  Da¬ 
kota,  Ohio,  Oklahoma,  Pennsylvania, 
Rhode  Island,  South  Carolina,  South  Da¬ 
kota,  Tennessee,  Vermont,  Virginia,  West 
A^ginla,  VHsconsln,  Wyoming,  and  the 
District  of  Columbia.  Application  has  not 
been  filed  for  temporary  authority  un¬ 
der  section  210a(b). 

Note. — ^Pursuant  to  order  dated  June  27, 
1957,  In  MC-P-6554,  Transferee  acquired  con¬ 
trol  of  Transferor. 

No.  MC-P-12638.  Authority  sought  for 
purchase  by  JACKSON  AND  JOHNSON, 
INC.,  Route  3,  Savannah,  NY  14614,  of  a 
portion  of  the  operating  rights  of  BEV¬ 
ERAGE  TRANSPORT,  INC.,  Bankrupt 
James  B.  Doyle,  Trustee,  45  Exchange 
St.,  (Room  629),  Rochester,  NY  14614, 
and  for  acquisition  by  JOHN  W.  JACK- 
SON,  also  of  Savannah,  NY  14614,  of 
control  of  such  rights  through  the  pur¬ 
chase.  Applicants’  attorney:  Norman  M. 
Pinsky,  345  S.  Warren  St.,  Syracuse,  NY 


13202.  Operating  rights  sought  to  be 
transferred:  Malt  beverages,  as  a  com¬ 
mon  carrier  over  irregular  routes,  from 
Newark,  N.J.,  to  Auburn,  Buffalo,  Ge¬ 
neva,  Hornell,  Olean,  Rochester,  and 
Waterloo,  N.Y,;  and  malt  beverages,  in 
containers,  from  Newark,  N.J.,  to  Ba¬ 
tavia,  Canandaigua,  Lakeville,  Niagara 
Falls,  and  West  Falls,  N.Y.,  and  return 
with  empty  malt  beverage  containers: 
foodstuffs  (except  frozen  foods  and  com¬ 
modities  in  bulk,  in  tank  vehicles) ,  from 
Egypt,  Rushville,  Red  Creek,  and  Water¬ 
loo,  N.Y.,  to  points  in  Bergen,  Essex,  Hud¬ 
son,  Middlesex,  Morris,  Passaic,  ^mer- 
set,  and  Union  Counties,  N.J.,  from  Wa¬ 
terloo,  N.Y.,  to  New  York,  N.Y.,  and  to 
points  in  Westchester,  Nassau,  and  Suf¬ 
folk  Counties,  N.Y.  Vendee  is  authorized 
to  operate  as  a  common  carrier  in  New 
York,  New  Jersey,  Delaware,  Connecti¬ 
cut,  Maine,  Maryland,  Massachusetts, 
New  Hampshire,  North  Carolina,  Ohio, 
Pennsylvania,  Rhode  Island,  Vermont, 
Virginia,  and  the  District  of  Columbia. 
Application  has  been  filed  for  temporary 
authority  under  section  210a  (b). 

By  the  Commission. 

[SEAL]  Robert  L.  'Oswald, 

Secretary. 

[FR  Doc.75-26470  Filed  9-23-76;8;45  am] 


[Notice  No.  83] 

MOTOR  CARRIER  BOARD  TRANSFER 
PROCEEDINGS 

September  24,  1975. 

Synopses  of  orders  entered  by  the 
Motor  Carrier  Board  of  the  Commission 
pursuant  to  Sections  212(b) ,  206(a) ,  211, 
312(b),  and  410(g)  of  the  Interstate 
Commerce  Act,  and  rules  and  regulations 
prescribed  thereunder  (49  C.P.R.  Part 
1132) ,  appear  below: 

Each  application  (except  as  otherwise 
specifically  noted)  filed  after  March  27, 
1972,  contains  a  statement  by  applicants 
that  there  wlU  be  no  significant  effect 
on  the  quality  of  the  hiunan  environment 
resulting  from  approval  of  the  applica¬ 
tion.  As  provided  in  the  Commission’s 
Special  Rules  of  Practice  any  interested 
person  may  file  a  petition  seeking  recon¬ 
sideration  of  the  following  numbered 
proceedings  on  or  before  October  14, 
1975.  Pursuant  to  Section  17(8)  of  the 
Interstate  Commerce  Act,  the  filing  of 
such  a  petition  will  postpone  the  effec¬ 
tive  date  of  the  order  in  that  proceed¬ 
ing  pending  its  disposition.  The  matters 
relied  upon  by  petitioners  must  be  spec¬ 
ified  in  their  petitions  with  particularity. 

No.  MC-FC-75760.  By  order  of  Sep¬ 
tember  11,  1975,  Division  3  approved  the 
transfer  to  J.T.L.,  Inc.,  Greenville,  Rhode 
Island,  of  Permit  No.  MC  119552  and 
(Sub-Nos.  2  and  3),  Issued  July  25, 1961, 
July  7,  1967  and  February  27,  1969,  re- 
si>ectively,  to  R.  J.  Snow  &  Son,  Inc.,  Har¬ 
mony,  Rhode  Island,  authorizing  the 
transportation  of  general  commodities, 
with  the  usual  exceptions,  between  Dex¬ 
ter,  Mo.  and  Greenville,  Ohio  and  spec¬ 
ified  points  in  Rhode  Island,  Connecti¬ 
cut,  Illinois,  Indiana,  Maryland,  Mas- 
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sachusetts.  New  Jersey,  New  York,  Ohio, 
and  Pennsylvania;  and  specified  com¬ 
modities,  betweoi  specified  points  In 
Ohio,  Rhode  Island.  Connecticut,  Mas¬ 
sachusetts,  and  New  York.  Ronald  N. 
Cobert,  Esquire  and  Robert  L.  Cope, 
Esquire,  1730  M  Street.  NW.,  Washing¬ 
ton,  D.C.  20036,  attorneys  for  transferee. 

No.  MC-PC-76046.  By  order  entered 
September  18,  1975,  the  Motor  Carrier 
Board  approved  the  transfer  to  L  J  P 
Truck  lines,  Inc.,  Howard  Beach,  N.Y., 
of  that  portion  of  the  operating  rights 
set  forth  in  Certificate  No.  MC  27965,  Is¬ 
sued  August  23,  1974,  to  Concord  Motor 
Lines,  Inc.,  Brooklyn,  N.Y.,  authorizing 
the  transportation  of  general  commodi¬ 
ties,  with  the  usual  exceptions,  from  New 
York,  N.Y.,  to  Boston  and  Lowell,  Mass. 
Robert  B.  Pepper,  168  Woodbridge  Ave., 
Highland  Park,  N.J.  08904,  practitioner 
for  applicants. 

No.  MC-PC-76080.  By  order  of  Sep¬ 
tember  19. 1975,  the  Motor  Carrier  Board 
approved  the  transfer  to  EJB  Hauling, 
Inc.,  Plttsbmrgh,  Pa.,  of  the  operating 
rights  in  Permit  No.  MC  139290  Issued 
September  27, 1974,  to  Charles  L.  Moore, 
New  Galilee,  Pa.,  authorizing  the  trans¬ 
portation  of  (1)  refractory  products  and 
materials  (except  In  bulk,  in  tank  or 
hopper  type  vehicles),  from  the  plant 
sites  of  Pittsburgh  Refractories,  a  divi¬ 
sion  of  Union  Mining  Company  of  Alle¬ 
gheny  Coimty,  Inc.,  at  or  near  New  Gali¬ 
lee,  Pa.,  to  Ashland  and  Covington,  Ky., 
and  Clarksburg,  Weirton  and  Wheeling, 
W.  Va.,  and  points  in  Ohio,  Michigan, 
Illinois,  New  York,  and  Indiana,  and  (2) 
materials  used  in  the  manufacture  of  re¬ 
fractory  products  (except  in  btilk,  in  tank 
or  hopper-type  vehicles),  from  the  des¬ 
tinations  named  In  (1)  above  to  the  plant 
sites  named  therein.  Arthur  J.  Diskln, 
806  Frick  Building,  Pittsburgh,  Pa.  15219 
Attorney  for  applicants. 

[SEAL]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.76-26467  FUed  9-23-76;  8: 46  am] 


[Notice  No.  106] 

MOTOR  CARRIER  TEMPORARY 
AUTHORITY  APPLICATIONS 

September  19, 1975. 

The  following  are  notices  of  filing  of 
applications  for  temporary  authority  un¬ 
der  Section  210a(a)  of  the  Interstate 
C(Hnmerce  Act  provided  for  under  the 
provisions  of  49  C.P.R.  1131.3.  These  rules 
provide  that  an  original  and  six  (6) 
copies  of  protests  to  an  application  may 
be  filed  vdth  the  field  official  naihed  in 
the  Federal  Register  publication  no 
later  than  the  15th  calendar  day  after 
the  date  the  notice  of  the  filing  of  the  ap¬ 
plication  is  published  in  the  Federal  Reg¬ 
ister.  One  copy  of  the  protest  must  be 
served  on  the  applicant,  or  its  authorized 
representative,  if  any,  and  the  protestant 
must  certify  that  such  service  has  been 
made.  The  protest  must  identify  the  op¬ 
erating  authority  upon  which  It  is  predi¬ 
cated,  specifying  the  “MC”  docket  and 
“Sub”  number  and  quoting  the  particu¬ 


lar  portion  of  authority  upon  which  It 
relies.  Also,  the  protestant  shall  specify 
the  service  tt  can  and  will  provide  and 
the  amount  and  type  of  equipment  tt  will 
make  available  for  use  In  connection  with 
.the  service  contemplated  by  the  TA  ap¬ 
plication.  The  weight  accorded  a  protest 
Hhn.n  governed  by  the  completeness 
and  pertinence  of  the  protestant’s  infor¬ 
mation. 

Except  as  otherwise  specifically  noted, 
each  applicant  states  that  there  will  be 
no  significant  effect  on  the  quality  of  the 
human  environment  resulting  from  ap¬ 
proval  of  its  application. 

A  copy  of  the  application  is  on  file,  and 
can  be  examined  at  the  Office  of  the 
Secretary,  Interstate  Commerce  Com¬ 
mission,  Washington,  D.C.,  and  also  in 
the  I.C.C.  Field  Office  to  which  protests 
are  to  be  transmitted. 

No.  MC  69785  (Sub-No.  4TA) ,  filed 
September  9,  1975.  Applicant;  F.  C. 
DAVIS  TRANSPORTATION  COMPANY, 
INC.,  N.  Main  St.,  Danielson,  Conn.  06239. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Petroleum  prod¬ 
ucts,  in  bulk,  in  tank  vehicles.  From 
Quaker  Hill,  Conn.,  in  town  of  Waterford 
to  Kenyon,  R.I.,  in  town  of  Charlestown, 
for  180  days.  Sum^orting  shipper  (s): 
Richmond  Service  Center,  Rte.  138,  Wyo¬ 
ming,  R.  I.  02898.  Send  protests  to:  Dis¬ 
trict  Supervisor  J.  D.  Jerry  Jr.  Bureau 
of  Operations,  Interstate  Commerce 
Commission,  324  n.S.  Post  Office  Bifild- 
ing,  135  High  St.,  Hartford,  Conn.  06101. 

No.  MC  103051  (Sub-No.  352TA),  filed 
September  9,  1975.  Applicant:  FLEET 
TRANSPORT  COMPANY,  INC.,  934  44th 
Avenue,  North,  Nashville,  Tenn.  37209. 
Applicant’s  representative:  Russell  E. 
Stone  (same  address  as  applicant).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Plastic  pellets.  In 
bulk,  in  tank  or  hopper  type  vehicles, 
from  Columbia,  Tenn.  to  HopklnsvUle, 
Ky.,  for  180  days.  Suppor^g  l^pper(s) : 
Phillips  Products  Co.,  Inc.,  1857  Calvin 
Drive,  Hopkinsville,  Ky.  Send  protests  to: 
Joe  J.  Tate,  District  Supervisor,  Bureau 
of  Operations — ^Interstate  Commerce 
Commission,  A-422 — ^UB.  Co\irt  House, 
801  Broadway,  Nashville,  Tenn.  37203. 

No.  MC  110420  (Sub-No.  742TA),  filed 
September  11,  1975.  Applicant:  QUAL¬ 
ITY  CARRIERS,  INC.,  P.O.  Box  186, 
Pleasant  Prairie,  Wls.  53158.  Applicant’s 
representative:  David  A.  Petersen  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregffiar  routes,  transport¬ 
ing:  Vinegar,  vinegar  stock  and  vinegar 
stock  concentrate.  In  bulk.  In  tank  vehi¬ 
cles,  from  Alton,  Bl.,  Evansville,  Ind.,  and 
Manitowoc,  Wis.,  to  Wichita,  Kans.,  for 
180  days.  Supporting  ^pper(s) :  Stand¬ 
ard  Brand,  Inc.,  3638  N.  Broadway,  Chi¬ 
cago,  Bl.  60603  (Earl  F.  Tatak,  Traffic 
Manager).  Send  protests  to:  John  E. 
Ryden,  District  Supervisor. 

No.  MC  114789  (Sub-No.  50TA),  filed 
September  11, 1975.  Applicant:  NATION¬ 
WIDE  CARRIERS,  INC.,  P.O.  Box  104, 


Maple  Plain,  Minn.  55359.  Applicant’s 
representative:  Allan  L.  Timmerman 
(same  address  as  applicant).  Authority 
soufi^t  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  General  commodities  (ex¬ 
cept  those  of  unusual  value,  classes  A  and 
B  explosives,  household  goods  as  defined 
by  the  Commission,  commodities  In  bulk, 
and  those  requiring  special  equipment 
because  of  si^  or  weight),  from  tiie 
plantsite  of  Minnesota  Mining  and  Man¬ 
ufacturing  Company  at  Middleway, 
W.  Va.,  to  the  sale  branch  warehouse  of 
Minnesota  Mining  and  Manufacturing 
Company  at  Dallas,  Tex.,  under  a  con¬ 
tinuing  contract  or  contracts  with  Min¬ 
nesota  Mining  and  Manufacturing  Com¬ 
pany,  for  180  days.  Supporting  shlp- 
per(s):  Minnesota  Mining  and  Manu¬ 
facturing  Company,  3M  Center,  St.  Paul, 
Minn.  55101.  Send  protests  to:  A.  N. 
Spath,  District  Supervise:,  Interstate 
Commerce  Commission,  Bureau  of  Oper¬ 
ations,  414  Federal  Building  &  UJ3.  Court 
House,  110  S.  4th  St.,  Minneapolis,  Minn. 
55401. 

No.  MC  115669  (Sub-No.  150TA) ,  filed 
September  8,  1975.  Applicant:  DAHL- 
STEN  TRUCK  LINES,  INC.,  P.O.  Box  95, 
day  Center,  Nebr.  68933.  Applicant’s  rep¬ 
resentative:  Howard  N.  Dahlsten  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Bentonite  and  bentonite  products, 
in  bulk,  from  the  plantsltes  of  Federal 
Bentonite  Company,  at  or  near  Colony 
and  Upton,  Wyo.,  to  points  In  Arkansas, 
Illinois,  Indiana,  Iowa,  Kansas,  Mldil- 
gan,  Minnesota,  Missouri,  Nebraska, 
North  Dakota,  South  Dakota,  Texas,  and 
Wisconsin,  for  180  days.  Supporting  sh^ 
per(s) :  Robert  F.  Waterloo,  Sales  Man¬ 
ager,  Federal  Bentonite  Cmnpany,  1019 
Jericho  Road,  Aurora,  BL  60538.  Send 
protests  to:  District  Supervisor,  Max  H. 
Johnston,  285  Federal  Building  and 
Court  House,  100  Centennial  Mall  N<H-th, 
Lincoln,  Nebr.  68508. 

No.  MC  117119  (Sub-No.  549TA) ,  filed 
S^tember  11,  1975.  Applicant:  WILLIS 
SHAW  FROZEN  EXPRESS.  INC..  P.O. 
Box  188,  Elm  Springs,  Ark.  72728.  Appli¬ 
cant’s  representative:  L.  M.  McLean 
(same  address  as  applicant).  Authority 
sought  to  (^lerate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Foodstuffs  and  gift  pack- 
ages,  premiums  and  related  items  in 
mix^  shipments  with  foodstuffs  (except 
In  bulk) ,  from  the  plantsite  of  Flgl’s,  Inc. 
at  Marshfield.  Wis.,  to  points  in  Arizona, 
California,  Colorado.  Idaho,  Kansas,  Ne¬ 
braska,  Nevada,  New  Mexico,  C^lahoma, 
Oregon.  'Texas,  Utah,  and  Washington, 
restricted  to  traffic  originating  at  the 
origin  and  destined  to  points  In  the  states 
named,  for  180  days.  Supporting  ship- 
peris)  :  Flgi’s,  Inc.,  2525  Robls  Avenue, 
P.O.  Box  10,  Marshfield,  Wls.  54449.  Send 
protests  to:  District  Supervisor,  vnilhun 
H.  Land,  Jr..  3108  Federal  Office  Build¬ 
ing,  700  West  Capitol,  Little  Rock,  Ark. 
72201. 

No.  MC  118831  (Sub-No.  125TA).  filed 
September  5, 1975.  Ai^Ucant:  CENTRAL 
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TRANSPORT,  INOOHPORATED,  P.O. 
Box  5388,  High  Point,  N.C.  27262.  AppU- 
cant’s  representatiTe:  Richard  E.  Shaw 
(nme  address  as  a{}pUcant).  Authority 
sought  to  operate  as  a  common  carrier, 
motor  rehide,  oxer  Irregular  routes, 
transporting:  Potvstyrene  pellets.  In  bulk. 

In  pneumatic  tanks,  from  Fn^est  dtf, 
N.C.,  to  SurgoinsvUle  and  ^?ringlleldi, 
Tenn.,  for  180  days.  Supporting  ship¬ 
per  (s)  :  Polysar  Plastics,  Inc.,  P.O.  Box 
688,  Forest  City,  N.C.  28043.  Send  pro¬ 
tests  to:  Archie  W.  Andrews,  District  Su¬ 
pervisor.  Bureau  of  OperatUms,  lnt«> 
state  Commerce  Commission.  P.O.  Box 
26896,  Raleigh,  N.C.  27611. 

No.  MC  123061  (Sub-No.  76TA) ,  filed 
September  11, 1975.  Applicant:  LEATH- 
AM  BROTHERS.  ^C.,  46  Orange 
Street.  Salt  Lake  City.  Utah  84104.  Ap¬ 
plicant’s  representative:  Harry  D.  Pugs- 
ley,  315  Ea^  2nd  South,  Suite  400,  Salt 
Lake  City,  Utah  84111.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Chemicals,  in  begs  and  bulk  (except 
in  liquid  In  tank  vehicles),  from  points 
In  Nye  and  Periling  Counties,  Nev.,  to 
Moses  Lake,  Toppenish,  Wash.;  Bdse, 
Nampa,  Twin  Falls,  Rupert,  Lincoln. 
Idaho;  Garland  and  Salt  Lake  City. 
Utah;  and  Nyssa,  Oreg..  for  180  days. 
Supporting  shlpper(s) :  Van  Waters  h 
Rogers  Dlvlticm  of  Univar  C?0rp..  650 
West  8th  South.  Salt  Lake  City.  Utah 
84104.  (J.  R.  Miller,  Area  Manage*) .  S^d 
protests  to:  District  Supervisor  Lyle  D. 
Heifer,  Interstate  Cmnmerce  Commis¬ 
sion,  Bureau  of  Operations,  5301  Federal 
Building,  125  South  State  Street,  Salt 
Lake  City,  Utah  84138. 

No.  MC  124221  (Sub-No.  52TA) .  filed 
September  10,  1975.  Applicant:  HOW¬ 
ARD  BAER,  P.O.  Box  27,  Rt.  98  W., 
Mmton,  m.  61550.  Applicant’s  repre¬ 
sentative:  Robert  Loser,  1009  Chamber 
of  Commerce  Bfdg.,  Indianapolis,  Ind. 
46204.  Authority  soiight  to  operate  as  a 
contract  carrier,  by  motor  vdilcle,  over 
irregular  routes,  transporting:  Bakery 
goods,  and  advertising  and  display  ma~ 
terials  when  shipped  in  mixed  loads  with 
iMkery  goods,  from  St.  Louis,  Mo.,  to 
Peoria,  m.  Restricted  to  traffic  originat¬ 
ing  at  the  bakery  facilities  of  the  Kipger 
Co.  at  St.  Louis,  Mo.  and  destined  to  the 
plant  and  storage  facilities  of  the  Kroger 
Distribution  Coiter  located  at  Peoria, 
BL  Restricted  to  a  continuing  contract  or 
contracts  with  the  Kroger  Co.,  for  180 
days.  Supporting  shlpper(s) :  The  Kroger 
Co..  Henry  B.  DeHamel,  Manager  of  Dis¬ 
tribution  Systems,  1014  Vine  Street,  Cin¬ 
cinnati,  CAiio  45201.  Send  protests  to: 
Transportation  Assistant  Patricia  A. 
Roscoe.  Interstate  Commerce  Ccxnmls- 
sion,  Everc^  McKinley  Dlrksen  Build¬ 
ing,  219  S.  Dearborn  Street,  Room  1086, 
Chicago,  BL  60604. 

No.  MC  126346  (Sub-No.  16TA) .  filed 
September  9,  1975.  Applicant:  HAUPT 
CONTRACT  CARRIERS,  INC.,  P.O.  Box 
1023,  Wausau,  Wls.  54401.  Ai^lteant’s 
representative:  Daniel  C.  Sullivan,  Singer 
Sullivan  k  Smyth,  327  S.  La  Salle  St., 
Cfaioago,  BL  60604.  Authority  soi^ht  to 
operate  as  a  contract  carrier,  by  motor 


vehicle,  over  Irregular  routes,  transport¬ 
ing:  (1)  Gear  motors;  (2)  speed  reduc¬ 
ing  machinery;  (3)  castings;  (4)  base 
plates;  (5)  clears;  (6)  weldments;  (7) 
clutch  and  shaft  couplings;  (8)  parts 
and  attachments  for  the  commodities 
described  in  (1)  through  (7)  above  and 
(9)  equipment,  materials,  and  supplies 
used  in  the  manufacture  or  distribution 
of  the  commodities  described  in  (1) 
through  (8)  above  (except  commodities 
In  bulk):  From  Milwaukee  and  Green 
Bay,  Wls.;  Chicago,  Utica,  and  Rockford, 
Bl.;  Portland,  Ind.;  Canton  and  Cincin¬ 
nati,  Ohio;  Detroit,  Mich.;  New  Britain, 
Conn.;  and  Sprlngfi^d,  Vt.,  to  Auburn, 
Ala.;  and  Frcmi  Auburn,  Ala.,  to  Mil¬ 
waukee,  Wls.;  Atlanta,  Ga.;  Dallas,  Tex.; 
and  Reno.  Nev.  Restriction:  The  opera¬ 
tions  authorized  herein  are  limited  to  a 
transportation  service  to  be  performed 
under  a  continuing  contract  or  contracts 
writh  Falk  Corporation  of  Milwaukee, 
Wis.,  a  subsidiary  of  Sundstrand  Cor¬ 
poration.  for  180  days.  Supporting 
shlpper(s) :  The  Falk  Corporation,  P.O. 
Box  492,  270  N.  12th  St..  Milwaukee,  Wis. 
53201.  Send  protests  to:  District  Super¬ 
visor,  Interstate  Commerce  Commis¬ 
sion,  139  W.  Wilson  St.,  Room  202,  Madi¬ 
son,  Wis.  53703. 

No.  MC  135075  (Sub-No.  3TA),  filed 
S^tember  11,  1975.  Applicant:  M.  M. 
SMITH  STORAGE  WAREHOUSE,  INC., 
P.O.  Box  3535,  811  Old  Wilmington  Rd.. 
Fayetteville.  N.C.  28305.  Applicant’s  rep- 
resratative:  Vaughan  Winbome,  Capital 
aub  Bldg.  No.  1108,  Raleigh.  N.C.  27601. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  General  commodi¬ 
ties  (except  Class  A  and  B  explosives  and 
autos),  having  a  prior  or  subsequent 
movement  by  rail,  Between  points  in 
Cumberland,  Hoke,  Scotland,  Robeson, 
Columbus,  Mecklenburg,  Johnston,  and 
Richmond  Counties,  N.C. 

(Non. — ^Thls  carrier  bas  the  authority  at 
the  present  time  between  Cumberland.  Hoke, 
Scotlsmd.  Bobeson  and  Columbus,  cmd  other 
Counties.  This  author!^  only  expands  the 
ares  to  include  Mecklenbiirg,  Johnston  and 
Richmond  Counties) ,  for  180  days.  Support¬ 
ing  shlpper(s) :  Western  Publishing  Co.,  Inc., 
107  Tom  Starling  Bd.  Fayetteville,  N.C.  28308. 
Chicopee  Manufacturing  Company,  P.O.  Box 
1151,  SOS  Qeorge  St.,  New  Brunswick,  N.J. 
08903.  Send  protests  to:  Archie  W.  Andrews, 
District  Supervisor,  Bureau  of  Operations, 
Interstate  Commerce  Commission,  P.O.  Box 
26896,  Raleigh,  N.C.  37611. 

No.  MC  136035  (Sub-No.  5TA)  (Cor¬ 
rection)  ,  filed  July  9,  1975,  published  in 
the  Fedkral  Register  of  July  22,  1975, 
and  republished  as  corrected  this  issue. 
Applicant:  W.  S.  DUNNING  &  SON,  INC., 
131  D  South  Balmar  St.,  West  Chester. 
Pa.  19380.  Applicant’s  representative: 
Gerald  K.  Gimmel,  303  N.  Frederick  Ave., 
Gaithersburg,  Md.  20760.  Authority 
sought  to  operate  as  a  contract  carrier, 
hj  motor  vdilcle,  over  Irregular  routes, 
transporting:  Food  and  food  products, 
from  the  plantsite  and  storage  facilities 
of  Grocery  Store  Products  Company,  at 
or  near  West  Chester  and  Kenneth 
Square,  Pa.,  to  Atlanta.  Ga.,  and  its  com¬ 
mercial  sone,  under  a  continuing  con¬ 
tract  or  contracts  with  Grocery  Store 


Products  CMnpany,  for  180  days.  Sup¬ 
porting  shipper(s) :  Grocery  Store  Prod¬ 
ucts  Company,  Union  and  Adams  Streets, 
West  Chester,  Pa.  19380.  Send  protests 
to:  Monica  A.  Blodgett,  Transportation 
Assistant,  Inta*state  Commerce  Commis¬ 
sion,  600  Arch  St.,  Room  3238,  Phila¬ 
delphia,  Pa.  19106.  ’The  purpose  of  this 
republication  is  to  correct  the  territorial 
description. 

No.  MC  136343  (Sub-No.  51TA).  filed 
September  11,  1975.  Applicant:  MILTON 
’TRANSPORTATION.  INC.,  P.O.  Box  355, 
Milton,  Pa.  17847.  Applicant’s  represent¬ 
ative:  George  A.  Olsen,  69  Tonnele  Ave., 
Jersey  City,  N.J.  07306.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Woodpulp  board,  wrapping  paper, 
and  woodpulp,  from  the  facilities  of  The 
Chesapeake  Corporation  of  Va.  at  West 
Point,  Va.,  to  Amsterdam,  Beaver  Palls, 
Carthage,  Cohoes,  Fulton,  Glens  Falls, 
Hudson  Falls,  Limes  Falls,  Little  Falls, 
Newton  Falls,  N.Y.;  C!harlemont,  Fitch¬ 
burg,  Housatonic,  Lawrence  Lee,  North- 
boro,  Pepperell,  Mass.;  Bennington,  Clar- 
mont.  Center,  N.H.,  Cleveland,  Toledo, 
Ohio;  lyrcuie.  Pa.,  for  180  days.  Support¬ 
ing  shipper(s) :  Chesapeake  Corp.  of  Va., 
Box  311,  West  Point,  Va.  23181.  S^d  pro¬ 
tests  to:  Robert  P.  Amerine,  District 
Supervisor,  Interstate  Commerce  Com¬ 
mission,  278  Federal  Building,  P.O.  Box 
869,  Harrisburg,  Pa.  17108. 

No.  MC  136786  (Sub-No.  84TA) ,  filed 
September  10,  1975.  Applicant;  ROBCO 
TRANSPORTATION,  INC.,  309  Fifth 
Avenue  Northwest,  New  Brighton,  Minn. 
55112.  Applicant’s  representative;  Stan¬ 
ley  C.  Olsen,  Jr.,  3033  Excelsior  Blvd., 
Suite  205,  Minneapolis,  Minn.  55416.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Partially  cured  rub¬ 
ber.  in  vehicles  equipped  with  mechanical 
refrigeration,  from  Oxford,  N.C.,  to 
CTiino,  Calif.,  for  180  days.  Supporting 
shipper(s) :  Bandag,  Incorporated,  1056 
Hershey  Avenue,  Muscatine,  Iowa  52761. 
Send  protests  to:  Raymond  T.  Jones, 
District  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations,  414 
Federal  Building  &  U.S.  Coiut  House,  110 
S.  4th  St.,  Minneapolis,  Minn.  55401. 

No.  MC  138331  (Sub-No.  3TA),  filed 
September  10,  1975.  Applicant:  ELLA 
BIGELOW,  Box  25,  Cobalt,  Ontario, 
Canada  PO  J  ICO.  Applicant’s  represent¬ 
ative;  Victor  Bigelow  (same  address  as 
applicant) .  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting; 
Grinding  mill  liners,  in  bulk,  in  a  fiat  bed 
trailer.  Prom  the  International  Boundary 
between  the  United  States  and  Canada 
at  International  Palls,  Minn.,  to  Hibbing, 
Minn.,  under  a  continuing  contract  or 
contracts  with  ’The  Wabl  Iron  Works, 
limited,  for  180  days.  Supporting  ship¬ 
per  (s)  :  ’The  Wabl  Iron  Works,  Limited, 
Box  1501,  New  liskeard,  Ontario  POJ 
IPO.  Send  protests  to:  George  M.  Parker, 
District  Supervisor,  910  Federal  Office 
Bldg.,  Ill  West  Huron  Street,  Buffalo, 
N.Y.  14202. 
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No.  MC  139404  (Sub-No.  3TA)  (Cor¬ 
rection)  ,  filed  August  28, 1975,  published 
in  the  Federal  Register  Issue  of  Sep¬ 
tember  11, 1975,  and  repvdilished  as  cor¬ 
rected  this  issue.  Applicant:  WILLIAM 
O.  BROWN,  207  North  Third  St.,  Bards- 
town,  Ky.  40004.  Applicant’s  represent¬ 
ative:  Robert  H.  Kinker,  P.O.  Box  464, 
Frankfort,  Ky.  40601.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
ing:  Wooden  barrels,  set-up.  (1)  from 
vehicle,  over  Irregular  routes,  transport- 
Memphis,  Tenn.,  to  Lawrenceburg  and 
Meadow  Lawn.  Ky.,  and  points  within 
three  miles  of  Meadow  Lawn.  Ky.,  and 
(2)  from  Lynchburg,  Term.,  and  com¬ 
mercial  zone  thereof,  to  Louisville, 
tor  180  days.  Supporting  shippers:  Na¬ 
tional  Distillers  Products  Company. 
Louis  P.  Frazio,  Traffic  Manager-Rates/ 
Intermodal.  11750  Chesterdale  Road, 
Bldg.  20,  Cincinnati,  Ohio  45246  and 
Brdwn-Forman  Distillers  Corp.,  Wayne 
S.  Franklin,  Director  of  Traffic,  850  Dixie 
Highway,  Louisville,  Ky.  40210.  Send  pro¬ 
tests  to:  Elbert  Brown,  Jr..  District 
Supervisor,  Bureau  of  Operations,  Inter¬ 
state  Commerce  Commission,  426  Post 
Office  Bldg.,  Louisville,  Ky.  40202.  The 
purpose  of  this  correction  is  to  correct 
the  supporting  Shippers. 

No.  MC  141309TA,  filed  September  8, 
1975.  Applicant:  RANDOM  ENTER¬ 
PRISES,  11904  132  St..  Edmonton,  Al¬ 
berta.  Canada  T5L  1P4.  Applicant’s  rep¬ 
resentative:  Warren  E.  Benedict  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  Irregular  routes,  tansport- 
Ing:  Livestock  feed  and  feed  ingredients 
between  points  in  Montana,  North  Da¬ 
kota  and  Minnesota  and  the  United 
States-Canada  International  Boundary 
line  located  at  or  near  the  ports  of  entry 
of  Sweetgrass,  Mont.,  Portal.  N.D.  fuid 
Noyes,  Minn.,  restricted  to  traffic 
originating  or  terminating  at  points  in 
the  Province  of  Alberta,  Canada,  under 
continuing  contract  or  contracts  with 
D.  W.  Henderson  Products  Ltd.  of  Cal¬ 
gary,  for  180  days.  Supporting  ship- 
per(s) :  D.  W.  Henderson  Products,  Ltd., 
119  Fairview  Drive  SE.,  Calgary,  Al¬ 
berta,  Canada  T2H  1B4.  Send  protests 
to:  Paul  J.  Labane,  District  Supervisor, 
Room  22.  U.S.  Post  Office  Bldg.,  Billings, 
Mont.  59101. 

No.  MC  1413  IOTA,  filed  September  8, 
1975.  Applicant:  J.  H.  STANLEY,  doing 
business  as.  J.  H.  STANLEY  &  SONS. 
25  B.  Street.  Southfield,  Mich.  48075.  Ap¬ 
plicant’s  representative:  Alex  J.  Miller, 
Weinberg,  Bloom  &  Miller,  26711  North¬ 
western  Highway,  Suite  528,  Southfield, 
Mich.  48076.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting:  (1) 
Used  cars  and  used  pick-up  trucks,  from 
Flint  and  Taylor,  Mich.,  to  points  in 
Ohio,  Pennsylvania,  New  York,  and  New 
Jersey.  (2)  Restyled  cars  from  Ferndale, 
Mich.,  to  points  in  Pennsylvania,  New 
York,  New  Jersey,  Maine-,  New  Hamp¬ 
shire,  Vermont,  Massachusetts,  Con¬ 
necticut,  Rhode  Island,  Delaware,  and 
the  District  of  Columbia,  for  180  days. 
Supporting  shlpper(s) :  There  are  ap- 


proximatdy  nine  (9)  statements  of  sup¬ 
port  attached  to  the  application  which 
may  be  examined  at  the  Interstate  Com¬ 
merce  Commission,  In  Washington,  D.C. 
or  copies  thereof  which  may  be  examined 
at  the  field  office  named  below.  Send  pro¬ 
tests  to:  Melvin  F.  Kirsch,  District 
Supervisor,  Interstate  Commerce  Com¬ 
mission,  Bureau  of  Operations,  1110 
Broderick  Tower,  10  Wltherell  Avenue, 
Detroit.  Mich.  48226. 

No.  MC  141311TA.  filed  September  9, 
1975.  AppUcant:  ELI  AVOSSO  TRUCK¬ 
ING  CORP.,  7506  Avenue  X,  Brooklyn, 
N.Y.  11234.  Applicant’s  representative: 
Michael  R.  Werner,  Werner  &  Weiss,  2 
West  45th  St..  New  York.  N.Y.  10036. 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Artificial  flowers , 
fruits,  Christmas  trees,  Christmas  deco¬ 
rations,  and  vases,  from  points  in  the  New 
York,  N.Y.  Commercial  Zone  as  defined 
by  the  Commission  In  84  MCC  747,  to 
White  Plains,  N.Y.,  under  contract  with 
Corham  Artificial  Flower  Co.,  for  180 
days.  Supporting  shipper  (s) :  Corham 
Artificial  Flower  Co.,  300  Central  Avenue, 
White  Plains.  N.Y.  Send  protests  to:  Mar¬ 
vin  Kampel,  District  Supervisor,  Inter¬ 
state  Commerce  Commission.  26  Federal 
Plaza.  New  York,  N.Y.  10007. 

No.  MC  141312TA,  filed  September  9, 
1975.  Applicant:  DOKTER  TRUCKING 
CORP.,  Weeping  Water,  Nebr.  68463.  Ap¬ 
plicant’s  representative:  Bradford  E. 
Kistler,  P.O.  Box  82028,  Lincoln,  Nebr. 
68501.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Limestone 
and  di-calcium  phosphate,  from  Weep¬ 
ing  Water,  Nebr.,  to  points  in  South  Da¬ 
kota,  Minnesota,  Wisconsin,  Iowa,  Illi¬ 
nois,  Kansas,  Missouri,  Indiana,  Ohio, 
Kentucky,  North  Dakota,  Montana, 
Arkansas,  and  Colorado.  Restriction: 
Service  to  points  in  North  Dakota,  South 
Dakota,  and  Minnesota,  and  Wisconsin 
to  be  provided  in  pneumatic  vehicles  only, 
imder  a  continuing  contract  or  contracts 
with  Texasgulf,  Inc.,  for  180  days.  Sup¬ 
porting  shlpper(s);  Maurice  S.  Weber, 
Manager  of  Transportation,  Texasgulf, 
Inc.,  P.O.  Box  30321,  Raleigh,  N.C.  27612. 
Send  protests  to:  Dlshdct  Supervisor 
Max  H.  Johnston,  285  Federal  Building 
and  Court  House,  100  Centennial  Mall 
North,  Lincoln,  Nebr.  68508. 

No.  MC  141314  (Sub-ITA).  filed  Sep- 
tember  10, 1975.  Applicant:  SOMERSIDE 
EXPRESS,  INC.,  210  South  Horseshoe 
Dr.,  Somerset,  Ky.  42501.  Applicant’s 
representative:  R.  H.  Kinker,  711  Mc¬ 
Clure  Building,  Box  464,  Frankfort,  Ky. 
40601.  Authority  soi^ht  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Uphol¬ 
stered  furniture,  furniture  parts  and  fur¬ 
niture  hardware,  from  the  plant  site  and 
warehouse  facilities  of  Karel  of  CXun- 
berland,  Inc.  and  C!umberland  Wood  and 
Chair  Corporation,  at  or  near  Somerset, 
Ky.,  to  Los  Angeles,  Calif.,  under  a  con¬ 
tinuing  contract  or  contracts  with  Karel 
of  Cumberland,  Inc.  and  Cumberland 
Wood  and  Chair  Corporation,  for  180 
days.  Supporting  shlpper(s) :  Franklin 


D.  HUl,  Secretary-Treasurer  (both) , 
Karel  of  Cumberland,  Inc.,  Somerset. 
Ky.,  and  Cumberland  Wood  and  Chair 
Corporation,  Somerset,  Ky.  Send  protests 
to:  R.  W.  Schneiter,  District  Super¬ 
visor,  Interstate  Commerce  Commission, 
216  Bakhaus  Building,  1500  West  Main 
Street,  Lexington,  Ky.  40505. 

No.  MC  141315TA,  filed  September  10, 
1975.  Applicant:  LIPMAN  BROS.,  INC., 
Riverside  Drive,  Augusta,  Me.  04330.  Ap¬ 
plicant’s  representative:  David  M.'  Up- 
man,  72  Winthrop  Street,  Augusta,  Me. 
04330.  Authority  sought  to  (^rate  as  a 
contract  carrier,  by  motor  v^cle,  over 
irregular  routes,  transporting:  Fish 
meal,  fish  solubles  and  fish  ott,  between 
points  in  Maine,  New  Hampshire,  Mas¬ 
sachusetts,  Vermont,  Coimecticut,  Rhode 
Island.  New  York,  Delaware,  New  Jer¬ 
sey,  Maryland  and  Pennsylvania,  under 
a  continuing  contract  or  contracts  with 
Upman  Marine  Products,  Inc.,  for  180 
days.  Supporting  shlpper(8) :  Upman 
Marine  Products,  Inc.,  State  Fish  Pier, 
Gloucester,  Mass.  Send  protests  to:  Don¬ 
ald  G.  Weller,  District  Supervisor,  Room 
207,  76  Pearl  Street.  PorUand,  Me.  04111. 

Passenger  Applications 

No.  MC  112422  (Sub-No.  8TA).  filed 
September  12,  1975.  Applicant:  SAM 
VAN  GALDER,  INC.,  74  Harmony  Dr., 
Janesville,  Wls.  53545.  Applicant’s  rep¬ 
resentative:  Stephen  R.  Van  Galder,  715 
S.  Pearl  St,  Janesville,  Wls.  53545.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Passengers  and 
their  baggage  in  round  trip  operations, 
from  Beloit.  Wis.,  to  Belvldere,  HI.,  for 
180  days.  Supporting  shipper(s) :  United 
Auto  Workers,  Local  1268,  P.O.  Box  433, 
Belvldere,  HI.  61008.  Send  protests  to: 
District  Supervisor.  Interstate  Commerce 
Commission,  139  W.  Wilson  St.,  Room 
202,  Madison,  Wis.  53703. 

No.  MC  141308TA.  filed  September  8. 
1975.  Applicant:  K  &  T  TRAVEL  SERV¬ 
ICE,  INC.,  22  B<dmert  Drive,  Hampton, 
Va.  23666.  Applicant’s  representative: 
Patrick  V.  Kelly  (same  address  as  appli¬ 
cant)  .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Passen¬ 
gers  and  their  baggage  in  the  same  vehi¬ 
cles,  in  charter  and  special  operations  in 
round  trip  tours,  Be^nning  and  ending 
at  points  in  Norfolk  &  Hampton,  Va.,  and 
extending  to  points  in  the  state  of 
Maryland,  for  180  days.  Supporting  ship- 
per(s) :  There  are  twenty  one  (21) 
statements  of  support  attached  to  the 
application  which  may  be  examined  at 
the  Interstate  Commerce  Commission,  in 
Washington,  D.C.,  or  copies  thereof 
which  may  be  examined  at  the  field  office 
named  below.  Send  protests  to:  District 
Supervisor  Paul  D.  Collins,  Bureau  of 
Operations,  Interstate  Commerce  Com¬ 
mission,  Room  10-502  Federal  Bldg.,  400 
North  8th  St..  Richmond^  Va.  23240. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.76-25469  FUed  9-23-75:8:46  am] 
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IRREGULAR-ROUTE  MOTOR  COMMON 
CARRIERS  OF  PROPERTY 

Elimintaion  of  Gateway  Applications 
September  19. 1975. 

The  following  applications  to  eliminate 
gateways  for  the  purpose  of  reducing 
highway  congestion,  alleviating  air  and 
noise  pollution,  minimizing  safety  haz¬ 
ards,  and  conserving  fuel  have  been  filed 
with  the  Interstate  Commerce  Commis¬ 
sion  imder  the  Commission’s  Gateway 
ElimlnaUon  Rules  (49  CFR  1065(d)  (2) ) . 
and  notice  thereof  to  all  interested  per¬ 
sons  is  hereby  given  as  provided  in  such 
rules. 

Carriers  having  a  genuine  interest  in 
an  application  may  file  an  original  and 
three  cc^ies  of  verified  statements  in  op¬ 
position  with  the  Interstate  C:k)mmerce 
Commisskm  within  30  days  from  the  date 
of  publication.  (This  procedure  is  out¬ 
line  in  the  Commission’s  report  and  or- 
dn*  in  Gateway  Elimination,  119  M.C.C. 
530.)  A  copy  of  the  verified  statemoit  in 
oppositicm  must  also  be  served  upon  ap¬ 
plicant  or  its  named  representative.  The 
verified  statemmt  should  contain  all  the 
evidence  uix>n  which  protestant  relies  in 
the  application  proceeding  including  a 
detailed  statement  of  protestant’s  inter¬ 
est  in  the  proposal.  No  rebuttal  state¬ 
ments  will  be  accepted. 

No.  MC  95540  (Sub-No.  903G),  filed 
June  4.  1974.  Applicant;  WATKINS 
MOTOR  UNES,  INC.,  1940  Monroe 
Drive,  P.O.  Box  1636,  Atlanta,  Ga.  30301. 
Applicant’s  representative;  Clyde  W. 
Carver,  Suite  212,  5299  Roswell  Rd.  NE., 
Atlanta,  Ga.  30342.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing;  (1)  Meat,  meat  products,  meat  by¬ 
products,  dairy  products  and  articles 
distribute  by  meat  packinghouses,  as 
described  in  Sections  A,  B,  and  C  of  Ap¬ 
pendix  1  to  the  report  in  Descriptions  in 
Motor  Carrier  Certificates,  61  M.C.C.  209 
and  766,  (except  hides  and  commodities 
in  bulk,  in  tank  vehicles),  from  ix)ints 
in  Iowa,  to  points  in  Louisiana.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Union  City,  Term.  (2)  Meat, 
meat  products,  and  meat  byproducts,  as 
described  in  Section  A  of  Appendix  1 
to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766,  (excepji  commodities  in  bulk,  in 
tank  vehicles),  from  Omaha,  Nebr.  and 
Sioux  City,  Iowa  and  its  commercial 
zone,  to  points  in  Louisiana.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Union  City,  Tenn.  (3)  Meat, 
meat  products,  and  meat  byproducts 
and  articles  distributed  by  meat  pack¬ 
inghouses  as  described  in  Sections  A  and 
C  of  Appendix  1  to  the  report  in  De¬ 
scriptions  in  Motor  Carrier  Certificates, 
61  M.C.C.  209  and  766,  (a)  from  Greeley, 
Colo.,  to  points  in  Louisiana.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Union  City,  Tenn.  (b)  From 
Greeley  Colo.,  to  points  in  Alabama. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Tif  ton,  Ga. 

(4)  Meat,  meat  products  and  meat 
byproducts,  and  articles  distributed  by 


meat  packinghouses  as  described  in  Sec¬ 
tions  A  and  C  of  Appendix  1  to  the  re¬ 
port  in  Descriptions  in  Motor  Carrier 
Certificates,  61  M.C.C.  209  and  766  (ex¬ 
cept  hides  and  commodities  in  bulk.  In 
tank  vehicles),  from  Darr,  Nebr.,  to 
points  in  Louisiana.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Union  City,  Tenn.  (5)  Meats,  meat 
products  and  meat  byproducts,  and  ar¬ 
ticles  distributed  by  meat  packing¬ 
houses,  as  described  in  Sections  A  and 
C  of  Appendix  1  to  the  report  in  De¬ 
scriptions  in  Motor  Carrier  Certificates, 

61  M.C.C.  209  and  766  (except  hides 
and  pelts,  and  commodiites  in  bulk,  in 
tank  vehicles),  from  Madison,  S.  Dak., 
to  points  in  Louisiana.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Union  City,  Tenn.  (6)  Frozen  fruits  and 
vegetables,  (a)  from  points  in  Florida, 
to  points  in  Mississippi.  ’The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Tifton,  Ga.  (b)  From  points  in  Florida, 
to  Miimesota.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  Tifton, 
Ga.  and  points  in  Tennessee,  (c)  From 
points  in  Florida,  to  Kentucl^.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Tifton,  Ga.  (d)  From  points 
in  Florida,  to  Oklahoma.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways  of 
Tifton,  Ga.  and  Florence,  Ala.  (e)  From 
points  in  Florida,  to  Alabama.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Tifton,  Ga. 

(f)  Prom  points  in  Florida,  to  Utah. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Tifton,  Ga.  and  points 
in  Tennessee,  (g)  From  points  in  Florida, 
to  Wyoming.  The  piurwse  of  this  filing  is 
to  eliminate  the  gateways  of  Tifton,  Ga. 
and  points  in  Tennessee,  (h)  From 
points  in  Florida,  to  Nevada.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gatewasrs  of  Tifton,  Ga.  and  points  in 
Tennessee,  (i)  Plom  points  In  liorida,  to 
Texas,  Colorado  and  Indiana.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Tifton,  Ga.  (j)  From  points 
in  Florida,  to  Nebraska.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways 
of  ’Tifton,  Ga.  and  ix>ints  in  Alabama, 
(k)  From  points  in  Florida,  to  Arkansas. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Tifton,  Ga.,  Florence, 
Ala.  and  Monteziuna,  Ga.  (1)  From 
points  in  Florida,  to  Kansas.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  of  Tifton,  Ga.  and  points  in 
Alabama.  (7)  The  commodities  classified 
as  meats,  meat  products,  and  meat  by¬ 
products  as  defined  in  Appendix  A  to  the 
report  in  Modification  of  Permits — Pack¬ 
inghouse  Products,  46  M.C.C.  23,  from 
Dade  City,  Fla.,  to  points  in  North  Caro¬ 
lina  and  South  Carolina.  ’The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Tifton,  Ga. 

(8)  The  commodities  classified  as 
meats,  meat  products,  and  meat  by¬ 
products  as  defined  in  Appendix  to  the 
report  in  Modification  of  Permits — Pack¬ 
inghouse  Products,  46  M.C.C.  23,  frwn 
Jsu:ksonville,  Fla.,  to  points  in  Ohio  and 
North  Carolina.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateway  of  Tifton, 
Ga.  (9)  The  commodities  classified  as 


meats,  meat  products,  and  meat  by¬ 
products  as  defined  in  Appendix  to  the 
report  in  Modification  of  Permits — Pack¬ 
inghouse  Products,  46  M.C.C.  23,  from 
Birmingham,  Ala.,  to  points  in  Florida. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Tifton,  C^.  (10)  The 
commodities  classified  as  'meats,  meat 
products,  and  meat  byproducts,  as  de¬ 
fined  in  the  Appendix  to  the  report  in 
Modification  of  Permits — Packinghouse 
Products,  46  M.C.C.  23,  from  Fremont, 
Nebr.,  to  points  in  Florida.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  Tifton,  Ga.  (11)  Frozen  Foods,  from 
Prattsville,  N.Y.,  to  points  in  Texas.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  (rf  Tifton,  Ga.  (12)  Frozen 
fruits,  frozen  berries,  and  frozen  vege¬ 
tables,  from  points  in  Delaware,  to  points 
in  Mississippi.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Tifton,  Ga. 
(13)  Frozen  foods,  from  points  in  Cali¬ 
fornia,  to  points  in  Maryland,  Penn¬ 
sylvania,  Massachusetts,  and  New  York. 
The  purpose  erf  this  filing  is  to  eliminate 
the  gateway  of  Tifton,  Ga. 

(14)  Meats,  meat  products,  and  meat 
byproducts,  as  described  in  Section  A  of 
Appendix  1  to  the  report  in  Descriptions 
in  Motor  Carrier  Certificates,  61  M.C.C. 
209  and  766,  (a)  from  points  in  Cali¬ 
fornia,  to  points  in  Maryland  and  Mas¬ 
sachusetts.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Tifton, 
Ga.  (b)  From  points  in  California,  to 
points  in  New  York  and  Pennsylvania. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Tifton,  Ga.  and  Dothan, 
Ala.  (15)  Frozen  foods,  and  meats,  meat 
products,  and  meat  byproducts  as  de¬ 
scribed  in  Section  A  of  Appendix  1  to 
the  report  in  Descriptions  in  Motor  Car¬ 
rier  Certificates,  61  M.C.C.  209  and  766 
(except  commodities  in  bulk,  in  tank  ve¬ 
hicles),  from  Buffalo,  N.Y.,  to  points 
in  Texas.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Tifton,  Ga. 
(16)  The  commodities  classified  as 
meats,  meat  products,  and  meat  by¬ 
products  as  defined  in  Appendix  A  to  the 
report  in  Modification  of  Permits — 
Packinghouse  Products  46  M.C.C.  23, 
from  Madison,  Wis.,  to  points  in  Florida. 
'The  purpose  of  this  fill^  is  to  eliminate 
the  gateway  of  Tifton,  Ga.  (17)  Meats, 
meat  products,  and  meat  byproducts  as 
described  in  Section  A  of  Appendix  1 
to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  commodities  in  bulk,  in  tank 
vehicles) ,  from  Orangeburg,  S.C.,  to 
points  in  Tennessee.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Tifton,  Ga. 

(18)  Canned  citrus  products,  in  mixed 
loads  with  citrus  products,  not  canned 
and  not  frozen  (presently  authorized), 
from  points  in  Florida,  to  points  in  Illi¬ 
nois,  Michigan,  Arkansas,  Kentucky 
(except  Louisville,  Ky.  and  its  commer¬ 
cial  zone) ,  Missouri  and  Oklahoma.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Doraville,  Ga.  (19)  Frozen 
citrus  products,  from  points  in  Florida 
(except  Jacksonville) ,  to  points  in  Mary¬ 
land.  The  piuT>ose  of  this  filing  is  to 
eliminate  the  gateway  of  Bridgeton,  N.J. 
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(20)  Canned  goods,  from  Bxiffalo,  N.Y., 
to  points  in  Texas  and  Louisiana.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Pike  or  Spaulding  Counties, 
Ga.  (21)  Food  products,  other  than 
frozen,  in  vehicles  equipped  with  me¬ 
chanical  refrigeration,  from  Buffalo, 
N.Y.,  to  points  in  Texas  smd  Arkansas. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Doraville,  <jra.  (22) 
Canned  goods,  from  points  in  Maryland, 
Delaware  and  Virginia,  east  of  the  Ches¬ 
apeake  Bay  and  south  of  the  Chesapeake 
and  Delaware  Canal,  to  points  in  Colo¬ 
rado,  Oklahoma,  Arkansas,  and  Kansas. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Pike  or  Spaulding  Coxm- 
ties,  Ga.  (23)  Canned  goods,  from  points 
in  New  Jersey  on  and  south  of  U.S.  High¬ 
way  30,  to  points  in  Arkansas,  Okla¬ 
homa,  Coloi^o,  and  California.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Pike  or  Spaulding  Counties, 
Ga. 

(24)  Canned  goods,  from  points  in 
Delaware  (except  those  south  of  the 
Chesar>eake  and  Delaware  Canal),  to 
points  in  Arkansas,  Colorado,  and  Okla¬ 
homa.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Pike  or 
Spaulding  Counties,  <3ra.  (25)  Meats, 
meat  products,  and  meat  byproducts  as 
described  in  Section  A  of  Appendix  1  to 
the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209 
and  766,  from  points  in  Arizona,  to 
points  in  Pennsylvania.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Dothan,  Ala.  (26)  Canned  goods,  (a) 
from  Bridgeton,  N.J.,  to  points  in  Kan¬ 
sas,  Colorado,  and  Oklahoma.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  of  Baltimore,  Md.  and  Pike  and 
Spaulding  Counties,  Ga.  (b)  Prom 
Bridgeton,  N.J.,  to  points  in  North  Caro¬ 
lina.  The  piurpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  Cbrozet,  Va.  (27) 
Canned  goods,  from  Baltimore  and  Aber¬ 
deen,  Md.,  to  points  in  Kansas.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  of  Pike  and/or  Spaulding 
Counties,  Ga.  (28)  Canned  goods,  from 
Baltimore,  Frederick  and  Aberdeen,  Md., 
to  points  in  Colorado.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of  Pike 
or  Spaulding  Counties,  Ga.  (29)  Canned 
goods,  from  Frederick,  Md.,  to  points  in 
Kansas.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Pike  or  Spauld¬ 
ing  Counties,  Ga.  (30)  Pizza,  salads,  and 
sandtoich  spreads,  from  Greensboro,  N.C., 
to  points  in  Minnesota.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Doraville,  Ga. 

(31)  Dairy  products,  from  Hagerstown, 
Md.,  to  points  in  Arkansas.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  Doraville,  Ga.  (32)  Frozen  foods,  from 
Gainesville,  Ga.,  to  points  in  Texas.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Tifton,  Ga.  (33)  Meats,  meat 
products,  and  meat  byproducts  as  de¬ 
scribed  in  Section  A  of  Appendix  1  to 
the  report  in  Descriptions  in  Motor  Car¬ 
rier  Certificates,  61  M.C.C.  209  and  766 
(except  commodities  in  bulk,  in  tank  ve¬ 
hicles)  ,  from  Orangeburg,  S.C.,  to  points 


in  Mississippi,  Indiana,  and  Alabama. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Tifton,  Ga.  (34)  Frozen 
packinghouse  and  dairy  products,  frozen 
eggs,  and  frozen  poultry,  from  Moultire, 
Ga.,  to  points  in  West  Virginia  and  Vir¬ 
ginia.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Rocky  Mount, 
N.C.  (35)  Meates,  meat  products,  and 
meat  byproducts  and  articles  distributed 
by  meat  packinghouses  as  described  in 
Section  A  and  C  of  Appendix  1  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates,  61  M.C.C.  209  and  766,  (ex¬ 
cept  hides  and  commodities  in  bulk,  in 
tank  vehicles) ,  from  Minden,  Nebr.,  to 
points  in  Louisiana.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Union  City,  Tenn.  (36)  Butter,  cheese, 
cream  and  milk,  including  concentrated 
milk,  from  points  in  Missouri,  Indiana, 
and  Illinois,  to  points  in  Florida.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Moultrie,  Ga. 

(37)  Frozen  foods,  in  packages,  (a) 
from  Carrollton,  Macon,  Marshall,  Milan, 
Moberly,  and  St.  Joseph,  Mo.,  to  points  in 
Alabama.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Gainesville,  Ga. 
(b)  From  Carrollton,  Macon,  Marshall, 
Milan,  Moberly,  and  St.  Joseph,  Mo.,  to 
points  in  Florida.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  Tif¬ 
ton,  Ga.  (38)  Canned  goods,  from  Red 
Creek,  Waterloo,  Rushville,  Penn  Yan, 
Egypt,  Fairport,  Lyons,  Newark,  and 
Syracuse,  N.Y.,  to  points  in  Alabama, 
North  Carolina,  and  Georgia.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
way  of  Delmarva  Peninsula,  (b)  Prom 
Red  Creek,  Waterloo,  Rushville,  Penn 
Yan,  Egypt,  Fairport,  Lyons,  Newark, 
and  Syracuse,  N*Y.,  to  points  in  Texas. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Delmarva  Peninsula  and 
Pike  or  Spaulding  Counties,  Ga.,  and 
Doraville,  Ga.  (c)  From  Red  Creek, 
Waterloo,  Rushville,  Penn  Yan,  Egypt, 
Fairport,  Lyons,  Newark,  and  Syracuse, 
N.Y.,  to  points  in  Louisiana.  The  purpose 
of  this  filing  is  to  eliminate  the  gate¬ 
ways  of  Delmarva  Peninsula  and  Pike 
and/or  Spaulding  Counties,  Ga.  (39) 
Frozen  foods,  from  Pittsburgh,  Pa.,  to 
points  in  Nevada.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
Crozet,  Va.  and  Kingsport,  Tenn.  (40) 
Frozen  foods,  from  Erie  and  North  East, 
Pa.,  to  points  in  Arkansas  and  Oklahoma. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Florence,  Ala. 

(41)  Frozen  Tneat,  from  Detroit,  Mich., 
to  points  in  California.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Florence,  Ala.  (42)  Frozen  foods,  from 
Montcalm  County,  Mich.,  to  points  in 
Florida.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Crozet,  Va.  (43) 
Bananas,  coconuts  and  pineapples,  (a) 
from  points  in  South  Carolina,  to  points 
in  Arizona,  Washington,  Colorado,  New 
Mexico,  Idaho,  Louisiana,  Utah,  Okla¬ 
homa,  Oregon,  Nevada,  and  Texas.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Jacksonville,  Fla.  and  Gulf¬ 
port,  Miss.,  (b)  from  South  Carolina,  to 
points  in  Alabama.  The  purpose  of  this 


filing  is  to  eliminate  the  gateway  of 
Jacksonville,  Fla.  (44)  Bananas,  coco¬ 
nuts,  and  pineapples,  (a)  from  points  in 
North  Carolina,  to  points  in  Alabama  and 
Mississippi.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Jacksonville, 
Fla.  (b)  From  points  in  North  Carolina, 
to  points  in  Texas,  Oklahoma,  Colorado, 
Utah,  Louisiana,  Nevada,  New  Mexico, 
Arizona,  California,  and  Oregon.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Jacksonville,  Fla.  and  Gulf¬ 
port,  Miss.  (45)  Bananas,  coconuts,  and 
pineapples,  (a)  from  points  in  New  Jer¬ 
sey,  to  points  in  Alabama  and  MississippL 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Jacksonville,  Fla.  (b> 
From  points  in  New  Jersey,  to  points  in 
Arizona,  California,  Texas,  New  Mexico, 
and  Louisiana.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  Jackson¬ 
ville,  Fla.  and  Gulfport,  Miss,  (c)  Prom 
points  in  New  Jersey,  to  Las  Vegas,  Nev. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Jacksonville,  Fla.  and 
Gulfport,  Miss. 

(46)  Bananas,  coconuts,  and  pine¬ 
apples,  from  Milford,  Pa.,  to  points  in 
Texas,  California,  Arizona  and  Louisiana. 
The  purpose  of  this  filing  is  to  ^iminate 
the  gateways  of  Jacksonville,  Ra.  and 
Gulfport,  Miss.  (47)  Bananas,  coconuts, 
and  pineapples,  from  points  in  Pennsyl¬ 
vania,  to  points  in  Mississippi  and  Ala¬ 
bama.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Jacksonville, 
Fla.  (48)  Bananas,  coconuts,  and  pine¬ 
apples,  f  rcrni  points  in  New  Ywk,  to  points 
in  Florida,  Mississippi,  and  Alabama.  The 
propose  of  this  filing  is  to  eliminate  the 
gateway  of  Jacksonville,  Fla.  (b)  Prom 
points  in  New  York,  to  points  in  Louisi¬ 
ana,  New  Mexico,  California,  Texas,  and 
Arizona.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Jacksonville, 
Fla.  and  Gulfport,  Miss.  (49)  Bananas, 
coconuts,  and  pineapples,  from  Bruns¬ 
wick,  Ga.,  to  points  in  Alal^ma.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
way  of  Jacksonville,  Fla.  (50)  Bananas, 
coconuts,  and  pineapples,  (a)  from 
points  in  Georgia,  to  points  in  Wyoming, 
Colorado,  Texas,  Oklahoma,  Louisiana, 
and  Montana.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  Jackson¬ 
ville,  Fla.  and  Gulfport,  Miss.  (b>  Ba¬ 
nanas,  coconuts,  and  pineapples,  from 
points  in  Georgia,  to  points  in  Rorlda. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Jacksonville,  Fla. 

(51)  Bananas,  coconuts,  and  pine¬ 
apples,  (a)  from  points  in  Virginia,  to 
points  in  Alabama,  Florida,  and  Missis¬ 
sippi.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  JacksonviUe, 
Fla.  (b)  From  points  in  Virginia,  to 
points  in  Texas,  Nevada,  Texas,  New 
Mexico,  Arizona,  and  Louisiana.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  of  Jacksonville,  Fla.  and  Gulfport, 
Miss.  (52)  Bananas,  coconuts,  and  pine¬ 
apples  and  fresh  fruits  and  vegetables, 
(a)  from  points  in  Texas,  to  points  in 
Georgia,  North  Carolina,  South  Cuolina, 
Virginia,  New  York,  Maryland,  Washing¬ 
ton,  D.C.,  New  Jersey,  and  Pennsylvania. 
The  purpose  of  this  filing  is  to  eliminate 
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the  gateway  of  points  in  Florida,  (b) 
Prom  points  in  Texas,  to  Louisville 
Ky..  and  Cleveland,  Ohio.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
0$  points  in  Florida.  (53)  Banarms,  frmn 
Galveston,  Tex.,  to  points  in  Iowa.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Mobile,  Ala.  (54)  Frozen 
foods,  from  Pittsburgh  and  Saltsburg, 
Pa.,  to  points  in  Louisiana  and  Texas. 
The  purp)ose  of  this  filing  is  to  eliminate 
the  gateway  of  Richmond,  Va.  (55) 
Meats,  meat  vToducts,  and  meat  by¬ 
products  and  articles  distributed  by  meat 
packinghouses,  as  described  in  S^tions 
A  and  C  of  Appendix  1  to  the  report  in 
Descriptions  in  Motor  Carrier  Certifi¬ 
cates,  61  M.C.C.  209  and  766  (except 
hides  and  commodities  in  bulk) ,  from  the 
plant  site  of  George  A.  Hormel  &  Co.  at 
or  near  Biueau,  Ill.,  to  points  in  Texas. 
The  piuT>ose  of  this  filing  is  to  eliminate 
the  gateway  of  Moultrie,  Ga. 

(56)  Empty  Veneer  and  fiber  boxes, 
baskets,  arid  crates,  from  Bogalusa,  La., 
to  points  in  Ohio.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Dothan,  Ala.  (57)  Frozen  foods,  (a)  from 
Mesa,  Ariz.,  to  points  in  West  Virginia. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Florence,  Ala.  (b)  From 
Mesa,  Ariz.,  to  points  in  New  York.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Tifton,  Ga.  (58)  Meat,  meat 
products,  and  meat  byproducts,  as  de¬ 
fined  in  Section  A  of  Appendix  1  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates.  61  M.C.C.  209  and  766,  (a) 
from  points  in  New  Mexico,  to  points  in 
Pennsylvania,  Virginia,  New  York,  and 
New  Jersey.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Dothan, 
Ala.  (b)  Prom  points  in  New  Mexico,  to 
Baltimore,  Md.  The  pmpose  of  this  filing 
is  to  eliminate  the  gateway  of  Dothan, 
Ala.  (59)  The  commodities  classified  as 
meats,  meat  products,  and  meat  byprod¬ 
ucts  in  Appendix  1  to  the  report  in  Mod¬ 
ifications  of  Permits — Packinghouse 

Products  48  M.C.C.  628,  (a)  from  Detroit, 
Mich.,  to  points  in  Texas.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  Moultrie,  Ga.  (b)  From  Detroit,  Mich., 
to  points  in  California.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Alabama,  (c)  From  Detroit, 
Mich.,  to  points  in  Louisiana.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway,  of  Tifton,  Ga.  (60)  Oleomarga¬ 
rine.  from  Detroit,  Mich.,  to  points  in 
California.  The  purpose  of  this  filing  Is 
to  eliminate  the  gateway  of  points  in 
Alabama. 

(61)  Frozen  commodities  classified  as 
meats,  meat  products,  and  meat  byprod¬ 
ucts,  in  Appendix  1  to  the  report  in  Modi¬ 
fication  of  Permits — Packinghouse  Prod¬ 
ucts,  48  M.C.C.  628,  from  Detroit,  Mich., 
to  points  in  California.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Alabama.  (62)  Frozen  foods, 
from  Russellville,  Ark.,  to  points  in  Cali¬ 
fornia.  The  p\irpose  of  this  filing  is  to 
eliminate  the  gateway  of  points  in  Ten¬ 
nessee.  (63)  Frozen  foods,  (a)  from 
'  Montcalm  Coimty,  Mich.,  to  points  In 
Arkansas  and  California.  The  purpose  of 


this  filing  is  to  eliminate  the  gateway  of 
points  in  Alabama,  (b)  from  Montcalm 
Coimty,  Mich.,  to  points  in  South  Caro¬ 
lina.  Ihe  piupose  of  this  filing  is  to 
eliminate  the  gateway  of  Crozet,  Va.  (64) 
Fresh  fruits  and  vegetables,  from  points 
in  Florida,  to  points  in  Arkansas  and 
Oklahoma.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Doraville, 
Ga.  (65)  Meats,  meat  products,  and  meat 
byproducts  as  defined  in  Section  A  of 
Appendix  1  to  the  report  in  Descriptions 
in  Motor  Carrier  Certificates,  61  M.C.C. 
208  and  766  (except  commodities  in  bulk, 
in  tank  vehicles),  in  vehicles  equipped 
with  mechanical  refrigeration,  from  Hol¬ 
ton,  Kans.,  to  points  in  Louisiana.  The 
piurpose  of  this  filing  is  to  eliminate  the 
gateways  of  Humboldt  and  Union  City, 
Tenn.  (66)  Frozen  foods,  from  Omaha, 
Nebr.,  to  points  in  Virginia  and  Mary¬ 
land.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Rocky  Mount, 
N.C. 

(67)  Frozen  foods,  from  Buffalo,  N.Y., 
to  points  in  New  Mexico.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Tennessee  (except  Memphis). 
(68)  Citrus  products,  not  canned  and  not 
frozen,  from  points  in  Florida,  to  points 
in  New  Mexico,  California,  and  Arizona. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Brooksville,  Orlando  and 
Winter  Haven,  Fla.  (69)  Frozen  foods, 
from  Pittsburgh,  Pa.,  to  points  in  New 
Mexico.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Crozet,  Va.  and 
Kingsport,  Tenn.  (70)  Unfrozen  food¬ 
stuffs,  from  points  in  Texas,  to  points  in 
Kentucky.  The  purpose  of  this  filing  Is  to 
eliminate  the  gateway  of  Doraville,  Ga, 
(71)  Frozen  foods,  (a)  from  points  in 
Texas,  to  points  in  Illinois,  Missouri,  In¬ 
diana,  and  Michigan.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Florence,  Ala.  (b)  from  points  in 
Texas,  to  points  in  New  York  and 
Pennsylvania.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Rocky 
Mount,  N.C.  (72)  Unfrozen  meats, 
meat  products  and  meat  byproducts, 
and  articles  distributed  by  meat  pack¬ 
inghouses,  as  described  in  lists  A  and 
C  of  Appendix  1  to  the  report  in  De¬ 
scriptions  in  Motor  Carrier  Certificates. 
61  M.C.C.  209  and  766  (except  canned 
goods  as  set  forth  in  list  C  of  the  Appen¬ 
dix),  trom  points  in  Ohio,  to  points  in 
Texas.  The  piuiioses  of  this  filing  is  to 
eliminate  the  gateway  of  Doraville,  Ga. 

(73)  Butter,  cheese,  cream  and  milk, 
including  concentrated  milk,  from  points 
in  Ohio,  to  points  in  Texas,  The 
piirpose  of  this  filing  is  to  eliminate 
the  gateway  of  Doraville,  Ga.  (74) 
Meats,  meat  products  and  meat  by¬ 
products,  and  articles  distributed  by 
meat  packinghouses  as  described  in  Sec¬ 
tion  A  and  C  of  Appendix  1  to  report  in 
Descriptions  in  Motor  Carrier  Certifi¬ 
cates,  61  M.C.C.  209  and  766  (except 
canned  goods  as  set  forth  in  list  C  of  the 
Appendix),  (a)  from  Cincinnati,  Ohio, 
to  points  in  (Georgia,  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Gainesville,  Ga.  (b)  From  Cincinnati, 
Ohio,  to  points  in  Texas.  The  piupose  of 


this  filing  is  to  eliminate  the  gateway  of 
Tifton,  Ga.  (75)  Meats,  meat  products, 
and  meat  byproducts  as  described  in  Sec¬ 
tion  A  of  Appendix  1  to  the  report  in  De¬ 
scriptions  in  Motor  Carrier  Certificates, 
61  M.C.C.  209  and  766,  (a)  from  points 
in  Arizona,  to  points  in  New  York.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Dothan,  Ala.  (b)  From  points 
in  Arizona,  to  all  points  in  New  Jersey. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Dothan,  Ala.  (76)  Frozen 
fruits  and  vegetables,  from  points  in 
Michigan,  to  points  in  Arkansas.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Florence,  Ala.  (77)  Frozen 
fruits,  frozen  berries,  and  frozen  vege¬ 
tables,  from  points  in  Maryland,  to 
points  in  Texas.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateway  of  Tifton, 
Ga.  (78)  Frozen  fruits,  frozen  berries, 
and  frozen  vegetables,  from  points  in 
New  Jersey,  to  points  in  Texas  and  Mis¬ 
sissippi.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Tifton,  Ga. 

(79)  Frozen  fruits,  frozen  berries,  and 
frozen  vegetables,  from  points  in  New 
York,  to  points  in  Mississippi  and  Texas. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Tifton,  Ga.  (80)  Frozen 
fruits,  frozen  berries,  and  frozen  vege¬ 
tables  (a)  From  points  in  Pennsylvania, 
to  points  in  Texas  and  Mississippi.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Tifton,  Ga.  (b)  From  points 
in  Pennsylvania,  to  points  in  Oklahoma 
and  Arkansas.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Florence, 
Ala.  (c)  From  points  in  Pennsylvania,  to 
Green  Bay,  Wis.  and  Milwaukee,  Wis, 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  New  York.  (81) 
Lumber  (except  plsrwood),  from  points 
in  West  Virginia,  to  points  in  Alabama, 
Georgia,  and  Tennessee.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  North  Carolina.  (82)  Lumber 
(except  plywood),  from  Marietta,  Ohio, 
to  points  in  Geor^a.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  Tennessee.  (83)  Lumber  (ex¬ 
cept  plsrwood) ,  from  Macksburg,  Ohio,  to 
pointe  in  Alabama.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  Tennessee. 

(84)  Lumber  (except  plsnvood),  from 
Uhrichsville,  Ohio,  to  points  in  South 
Carolina.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  points  in  Ten¬ 
nessee.  (85)  Unfrozen  dairy  products,  as 
described  in  Appendix  1  to  the  report  in 
Descriptions  in  Motor  Carrier  Certifi¬ 
cates.  61  M.C.C.  209,  from  Walton,  N.Y., 
to  points  in  Oklahoma.  The  purpose  of 
this  51ing  is  to  eliminate  the  gateway  of 
Doraville,  Ga.  (86)  Canned  citrus  prod¬ 
ucts,  in  mixed  with  citrus  products,  not 
canned  and  not  frozen  (presently  au¬ 
thorized),  from  points  in  Florida,  to 
points  in  Texas,  Colorado,  Illinois,  Okla¬ 
homa,  Arkansas,  Texas,  Missouri,  and 
Kansas.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Doraville,  Ga. 
(87)  Frozen  foods,  from  Des  Moines,  Ft. 
•  Dodge,  and  Webster  City,  Iowa,  to  points 
in  Virginia.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Rocky 
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Mount,  N.C.  (88)  Frozen  nutria,  from 
points  In  Louisiana,  to  Denver,  Cola  Hie 
pmiiose  of  this  fill^  is  to  eliminate  the 
gateway  of  CXnaha,  Ndir.  (89)  Frozen 
packino  house  and  dairp  products,  ems 
and  poultry,  from  Moultrie,  Ga.,  to  points 
in  Ohla  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Rocky  Mount, 
N.C. 

(90)  Bananas,  coconuts,  and  pineap¬ 
ples,  from  points  in  Ohio,  to  points  in 
Louisiana.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Jacksonville, 
Fla.  and  Gulfport,  Miss.  (91)  Meats,  meat 
products  and  meat  byproducts,  and  arti¬ 
cles  distributed  by  meat  packinghouses 
and  described  in  Sections  A  and  C  of  Ap¬ 
pendix  1  to  the  report  in  Descriptions  in 
Motor  Carrier  Certificates.  61  M.C.C.  209 
and  766  (except  canned  goods  as  set 
forth  in  Section  C  of  the  Appendix), 
from  points  in  Ohio  (except  Columbus, 
Ohio) ,  to  points  in  Texas  and  Mississippi. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Tifton,  Ga.  (92)  Meats, 
meat  products,  and  meat  byproducts,  as 
described  in  Section  A  of  Appendix  1  to 
the  report  in  Descriptions  in  Motor  Car¬ 
rier  Certificates.  61  M.C.C.  209,  from 
Sioux  FaUs,  S.  Dak.,  to  points  in  Louisi¬ 
ana.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  Dyersburg,  Tenn. 

The  following  letter-notices  of  pro¬ 
posals  to  eliminate  gateways  for  the  pur¬ 
pose  of  reducing  highway  congestion,  al¬ 
leviating  air  and  noise  pollution,  mini¬ 
mizing  safety  hazards,  and  conserving 
fuel  have  been  filed  with  the  Interstate 
Commerce  Commission  imder  the  Com¬ 
mission’s  Gateway  Elimination  Rules  (49 
CFR  1065) ,  and  notice  thereof  to  all  in¬ 
terested  persons  is  hereby  given  as  pro¬ 
vided  in  such  rules. 

An  original  and  two  copies  of  protests 
against  the  proposed  elimination  of  any 
gateway  herein  described  may  be  filed 
with  the  Interstate  Commerce  Commis¬ 
sion  within  10  days  from  the  date  of  this 
publication.  A  copy  must  sdso  be  served 
upon  applicant  or  its  representative.  Pro- 
t(Kts  against  the  elimination  of  a  gate¬ 
way  will  not  operate  to  stay  commence¬ 
ment  of  the  proposed  operation. 

Successively  filed  letter-notices  of  the 
same  carrier  under  these  rules  will  be 
numbered  consecutively  for  convenience 
in  Identificatlmi.  Protests,  if  any,  must 
refer  to  such  letter-notices  by  number. 

No.  MC  564  (Sub-El),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  St.  Louis,  Mo., 
and  points  in  Colorado,  Iowa,  Nebraska, 
and  Wisconsin,  on  the  one  hand,  and,  on 
the  other,  points  in  Pennsylvania,  New 
York,  New  Jersey,  Delaware,  Maryland, 
Virginia,  West  Virginia,  North  Carolina, 
Ohio,  Indiana,  Illinois,  ConnecUcut, 
Massachusetts,  New  Hampshire,  Rhode 
Island,  Maine,  and  the  District  of  C(dum- 
bla.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  points  in  Illinois. 


No.  MC  564  (Sub-E2),  filed  June  4. 
1974.  Am)Ucant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERa  P.O.  Box 
82046.  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  In 
Montana,  North  Dakota,  South  Dakota, 
and  Minnesota,  on  the  one  hand,  and,  on 
the  other,  points  in  Pennsylvania,  New 
York,  New  Jersey,  Delaware,  Maryland, 
Virginia,  West  Virginia,  North  Carolina, 
Ohio,  Indiana,  Illinois,  Connecticut,  Mas¬ 
sachusetts,  New  Hampshire,  Rhode  Is¬ 
land,  and  the  District  of  Columbia.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Iowa  within  150 
miles  of  Austin,  Minn.,  and  points  in 
Illinois. 

No.  MC  564  (Sub-E3),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
(X>NTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Household  goods,  between  points  in 
Washington,  on  the  one  hand,  and,  on 
the  other,  points  in  Maine,  New  Hamp¬ 
shire,  Massachusetts,  Rhode  Island,  New 
Jersey,  New  York,  Pennsylvania,  Mary¬ 
land,  Connecticut,  Delaware,  Ohio,  West 
Virginia,  Virginia,  North  Carolina,  and 
the  District  of  Columbia.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways  of 
points  in  Illinois  within  150  mles  of  Aus¬ 
tin,  Miim.;  points  in  Montana;  and  Wen¬ 
atchee,  Wash. 

No.  MC  564  (Sub-E4),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Washington  on  and  west  of 
a  line  beginning  at  the  Oregon-Washlng- 
ton  State  line,  thence  along  n.S.  High¬ 
way  295  to  junction  Washington  Highway 
17,  thence  ^ong  Washington  Highway  17 
to  junction  UB.  Highway  97.  thence  along 
U.S.  Highway  97  to  the  United  States- 
Canada  International  Boundary  line,  on 
the  one  hand,  and,  on  the  other,  Lincoln, 
Nebr.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Wenatchee, 
Wash.,  points  in  Montana,  and  points  in 
Iowa  within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-E5),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Uncoln,  N^raska  68501.  Ap¬ 
plicant’s  representative:  Holland  C. 
Dudley  (same  as  id)ove) .  Authority 
sou^t  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Household  goods.  (1)  be¬ 
tween  points  In  that  part  of  Ml^ourl  on, 
south,  and  west  of  a  line  beginning  at 
the  Kansas-Missourl  State  line  and  ex¬ 
tending  aloz^  UB.  Highway  54  to  its  in- 


tersectkm  with  Missouri  Highway  5. 
thence  along  Missouri  Highway  5  to  the 
Arkansas-Mlssourl  State  line,  on  the  one 
hand.  and.  on  the  other,  points  In  that 
part  of  Washington,  cm  and  west  of  a 
line  beginning  at  the  Oregon- Washing¬ 
ton  State  line  and  extending  along  Wash¬ 
ington  Highway  125  to  Its  intersection 
with  U.S.  Highway  12,  thence  along  U.S. 
Highway  12  to  intersection  Washington 
Highway  261,  thence  along  Washington 
Highway  261  to  intersection  Interstate 
Highway  90,  thence  along  Interstate 
Highway  90  to  intersection  Washington 
Highway  23,  thence  along  Washington 
Highway  23  to  intersecticm.  with  Wash¬ 
ington  Highway  28,  thence  along  Wash¬ 
ington  Highway  28  to  intersection  with 
Washington  Highway  25,  thence  along 
Washington  Highway  25  to  the  United 
States-Canada  Intematlcmal  Boundary 
line.  (Wenatchee,  Wash. ;  points  in  Mon¬ 
tana;  and  points  in  Iowa  within  150  miles 
of  Austin,  Minn.)*;  (2)  between  St. 
Louis,  Missouri,  on  the  one  hand,  and,  on 
the  other,  points  In  that  part  of  Wash¬ 
ington  Indicated  In  (1)  above.  (Wenat¬ 
chee,  Wash.;  points  In  Montana;  and 
points  in  Illinois  within  150  miles  of 
Austin,  Minn.)*  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  marked 
with  asterisks  a.bov& 

No.  MC  564  (Sub-E6),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  ’TRANS¬ 
CONTINENTAL,  P.O.  Box  82046,  Llxicoln, 
Nebraska  68501.  Applicant’s  representa¬ 
tive:  Holland  C.  Dudley  (same  as  above) . 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  Household 
goods,  between  Austin,  Minn.,  and  points 
within  a  150-mile  radius  thereof,  on  the 
one  hand,  and,  on  the  other,  points  in 
that  part  of  Washington  on  and  west  of 
U.S.  Highway  97.  The  purpose  of  tWs 
filing  is  to  eliminate  the  gateways  of 
points  In  Montana  and  Wenatchee, 
Washington. 

No.  MC  564  (Sub-E7)  filed  June  4, 
1974.  Applicant:  DUDLEYB  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Ap¬ 
plicant’s  representative:  RoSand  C. 
Dudley  (same  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Household  goods,  between 
points  in  Illinois,  on  the  one  hand,  and, 
on  the  other,  points  In  Washington,  ex¬ 
cept  points  east  of  a  line  beginning  at  the 
Montana-Washington  State  line  tuad  ex-t 
tending  south  almig  U.S.  Highway  S  to 
Spokane,  thence  along  U.S.  Highway  195 
to  the  Washington-Montana  State  line. 
The  purpose  of  this  filing  is  to  eUndnate 
the  gateways  of  Wenatchee,  Wash., 
points  in  Montana,  points  in  Iowa  within 
150  miles  of  Austin.  Minn. 

No.  MC  564  (Sub-E8),  filed  June  4, 
1974.  Applicant:  DUMMY’S  TRANS¬ 
CONTINENTAL  MOVERS.  PXX  Box 
82046,  lincoln,  Nebrasdea  6^01.  Appli¬ 
cant's  representative:  Rolland  C.  Dud^ 
(same  as  above).  Authority  sou«dit  to 
operate  as  a  common  carrier,  by  motor 
vdbi(^  over  Irregidar  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
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Indiana,  on  the  one  hand,  and,  on  the, 
other,  points  in  that  part  of  Washington 
on  and  west  of  U.S.  Highway  97.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Wenatchee,  Wash.;  points 
in  Montana;  points  in  that  part  of  Iowa 
within  150  miles  of  Austin,  Minn.;  and 
points  in  Illinois. 

No.  MC  564  (Sub-E9),  filed  Jime  4, 
1974.  Applicant;  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Washington  on  and  west  of 
U.S.  Highway  97,  on  the  one  hand,  and, 
on  the  other,  points  in  Michigan  (except 
those  points  in  the  upper  peninsula  of 
Michigan  west  of  U.S.  Highway  41) .  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Wenatchee,  Wash.;  points 
in  Montana;  and  points  in  that  part  of 
Illinois  within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-ElO),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  BOX 
82046,  Lincoln,  Nebraska  68501.  iUipli- 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  (1)  between  points 
in  Iowa  within  150  miles  of  Austin,  Minn., 
on  the  one  hand,  and,  on  the  other,  points 
in  that  part  of  Washington  on  and  west 
of  U.S.  Highway  97  (Wenatchee,  Wash., 
and  points  in  Montana)  * ;  (2)  between 
points  in  that  part  of  Iowa  on  and  east 
of  Interstate  Highway  35,  on  the  one 
hand,  and,  on  the  other,  points  in  that 
part  of  Iowa  on  and  east  of  U.S.  High¬ 
way  97.  (Wenatchee,  Wash.;  points  in 
Montana;  and  points  in  that  part  of  Il¬ 
linois  within  150  miles  of  Austin,  Minn.)  * 

No.  MC  564  (Sub-Ell),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  lincoln,  Nebraska  68501.  Appli¬ 
cant’s  reixresentatlve:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
v^cle,  over  irr^mlar  routes,  transport¬ 
ing;  Household  goods,  between  points  In 
Washington  (except  Asotin,  Garfield, 
Columbia,  and  V/hltman  Counties, 
Wash.,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Indiana  on 
and  north  of  U.S.  Hi^way  24.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  of  Wenatchee,  Wash.,  points 
in  Montana;  points  In  Iowa  within  150 
miles  of  Austin,  Minn.;  and  points  in 
Illinois. 

No.  MC  564  (Sub-E12),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
CXJNTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dud¬ 
ley  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  In 
that  part  of  Washington  on  and  west  of 


U.S.  Highway  97,  on  the  one  hand,  and, 
on  the  other,  points  in  Montana.  ’The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Wenatchee,  Wash. 

No.  MC  564  (Sub-E14),  filed  June  4, 
1974.  Applicant;  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative;  Rolland  C.  Dud¬ 
ley  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  -Household  goods,  between  Austin, 
Minn.,  and  points  within  150  miles 
thereof,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Washington 
on  and  west  of  a  line  beginning  at  Ore- 
gon-Washlngton  State  line  and  extend¬ 
ing  along  State  Highway  125  to  inter¬ 
section  with  U.S.  Highway  12,  thence 
along  U.S.  Highway  12  to  its  intersection 
with  Washington  Highway  261,  thence 
along  Washington  Highway  261  to  its 
intersection  with  U.S.  Highway  395, 
thence  along  U.S.  Highway  395  to  its 
intersection  with  Washington  Highway 
21,  thence  along  Washington  Highway 
21  to  the  United  States-Canada  Interna¬ 
tional  Boundary  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  Montana  and  Wenatchee, 
Washington. 

No.  MC  564  (Sub-E15),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dud¬ 
ley  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
New  York,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Oregon  on 
and  west  of  U.S.  Highway  395.  The  pur¬ 
pose  of  this  fiimg  is  to  eliminate  the 
gateways  of  points  in  Illinois;  points  in 
Iowa  and  Wisconsin  within  150  miles  of 
Austin,  Minn. 

No.  MC  564  (Sub-E16),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dud¬ 
ley  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Klamath,  Sherman,  Gilliam,  Morrow, 
Umatilla,  Wallowa,  and  Union  Counties, 
Oreg.,  and  points  in  that  part  of  Oregon 
on  and  west  of  UB.  Highway  97  (except 
Klamath  County) ,  on  the  one  hand,  and, 
on  the  other,  points  in  nimois.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Iowa  and  Wiscon¬ 
sin  within  150  miles  of  Austin,  Minn., 
points  in  Montana,  and  Wenatchee, 
Wash. 

No.  MC  564  (Sub-E17),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  ’TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 


ing:  Household  goods,  between  points  in 
Maryland,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Oregon  on 
and  west  of  U.S.  Highway  395  and  points 
in  Morrow,  Grant  and  Umatilla  Coim- 
ties,  Oreg.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in  Illi¬ 
nois;  points  in  Iowa  or  Wisconsin  within 
150  miles  of  Austin,  Minn.,  Montana, 
and  Wenatchee,  Wash. 

No.  MC  564  (Sub-E18) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport-  , 
ing:  Household  goods,  between  points  in  * 
Maine,  on  the  one  hand,  and,  on  the 
other,  points  in  Oregon,  except  Ontario, 
Oreg.  ’The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in  Illi¬ 
nois,  points  in  Iowa  or  Wisconsin  within 
150  miles  of  Austin,  Minn.,  Montana  and 
Wenatchee,  Wash. 

No.  MC  564  (Sub-E19),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Massachusetts,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  Oregon 
on  and  west  of  U.S.  Highway  395.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Illinois,  points  in 
Iowa  or  Wisconsin  within  150  miles  of 
Austin,  Minn.,  Montana,  and  Wenatchee, 
Wash. 

No.  MC  564  (Sub-E20),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  ’TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Indiana,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Oregon  on 
and  west  of  U.S.  Highway  97.  ’The  pm- 
pose  of  this  filing  is  to  eliminate  the 
gateways  of  ixiints  in  Illinois,  points  in 
Iowa  or  Wisconsin  within  150  miles  of 
Austin,  Minn.,  Montana,  and  Wenatchee, 
Wash. 

No.  MC  564  (Sub-E21),  filed  June  4, 
1974.  Aw>licant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative;  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points 
in  that  part  of  Illinois  on  and  north  of 
Interstate  Highway  80,  on  the  one  hand, 
on  the  other,  points  in  that  part 
of  Oregon  on  and  west  of  U.S.  Highway 
97  and  points  in  Sherman,  Gilliam,  Mor¬ 
row,  Umatilla,  Wallowa,  and  Union 
Coimties.  Oreg.  The  purpose  of  this  filing 
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is  to  eliminate  the  gateways  of  points 
in  Iowa  within  150  miles  of  Austin,  Minn., 
Montana,  and  Wenatchee,  Wash. 

No.  MC  564  (Sub-E23),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
•  CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Connecticut,  on  the  one  hand,  and,  on 
the  other,  points  in  Oregon,  (except  On¬ 
tario,  Oreg.,  and  Malheur  County,  Oreg.) . 
The  purpose  of  this  filing  is  to  eliminate 
the  gatewasrs  of  points  in  Illinois,  points 
in  Iowa  within  150  miles  of  Austin,  Minn., 
Montana,  and  Wenatchee,  Wash. 

No.  MC  564  (Sub-E24),  filed  Jvme  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  BOX 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Austin, 
Minn.,  and  points  within  a  150-mile  ra¬ 
dius  thereof,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  Oregon 
on  and  west  of  U.S.  Highway  97.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Montana  and 
Wenatchee,  Wash. 

No.  MC  564  (Sub-E25) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
New  Jersey,  New  Hampshire,  Pennsyl¬ 
vania,  West  Virginia,  Virginia,  Ohio,  and 
North  Carolina,  on  the  one  hand,  and, 
on  the  other,  points  in  that  part  of 
Oregon  on  and  west  of  U.S.  Highway  97 
and  points  in  Grant  and  Umatilla  CToun- 
ties.  Ore.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in  Illi¬ 
nois;  points  in  Iowa  within  150  miles  of 
Austin,  Minn.;  Montana;  and  Wenat¬ 
chee,  Wash. 

No.  MC  564  (Sub-E26),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in  Ore¬ 
gon  (except  Ontario,  Oregon.),  on  the 
one  hand,  and,  on  the  other,  points  in 
Rhode  Island.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  points  in 
Illinois;  points  in  Iowa  within  150  miles 
of  Austin,  Minn.;  Montana;  and  Wenat¬ 
chee,  Wash. 

No.  MC  564  (Sub-E27),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 


(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  Lincoln,  Nebr., 
on  the  one  hand,  and,  on  the  other,  points 
in  Clatsop,  Coliunbia,  Tillamook,  Wash¬ 
ington,  Yamhill,  Polk,  Lincoln,  Marion, 
Clackamas,  Multnomah,  and  Hood  River 
Counties,  Ore.,  and  The  Dalles,  Ore.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Iowa  within  150 
miles  of  Austin,  Minn.;  Montana,  and 
Wenatchee,  Wash. 

No.  MC  564  (Sub-E28),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
CHDNTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  Austin,  Min¬ 
nesota,  and  points  within  a  150-mile 
radius  thereof,  except  Worthington, 
Minn.,  on  the  one  hand,  and,  on  the 
other,  points  in  Texas.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  that  part  of  Missouri  south  of 
U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  564  (Sub-E30),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in 
Texas,  on  the  one  hand,  and,  on  the 
other,  points  in  Maine.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways  of 
points  in  Illinois;  points  in  Iowa  within 
150  miles  of  Austin,  Minn.;  and  points  in 
that  part  of  Missouri  south  of  U.S.  High¬ 
way  54  and  west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-E31),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in 
Texas,  on  the  one  hand,  and,  on  the 
other,  Chicago,  HI.,  and  points  in  Illinois 
on  and  north  of  Interstate  Highway  80. 
The  pmpose  of  this  filing  is  to  eliminate 
the  gateways  of  points  in  Iowa  within 
150  miles  of  Austin,  Minn.;  and  points 
in  that  part  of  Missouri  south  of  U.S. 
Highway  54  and  west  of  Missouri  High¬ 
way  5. 

No.  MC  564  (Sub-E32),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Maryland,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Texas  on 
and  west  of  U.S.  Highway  277.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 


ways  of  points  in  Illinois,  points  in  Iowa 
within  150  miles  of  Austin,  Minn.;  and 
points  in  that  part  of  Missouri  south  of 
U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  564  (Sub-E33),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Massachusetts,  on  the  one  hand,  and,  on 
the  other,  points  in  Texas,  except  Tex¬ 
arkana,  Tex.  The  piunposa  of  this  filing 
is  to  eliminate  the  gateways  of  points  in 
Illinois,  points  in  Iowa  within  150  miles 
of  Austin,  Minn.;  and  points  in  that  part 
of  Missouri  south  of  U.S.  Highway  54 
and  west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-E34).  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in  Iowa 
within  150  miles  of  Austin,  liHnn.,  on  the 
one  hand,  and,  on  the  other,  points  in 
that  part  of  Texas  on  and  south  of  U.S. 
Highway  60.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  points  in  that 
part  of  Missouri  south  of  U.S.  Highway 
54  and  west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-E35),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  the  Dis¬ 
trict  of  Columbia,  on  the  one  hand,  and, 
on  the  other,  points  in  that  part  of  Texas 
on  and  west  of  a  line  beginning  at  the 
Oklahoma-Texas  State  line  and  extend¬ 
ing  along  U.S.  Highway  277  to  its  inter¬ 
section  with  UB.  Highway  180,  thence 
along  U.S.  Highway  180,  to  its  intersec¬ 
tion  with  Texas  Highway  163,  thence 
along  Texas  Highway  163  to  its  intersec¬ 
tion  with  U.S.  Highway  90,  thence  to  the 
United  States-Mexico  International 
Boundary  line.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  points  in 
Hllnois,  points  in  Iowa  within  150  miles 
of  Austin,  Minn.;  and  points  in  that  part 
of  Wisconsin  south  of  U.S.  Highway  54 
and  west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-No.  E36) ,  filed  June 
4,  1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Texas  on  and  north  of  n.S. 
Highway  62  and  El  Paso,  Tex.,  on  the 
one  hand,  and  on  the  other,  points  in 
Delaware.  The  purpose  of  this  filing  is  to 
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eliminate  the  gateways  of  points  In  Oll- 
hois.  points  In  Iowa  within  ISO  mUes  of 
Austin,  Minn.,  and  points  in  that  part  of 
Missouri  south  of  UJ3.  Highway  54  and 
west  of  Missouri  Highwi^  5. 

No.  MC  564  (Sub-No.  E37) ,  filed  June 
4,  1974.  Applicant:  DUDLEY'S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative;  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  In 
Texas,  on  the  one  hand,  and,  on  the 
other,  points  In  that  part  of  Iowa  within 
150  miles  of  Austin,  Minn,  (except  points 
west  of  U.S.  Hliiiway  69) .  The  purpose 
of  this  filing  Is  to  eliminate  the  gateway 
of  points  In  that  part  of  Missouri  south 
of  U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  564  (Sub-No.  E38) ,  filed  June 
4,  1974.  Amillcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Llnc(dn,  Nebr.  68501.  Applicant’s 
representative:  Rolland  C.  Dudley  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  House¬ 
hold  goods,  between  points  In  Connecti- 
eut,  on  the  one  hand,  and,  on  the  other, 
points  fax  that  part  of  Texas  on  and  west 
of  a  Uae  bcgbmlng  at  the  Oklahonta- 
Tsodsb  State  line,  and  extending  along 
UJS.  Highway  171  to  intersection  with 
Texas  Highway  19,  thence  along  Texas 
Highway  19  to  intersectlcm  with  Texas 
Highway  3L  thence  along  Texas  High¬ 
way  31  to  Waco,  Tex.,  thence  along  U.S. 
Highway  77  to  its  Intersection  with  In¬ 
terstate  Highway  37,  thence  along  Inter¬ 
state  Highway  37  to  Corpus  ChristL  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Illinois,  points  in 
Iowa  within  150  miles  of  Austin,  Minn., 
and  points  in  that  part  of  Missouri  south 
of  UJB.  Highway  54  and  west  of  Missoi^ 
Highway  5. 

NO.  MC  564  (Sub-No.  E39) ,  filed  June 
4,  1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Linccdn,  Nebr.  68501.  Applicant’s 
representative:  Rolland  C.  Dudley  (same 
as  above) .  Authority  sou^t  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregidar  routes,  transporting:  House¬ 
hold  goods,  between  Worthington,  Minn., 
(XI  the  one  hand,  and,  on  the  other,  points 
in  that  part  of  Texas  on  and  south  of 
UB.  Highway  60.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  that  part  of  Missouri  south  of 
U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  564  (Sub-No.  S40) ,  filed  Jime 
4,  1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative:  Rolland  C.  Dudley  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  House¬ 
hold  goods,  between  points  In  that  part 
of  Texas  on  and  west  of  a  line  begin¬ 
ning  at  the  Mexico-United  States  Int^- 


national  Boundary  line  and  extending 
along  Interstate  Highway  35  to  its  inter¬ 
section  with  U.S.  Highway  67,  thence 
along  U.S.  Highway  67  to  its  intersection 
with  U.S.  Highway  271,  thence  along  U.6. 
Highway  271  to  the  OUahoma-Texas 
State  line,  on  the  one  hand,  and,  on  the 
other,  Newark,  N.J.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  Illinois,  points  in  Iowa  within 
150  miles  of  Austin,  Minn.,  and  points  in 
that  part  of  Missouri  south  of  UB.  High¬ 
way  54  and  west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-No.  E41),  filed 
June  4,  1974.  Applicant:  DUDLEY’S 
’TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  Appli¬ 
cant’s  repres^tatlve:  Rolland  C.  Dudley 
(same  as  above) .  Auttiority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregvilar  routes,  transporting: 
Household  goods,  between  points  in  that 
part  of  Ohio  on  and  north  of  a  line  be¬ 
ginning  at  the  Indlana-Ohlo  State  Une 
and  extending  along  U.S.  Highway  6  to 
its  intersection  with  Ohio  Highway  53, 
thence  along  C^o  Highway  53  to  its 
intersection  with  U.S.  Highway  224, 
thence  along  U.S.  Highway  224  to  its  in¬ 
tersection  with  Ohio  Highway  83,  thence 
along  Ohio  Highway  83  to  Wooster,  Ohio, 
thence  along  U.S.  Highway  30  to  the 
Ohio-Penns;^vania  State  line,  on  the  one 
hand,  and.  on  the  other,  potets  in  that 
part  of  Texas  on  and  west  of  a  Une  begin¬ 
ning  at  the  Texae-Oklah(»na  State  Une 
and  extending  alcmg  U.S.  Highway  271 
to  intersection  with  UB.  Highway  82, 
thence  along  U.S.  Highway  82  to  inter¬ 
section  with  U.S.  Highway  75  to  Dallas. 
Tex.,  thence  alcmg  U.S.  Highway  77  to 
its  Intersection  with  UB.  Highway  87, 
thence  along  U.S.  Highway  87  to  Port 
Lavaca,  Tex.  The  purpose  of  this  filing  is 
to  eliminate  the  gateways  of  points  in 
Illinois,  points  in  Iowa  within  150  mUes 
of  Austin,  Minn.,  and  points  in  that  part 
of  Missouri  south  of  U.S.  Highway  54 
and  west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-No.  E42),  filed 
June  4,  1974.  AppUcant;  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  AppU- 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Household  goods,  between  points  in  New 
Hampshire,  on  the  one  hand,  and,  on  the 
other,  points  in  Texas  (except  Tex¬ 
arkana,  Tex.).  The  pmpose  of  this  fil¬ 
ing  to  eliminate  the  gateways  of  points 
in  Illinois,  points  in  Iowa  within  150 
miles  of  Austin,  Minn.,  and  points  in  that 
part  of  Missouri  south  of  U.S.  Highway 
54  and  west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-No.  E43) ,  filed  Jime 
4,  1974.  Applicant:  DUDLEY’S  ’TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  AppUcant’s 
representative:  Rolland  C.  Dudley  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transpexiing:  House¬ 
hold  goods,  between  points  in  that  part 
of  Pennsylvania  on,  north  and  east  of  a 
line  beginning  at  the  Ohio-Pennsylvania 


State  line  and  extending  along  Inter¬ 
state  Highway  90  to  its  thtersection  with 
U.S.  Highway  6N,  thence  along  U.S. 
Highway  6N  to  its  intersection  with  U.S. 
Highway  6,  thence  alcmg  U.S.  Highway 
6  to  its  intersection  with  U.S.  Highway 
15,  thence  along  U.S.  Highway  15  to  its 
Intersection  with  Pennsylvania  Highway 
61,  thence  along  Pennsylvania  Highway 
61  to  Reading,  Pa.,  thence. along  UB. 
Highway  422  to  the  Philaddphia-New 
Jersey  State  Une,  on  the  one  hand,  and, 
on  the  other,  points  in  that  part  of  Texas 
on  and  west  of  a  line  beginning  at  the 
Oklahoma-Texas  State  Une,  thence 
along  U.S.  Highway  271  to  its  intersec¬ 
tion  with  U.S.  Highway  82,  thence  along 
U.S.  Highway  82  to  Intersection  with 
U.S.  Highway  75,  thence  along  U.S. 
Highway  75  to  its  intersection  with  Bx- 
terstate  Highway  35,  thmee  along  In¬ 
terstate  Highway  35  to  the  United 
States-Mexico  International  Boundary 
Une.  The  piupose  of  this  filing  is  to  elim¬ 
inate  the  gateways  of  points  in  HUnois, 
points  in  Iowa  within  150  miles  of  Aus¬ 
tin,  Minn.,  and  points  in  12iat  ptuii  of 
Missouri  south  of  U.S.  Highway  54  and 
west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-No.  E44) ,  filed  June 
4,  1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln.  Nebr.  68501.  AppUcanfs 
r^resentatlve:  RoUand  C.  Dudley  (same 
as  above).  Authority  soui^t  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregxilar  routes,  transporting: 
Household  goods,  between  points  in 
Rhode  Island,  on  the  one  hand,  and.  on 
the  other,  points  in  that  part  of  Texas 
on  and  west  of  a  Une  beginning  at  the 
Oklahoma-Texas  State  line  and  extend¬ 
ing  along  U.S.  Highway  271  to  its  inter¬ 
section  with  U.S.  Highway  82,  thence 
alcmg  U.S.  Highway  82  to  its  intersection 
with  UB,  Highway  75,  thence  al(mg  UB. 
Highway  75  to  its  intersection  with  In¬ 
terstate  Highway  35E,  thence  along  In¬ 
terstate  Highway  35E  to  its  intersectiixi 
with  U.S.  Highway  77,  thence  along  U.S. 
Highway  77  to  its  intersection  with  U.S, 
Hi^way  181,  thence  along  UB.  Highway 
181  to  Corpus  Chnstl,  Tex.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  points  in  HUnois,  points  in  Iowa 
within  150  mUes  of  Austin,  Minn.,  and 
points  in  that  part  of  Missouri  south  of 
U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  564  (Sub-No.  E46),  filed 
Jime  4,  1974.  AppUcant:  DUEH^TY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  AppU¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ingr  Household  goods,  between  points  in 
Kansas,  on  the  one  hand,  and,  on  the 
other,  points  in  New  Hampshire.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Lincoln,  Nebr.,  and 
points  in  HUnois. 

No.  MC  564  (Sub-No,  E47),  filed 
Jxme  4,  1974.  ApiiUcant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  AppU¬ 
cant’s  representative:  RoUand  C.  Dudley 
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(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes.Ntransport- 
ing;  Household  goods,  between  points  in 
Kansas,  on  the  one  hand,  and,  (m  the 
other,  points  in  Maine.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways 
of  points  in  Lincoln,  Nebr.,  and  points  in 
Illinois. 

No;  MC  564  (Sub-No.  E48),  filed 
June  4,  1974.  Applicant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  Appli¬ 
cant’s  representative :  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Kansas  (except  Kansas  City,  Kans.) ,  on 
the  one  hand,  and,  on  the  other,  points 
in  Massachusetts.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  Lincoln,  Nebr.,  and  points  in 
Illinois. 

No.  MC  564  (Sub-No.  E49),  filed 
June  4,  1974.  AppUcant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Kansas  on,  north  and  west 
of  a  line  beginning  at  the  Colorado- 
Kansas  State  line  and  extending  along 
U.S.  Highway  50  to  its  intersection  with 
U.S.  Highway  56,  thence  along  U.S. 
Highway  56  to  its  intersection  with  U.S. 
Highway  81,  thence  along  U.S.  Highway 
81  to  its  Intersection  with  Kansas  High¬ 
way  18,  thence  along  Kansas  Highway  18 
to  its  intersection  with  U.S.  Highway  24, 
thence  along  U.S.  Highway  24  to  its  in¬ 
tersection  with  U.S.  Highway  77,  theVice 
along  U.S.  Highway  77  to  the  Kansas- 
Nebraska  State  line,  on  the  one  hand^ 
and,  on  the  other,  points  in  North  Caro¬ 
lina.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in  Lin¬ 
coln,  Nebr.,  and  points  in  Illinois. 

No.  MC  564  (Sub-No.  E52) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  "raANS- 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  AppUcant’s 
representative:  RoUand  C.  Dudley  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  House¬ 
hold  goods,  from  points  in  that  part  of 
Kansas  on,  west  and  south  of  a  line  be¬ 
ginning  at  the  Kansas-Nebraska  State 
line  and  extending  along  U.S.  Highway 
77  to  Intersection  with  U.S.  Highway  54, 
thence  along  U.S.  Highway  54  to  the 
Kansas-Mlssouri  State  Une,  on  the  one 
hand,  and,  on  the  other,  points  in  Michi¬ 
gan.  The  purpose  of  this  filing  Is  to 
eliminate  the  gateways  of  (1)  Lincoln, 
Nebr.,  and  points  in  Hlinols  within  150 
miles  of  Austin,  Minn.,  or  (2)  points  in 
that  part  of  Missouri  south  of  n.S.  High¬ 
way  54  and  west  of  Missouri  Highway  5, 
and  points  in  HUnols  within  150  miles  of 
Austin,  Iifinn. 


No.  MC  564  (Sub-No.  E55),  filed 
June  4,  1974.  AppUcant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  AppU¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Hlinois  on  and  north  of  a  line 
beginning  at  the  Indiana-IUinois  State 
Une  and  extending  along  U.S.  Highway 
36  to  its  intersection  with  Hlinois  High¬ 
way  121,  thence  along  Illinois  Highway 
121  to  its  intersection  with  U.S.  Highway 
136,  thence  along  U.S.  Highway  136  to  the 
lowa-Hlinois  State  line,  on  the  one  hand, 
and,  on  the  other,  points  in  that  part  of 
Kansas  on  and  west  beginning  at  Ne- 
braska-Kansas  State  Une,  and  extending 
along  U.S.  Highway  183  to  intersection 
with  U.S.  Highway  56,  thence  along  U.S. 
Highway  56  to  intersection  with  U.S. 
Highway  283,  thence  along  U.S.  Highway 
283  to  the  Oklahoma-Kansas  State  line. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Lincoln,  Nebr. 

No.  MC  564  (Sub-No.  E57),  filed 
June  4,  1974.  Applicant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  AppU¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Maiihat- 
tan,  Kans.,  on  the  one  hand,  and,  on  the 
other,  points  in  Wisconsin  (except 
Douglas  County,  Wis.).  The  purpose  of 
this  fiUng  is  to  eliminate  the  gateways  of 
points  In  Lincoln,  Nebr.,  and  points  in 
Hlinois  within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-No.  E58),  filed 
June  4,  1974.  AppUcant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(ssune  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Kansas  on  and  west  of  a 
Une  beginning  at  the  Nebraska-Kansas 
State  Une  and  extending  along  Kansas 
Highway  99  to  its  Intersection  with  In¬ 
terstate  Highway  70,  thence  along  Inter¬ 
state  Highway  70  to  Its  Intersection  with 
U.S.  Highway  81,  thence  along  U.S.  High¬ 
way  81  to  the  Oklahoma-Kansas  State 
Une,  on  the  one  hand,  and,  on  the  other, 
points  in  West  Virginia.  The  purpose  of 
this  filing  Is  to  eliminate  the  gateways  of 
points  in  Lincoln,  Nebr.,  and  points  in 
HUnois. 

No.  MC  564  (Sub-No.  E60) ,  filed  June 
4,  1974.  AppUcant:  DUDLEY’S  ’TRANS¬ 
CONTINENTAL  MOVERS,  P.O,  Box 
82046,  Lincoln,  Nebr.  68501.  AppUcant’s 
representative:  Rolland  C.  Dudley  (same 
as  above).  Authority  souidit  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  ta*ansportlng: 
Household  goods,  between  points  In  that 
part  of  Kansas  on  and  west  of  U.S.  High¬ 
way  77,  Manhattan,  Kans.,  and  Riley  and 


Geary  Counties,  Kans.,  on  the  one  hand, 
and,  on  the  other,  points  In  Pennsyl¬ 
vania.  The  piuTX)se  of  this  filing  Is  to 
eliminate  the  gateways  of  (1)  Lincoln, 
Nebr.,  and  Hlinois,  or  (2)  points  In  that 
part  of  Missom*!  south  of  U.S.  Highway 
54  and  west  of  Missouri  Highway  5; 
points  in  Iowa  within  150  mUes  of  Aus¬ 
tin,  Minn.,  and  points  in  Hlinc^. 

No.  MC  564  (Sub-No.  E61),  filed  June 
4,  1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  AppUcant’s 
representative:  Rolland  C.  Dudley  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Household  goods,  between  points  in  that 
part  of  Kansas  on,  north  and  west  of  a 
line  beginning  at  the  Colorado-BIansas 
State  Une  and  extending  along  Inter¬ 
state  Highway  70  to  Its  Intersectlmi  with 
Kansas  Highway  99,  thence  along  Kan¬ 
sas  Highway  99  to  the  Kansas-Nebraska 
State  Une,  on  the  one  hand,  and,  on  the 
other,  points  In  that  part  of  Virginia  on 
and  east  of  U.S.  Highway  220.  The  pur¬ 
pose  of  this  filing  is  to  eUmlnate  the 
gateways  of  Lincoln,  Nebr.,  and  points 
in  Hlinois. 

No.  MC  564  (Sub-No.  E62) ,  filed  June 
4,  1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  AppUcant’s 
representative:  RoUand  C.  Dudley  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
Household  goods,  between  points  In  that 
part  of  Kansas  on  and  west  of  U.S. 
Highway  75,  on  the  one  hand,  and,  on 
the  other,  Norfolk,  Va.,  and  Princess  Ann 
and  Hampton  Counties,  Va.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  Lincoln,  Nebr.,  and  points  In  HUnois. 

No.  MC  564  (Sub-No.  E63) ,  filed  June 
4,  1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative:  RoUand  C.  Dudley  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
Household  goods,  between  points  In  Ri¬ 
ley,  Marshall,  Geary  and  Pottawattamie 
Counties,  Kans.,  and  Manhattan.  Kans., 
on  the  one  hand,  and,  on  the  other, 
points  In  that  part  of  North  Carolina  on 
and  east  of  a  Une  beginning  at  the  North 
Carolina-Vlrglnia  State  Une  and  extend¬ 
ing  along  U.S.  Highway  52  to  Intersection 
with  U.S.  Highway  64,  thence  along  U.S. 
Highway  64  to  intersection  with  U.S. 
Highway  220,  thence  along  U.S.  High¬ 
way  220  to  Intersection  with  U.S.  High¬ 
way  74,  thence  along  U.S.  Highway  74 
to  the  Atlantic  Ocean.  Hie  purpose  of 
this  filing  Is  to  eUmlnate  the  gateways  of 
Lincoln,  Nebr.,  and  HUnois. 

No.  MC  564  (Sub-No.  E66) ,  filed  June 
4,  1974.  AppUcant;  DUDLEIY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Ai^^icant’s 
representative:  Rolland  C.  Dudley  (same 
as  above).  Authority  souidit  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
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over  irregular  routes,  transporting: 
Household  goods,  between  points  in  Owi- 
necticut,  on  the  one  hand,  and,  on  the 
other,  St.  Louis,  Mo.  (points  in  Illinois)  * ; 
points  in  that  part  of  Missouri  on,  west 
and  north  of  a  line  beginning  at  the 
Kansas-Missouri  State  line,  thence  along 
U.S.  Highway  50  to  junction  U.S.  High¬ 
way  63,  thence  along  UJ5.  Highway  63 
to  the  lowa-Missouri  State  line  (points 
in  Illinois  and  points  in  Iowa  within  150 
miles  of  Austin,  Minn.)  * ;  points  in  that 
part  of  Missouri  on,  w^est  and  south  of  a 
line  beginning  at  the  Kansas-Missovui 
State  line,  thence  along  U.S.  Highway 
54  to  Junction  U.S.  Highway  5,  thence 
along  U.S.  Highway  5  to  the  Arkansas- 
Missourl  State  line  (points  in  Illinois)  *. 
The  piupose  of  this  filing  is  to  eliminate 
the  gatewaj's  marked  with  asterisks. 

No.  MC  564  (Sub-No.  E69) ,  filed  June 
4.  1974.  Applicant:  DUDLEY'S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative:  Holland  C.  Dudley' (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
Household  goods,  between  points  in  that 
part  of  Indiana  on,  south  and  west  of  a 
line  beginning  at  the  Ulinois-Indiana 
State  line  and  extending  along  U.S.  High¬ 
way  40  to  Intersection  with  UB.  Highway 
231,  thence  along  U.S.  Highway  231  to 
the  Indiana-Kentucky  State  line,  on  the 
one  hand,  and,  on  the  other,  i>oints  in 
Michigan,  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  points  in 
Illinois. 

No.  MC  564  (Sub-No.  E70) ,  filed  June 
4,  1974.  Applicant:  DUDLEY’S  TRANS- 
(XJNTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative:  Holland  C.  Dudley  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Household  goods,  between  points  In  that 
part  of  Indiana  on  and  west  of  UB.  High¬ 
way  31,  on  the  one  hand,  and,  on  the 
other,  points  In  that  part  of  the  Upper 
Peninsula  of  Michigan  on  and  west  of 
U.S.  Highway  41.  The  purpose  of  this 
filing  Is  to  eliminate  the  gateway  of 
Ultnols. 

No.  MC  564  (Sub-No.  E71) ,  filed  June 
4,  1&74.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative:  Rc^land  C.  Dudley  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Household  goods,  between  p(fints  in  Mas¬ 
sachusetts,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  the 
Upper  Peninsula  of  Michigan  on  and  west 
of  U.S.  BU^way  41.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  points 
in  Illinois. 

No.  MC  564  (Sub-No.  E73),  filed 
Jime  4,  1974.  Applicant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nelur.  68501.  Appli¬ 
cant’s  r^iuresentative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 


erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in 
Maine,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  the  Upper 
Peninsula  of  Michigan  on  and  west  of 
U.S.  BUghway  41.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateway  of  points 
in  Illinois. 

No.  MC  564  (Sub-No.  E74) ,  filed 
June  4,  1974.  AppUcant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregtilar  routes,  transporting: 
Household  goods,  between  points  in  the 
Upper  Peninsula  of  Michigan,  on  the  one 
hand,  and,  on  the  other,  points  in  Mary¬ 
land.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  points  in  Illinois. 

No.  MC  564  (Sub-No.  E75),  filed 
June  4,  1974.  Applicant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregtilar  routes,  transporting: 
Household  goods,  between  points  in  the 
Upper  Peninsula  erf  Michigan,  on  the  one 
hand,  and,  on  the  other,  points  in  Mis¬ 
souri.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gat^ays  of  points  in  Illinois 
within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-No.  E76),  filed 
June  4,  1974.  Applicant:  DUDLEY’S 
TRANSCONTINENTAL  MOVERS,  P.O. 
Box  82046,  Lincoln,  Nebr.  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Ifousehold  goods,  between  points  in 
Michigan,  on  the  one  hand,  and,  on  the 
other,  points  in  Oklahoma.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  points  in  that  part  of  Missouri  south 
of  U.S.  Highway  54  and  east  of  Missouri 
Highway  5;  and  points  in  Illinois  within 
150  mil^  of  Austin,  Minn. 

No.  MC  564  (Sub-No.  E77),  filed  June 
4,  1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative:  RoUand  C.  Dudley  (same 
as  above).  Authority  sought  to  CH^erate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
Household  goods,  between  points  in  that 
part  of  Michigan  on  and  south  of  Michi¬ 
gan  Highway  46,  on  the  one  hand,  and, 
on  the  other,  points  in  Minnesota.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  lUinois  within  150 
miles  of  Austin,  Minn. 

No.  MC  564  (Sub-E112),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in  New 


York,  on  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  Texas  on  and  west 
of  a  Une  beginning  at  tlie  Oklahcana- 
Texas  State  line  and  extending  along 
U.S.  Highway  75  to  intersection  with  In¬ 
terstate  Highway  35,  thence  idong  Inter¬ 
state  Highway  35  to  the  United  States - 
Mexico  International  Boundary  line.  The 
purpose  of  this  fiUng  is  to  eliminate  the 
gateway  of  points  in  that  part  of  Mis¬ 
souri  south  of  U.S.  Highway  54  and  west 
of  Missouri  Highway  5;  points  in  Iowa 
within  150  mUes  of  Austin,  Minn.;  and 
points  in  Illinois. 

No.  MC  564  (Sub -El  13),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  'Box 
82046,  Lincoln,  Nebraska  68501.  AppU¬ 
cant 's  representative:  R(Uland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Wisconsin  within  150  mUes  of  Austin, 
Minnesota,  and  points  in  that  part  of 
Wisconsin  on  and  south  of  Michigan 
Highway  60,  on  the  one  hand,  and,  on 
the  other,  points  in  Montana,  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  of  points  in  HUnois  within  150  miles 
of  Austin,  Minn. 

No.  MC  564  (Sub-El  14),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU¬ 
cant ’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting : 
Household  goods,  between  points  in  that 
part  of  Wisconsin  on  and  south  of  U.S. 
Highway  16,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  Michi¬ 
gan  on  and  south  of  Michigan  Highway 
55.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateways  of  points  in  HUnois 
within  150  mUes  of  Austin,  Miim. 

No.  MC  564  (Sub-E116).  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Duffley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points 
in  that  part  of  Wisconsin  on  and  south 
of  Wisconsin  Highway  60,  on  the  one 
hand,  and,  on  the  other,  points  in  North 
Dakota.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in  Hli- 
nois  and  within  150  miles  of  Austin, 
Minn. 

No.  MC  564  (Sub-E117) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C,  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
veWcle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points 
in  that  part  of  Missouri  on,  south  and 
west  of  a  line  beginning  at  the  Kansas- 
Missouri  State  line,  thence  along  U.S. 
Highway  54  to  Missouri  Highway  5,  to 
the  Missomi-Arkansas  State  line,  on  the 
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one  hand,  and,  on  the  other,'  points  In 
Montana.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  points  In 
Iowa  within  150  miles  oi  Austin,  Minn. 

No.  MC  564  (Sub-E118) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY'S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  Lincoln, 
Nebr.,  on  the  one  hand,  and,  on  the  other, 
points  In  that  part  of  Missouri  on  and 
east  of  a  line  beginning  at  the  lowa- 
Missourl  State  line  and  extending  along 
U.S.  Highway  63  to  Intersection  with 
Missouri  State  line  and  extending  along 
sourl  Highway  6  to  Intersection  with  Mis¬ 
souri  Highway  15,  thence  along  Missouri 
Highway  15  to  intersection  with  Missouri 
Highway  154,  thence  along  Missouri 
Highway  154  to  intersection  with  Mis¬ 
souri  Highway  19,  thence  along  Missouri 
Highway  19  to  the  Missouri-Arkansas 
State  line.  The  purpose  of  this  filing  Is  to 
eliminate  the  gateway  of  points  In  Iowa 
within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-E119),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  £d>ove) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Maryland,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Missouri  on 
and  north  of  a  line  beginning  at  the  Kan- 
sas-Missourl  State  line  and  extending 
along  Missouri  Highway  18  to  Intersec¬ 
tion  with  Missouri  Highway  13,  thence 
along  Missouri  Highway  13  to  intersec¬ 
tion  with  Missouri  Highway  10,  thence 
along  Missouri  Highway  10  to  intersec¬ 
tion  with  U.S.  Highway  24,  thence  along 
U.S.  Highway  24  to  intersection  with  U.S. 
Highway  36,  thence  along  U.S.  Highway 
36  to  the  Missouri-Hlinois  State  line.  ’The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Illinois:  and  points 
in  Iowa  within  150  miles  of  Aiistin,  Minn. 

No.  MC  564  (Sub-E120) ,  filed  June  4, 
1974.  Applicant  DUDLEY’S  ’TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rollsmd  C.  Dud¬ 
ley  (same  as  above) .  Authority  soughlTto 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  In 
Maine,  on  the  one  hand,  and,  on  the 
other,  points  In  that  part  of  Mi^oml  on 
and  east  of  a  line  beginning  at  the  Bli- 
nois-Mlssouri  State  line  and  extending 
along  Missouri  Highway  32  to  Intersec¬ 
tion  with  U.S.  Highway  67,  thence  along 
U.S.  Highway  67  to  the  Arkansas-Mls- 
sourl  State  line  and  points  in  Butler, 
Wayne,  Carter,  Ripley,  and  Oregon 
Counties,  Mo.  The  purpose  of  this  filing 
Is  to  eliminate  the  gateways  of  points  In 
Illinois,  and  points  In  Iowa  within  150 
miles  of  Austin,  Minn. 


No.  MC  564  (Sub-E122) .  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Ndsraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Houseihold  goods,  (1)  between  points  in 
Massachusetts,  on  the  one  hand,  and,  on 
the  other,  St.  Louis,  Missouri  (points  In 
Illinois)*;  and  points  In  that  part  of 
Missouri  on,  north  and  west  of  a  line  be¬ 
ginning  at  the  Hlinols-Miseourl  State 
line  and  extending  along  Interstate  High¬ 
way  70  to  Its  intersection  with  Missouri 
Highway  5,  thence  along  Missouri  High¬ 
way  5  to  the  Arkansas-Mlssourl  State 
line  (points  In  Iowa  within  150  miles  of 
Austin.  Minn.;  and  points  in  Illinois  or 
(2)  points  In  Ohio  and  points  in  Illi¬ 
nois)  *.  The  piupose  of  this  filing  Is  to 
eliminate  the  gateway  as  marked  with 
asterisks. 

No.  MC  564  (Sub-E123) .  filed  June  4, 
1974.  Applicant:  DUDLEY’S  ’TRANS- 
(X)NTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routM,  transporting: 
Household  goods,  between  points  In  that 
part  of  Indiana  on  and  north  of  Indiana 
Highway  T4,  on  the  one  hand,  and,  on 
the  other,  points  In  that  part  of  Missouri 
on,  west  and  north  of  a  line  beginning  at 
the  lowa-Mlssourl  State  line  and  extend¬ 
ing  along  U.S.  Highway  65  to  U.S.  High¬ 
way  36,  to  Interstate  Highway  35,  to 
Missouri  Highway  291,  to  Missouri  High¬ 
way  2,  to  the  Kansas-Missourl  State  line. 
The  purpose  of  this  filing  Is  to  eliminate 
the  gateways  of  points  In  Illinois,  and 
points  in  Iowa  within  150  miles  of  Aus¬ 
tin,  Minn. 

No.  MC  564  (Sub-E124) .  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS.  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Household  goods  between  points  In  that 
part  of  Illinois  on  and  north  of  Inter¬ 
state  Highway  80,  on  the  one  hand,  and, 
on  the  other,  points  In  that  part  of  Mis¬ 
souri  on,  west  and  north  of  a  line  be¬ 
ginning  at  the  lowa-Mlssourl  State  lli>e 
and  extending  along  U.S.  Highway  65  to 
U.S.  Highway  36,  to  State  Highway  35, 
to  Missouri  Highway  291,  to  Missouri 
Highway  2.  to  the  Kansas-Mlssouri  State 
line.  The  p\irpose  of  this  filing  is  to  elimi¬ 
nate  the  gateway  of  points  In  Iowa 
within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-E125),  filed  June  4. 
1974.  Applicant:  DUDLEY’S  ’TRANS- 
CON'TINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Household  goods,  between  points  In  Dela¬ 
ware,  on  the  one  hand,  and,  on  the  other. 


St.  Louis,  Mo.  (points  In  HUnols)  * ;  points 
In  that  part  of  Missouri  on,  south  and 
west  of  a  line  beginning  at  the  Kansas- 
Mlssouri  State  line,  thence  alcmg  UB. 
Highway  54  to  Mssourl  Highway  5  to  the 
Mlssourl-Aiicansas  State  line  (points  In 
Illinois  and  Ohio)*  and  points  In  that 
part  of  Missouri  on  and  west  of  a  line 
beginning  at  the  lowa-Mlssourl  State  line 
and  extending  along  UB.  Highway  63,  to 
Missouri  Highway  11.  to  U.S.  Highway 
24.  to  Missouri  Highway  il,  to  U.S.  High¬ 
way  65,  to  U.S.  Highway  50.  to  the  Kan¬ 
sas-Missourl  State  line  (points  In  Iowa 
within  150  miles  of  Austin,  Minn,  and 
points  In  Illinois)  *.  The  purpose  of  this 
filing  Is  to  eliminate  the  gateways  marked 
with  asterisks  above. 

No.  MC  564  (Sub-E126) .  filed  June  4. 
1974.  AppUcant:  DUDLEY’S  ’TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  tranqiwrt- 
Ing:  Household  goods,  between  points  In 
Connecticut,  on  the  one  hand,  and,  on 
the  other,  St  Louis,  Mo.,  (points  In  Il¬ 
linois)  *  points  In  that  p^  of  Missouri 
on.  south  and  west  of  a  line  beginning  at 
the  Kansas-Mlssouri  State  Une,  Ihence 
along  U.S.  Highway  54  to  Mssourl  High¬ 
way  5  to  the  Missouri-Arkansas  State 
line,  (points  In  HUnols  and  Ohio)  *;  and 
points  In  that  part  of  Missouri  on,  west 
and  north  of  a  Une  beglnniiig  at  the 
lowa-Mlssourl  State  line  and  extending 
along  UB.  Highway  63  to  U.S.  Highway 
50,  to  the  Missouri-Kansas  State  Hire, 
(points  In  Iowa  within  150  miles  of 
Austin,  Minn,  and  points  In  HUnols)*. 
The  purpose  of  this  filing  Is  to  eliminate 
the  gateways  marked  with  asterisks. 

No.  MC  564  (Sub-E127) .  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS.  P.O.  Box 
82046,  Lincoln,  N^raska  68501.  Ak>U- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Househoid  goods,  between  points  In 
Pennsylvania,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  Missouri 
on.  south  and  west  of  a  Une  beginning 
at  the  Kansas-Mlssouri  State  line,  thence 
along  U.S.  Highway  54  to  Mssouri  High¬ 
way  5,  to  the  Arkansas-Missoiui  State 
Une  (points  in  Ohio  and  HUnols)*; 
points  In  that  part  of  Mssoxud  on,  north 
and  west  of  a  Une  beginning  at  the 
Kansas-Mlssouri  State  Une  and  extend¬ 
ing  along  Missouri  Highway  18  to  Mis¬ 
souri  Highway  13,  to  U.S.  Highway  24, 
to  U.S.  Highway  36  to  the  Mlssourl- 
Hllnols  State  Une  (points  In  Iowa  within 
150  miles  of  Austin,  Minn.,  and  points  In 
HUnols)  * ;  and  St  Louis,  Mo.  (points  in 
HUnols)*.  Ihe  prupose  of  this  filing  is 
to  eliminate  the  gateways  marked  with 
asterisks. 

No.  MC  564  (Sub-E128),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  ’TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
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(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregtQar  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Missouri  on,  south,  and  east 
of  a  line  beginning  at  the  Kansas-Mis- 
souri  State  line,  thence  along  U.S.  High¬ 
way  54  to  Missouri  Highway  5.  to  the 
Arkansas-Missouri  State  line  (points  in 
Iowa  within  150  miles  of  Austin,  Miim.)  * ; 
and  St.  Louis,  Missouri  (points  in  Illinois 
within  150  miles  of  Austin,  Minn.)*,  on 
the  one  hand,  and,  on  the  other,  points 
in  South  Dakota.  The  purpose  Of  this 
filing  is  to  eliminate  the  gateways  marked 
with  asterisks. 

No.  MC  564  (Sub-E129) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Rhode  Island,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  Mis¬ 
souri  on,  west  and  north  of  a  line  begin¬ 
ning  at  the  minois-Missouri  State  line 
and  extending  along  U.S.  Highway  50  to 
Mlssoiu*!  Highway  5,  to  the  Arkahsas- 
Missouri  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  Illinois,  and  points  in  Iowa 
within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-E130) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  (1)  between  St. 
Louis,  Mo.,  and  points  in  that  part  of 
Missouri  on,  south  and  west  of  a  line 
beginning  at  the  Kansas-Missouri  State 
line,  thence  along  U.S.  Highway  54  to 
Missouri  PQghway  5  to  the  Arkansas- 
Missouri  State  line  (points  in  Illinois)  * ; 
on  the  one  hand,  and,  on  the  other,  points 
in  Virginia;  and  (2)  between  points  in 
that  part  of  Missouri  on  and  west  of 
Interstate  Highway  35,  on  the  one  hand, 
and,  on  the  other,  points  in  that  part  of 
Virginia  on  and  east  of  a  line  beginning 
at  the  Virginia-North  Carolina  State  line 
and  extending  along  U.S.  Highway  29 
to  Virginia  Highway  6,  to  U.S.  Highway 
250,  to  the  Virginia- West  Virginia  State 
line  (points  in  Iowa  within  150  miles  of 
Austin,  Minn.;  and  points  in  Illinois)*. 

No.  MC  564  (Sub-E131),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(asme  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  (1)  between  St. 
Louis,  Mo.,  and  points  in  that  part  of 
Missouri  on,  south  and  west  of  a  line 
beginning  at  the  Kansas-Missouri  State 
Une,  thence  along  n.S.  Highway  54  to 
Missouri  Highway  5,  to  Hie  Missouri- 


Arkansas  State  line,  on  the  one  hand, 
and,  on  the  other,  points  in  West  Vir¬ 
ginia  (points  in  Illinois)  * ;  and  (2)  be¬ 
tween  points  in  that  part  of  Missouri  on 
and  west  of  Interstate  Highway  5,  on 
the  one  hand,  and.  on  the  other,  points 
in  that  part  of  West  Virginia  on  and 
north  of  U.S.  Highway  50  (points  in 
Iowa  within  150  miles  of  Austin,  Minn, 
and  points  in  Illinois)  *.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways 
marked  with  asterisks. 

No.  MC  564  (Sub-E133),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Arkansas,  on  the  one  hand,  and,  on  the 
other,  points  in  Iowa  and  Minnesota 
within  150  miles  of  Austin,  Minn.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  points  in  that  part  of  Mis¬ 
souri  south  of  U.S.  Highway  54  and  west 
of  Missouri  Highway  5. 

No.  MC  564  (Sub-E134) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
CXJNTINENTAL  MOVERS,  P.O.  Box 
82046.  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sotight  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Idaho,  on  the  one  hand,  and,  on  the 
other,  points  in  King,  Pierce,  Jefferson, 
Snohomish,  Skagit,  Whatcom,  Mason, 
Thurston,  Chelan,  Clallam,  Grays  Har- 
iMr,  San  Juan,  and  Kitsap  Counties, 
Wsish.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Wenatchee, 
Wash. 

No.  MC  564  (Sub-E135),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dud¬ 
ley  (same  as  above).  Authority  sought 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  over  irregular  routes,  trans¬ 
porting:  Household  goods,  between 
points  in  Powder  River,  Carter,  Fallon, 
Custer,  Prairie,  Wibaux,  McCone,  Daw¬ 
son,  Richland,  Roosevelt,  Sheridan, 
Daniels,  and  VaUey  Coimties,  Mont.,  on 
the  one  hand,  and,  on  the  other,  points 
in  that  part  of  Washington  on  and  west 
of  a  line  beginning  at  the  Oregon- Wash¬ 
ington  State  line  and  extending  along 
U.S.  Highway  395  to  Washington  High¬ 
way  17,  to  U.S.  Highwray  97,  to  the  United 
States-Canada  International  Boundary 
line.  The  purpose  of  this  fiUng  is  to  elim¬ 
inate  the  gateway  of  Wenatchee,  Wash¬ 
ington. 

No.  MC  564  (Sub-E139),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  r^resentative:  RoUand  C.  Dud¬ 
ley  (same  as  above).  Authority  sought 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  over  Irregular  routes,  trans¬ 


porting:  Household  goods,  between  Lin¬ 
coln,  Nebr.,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  South 
Dakota  on  and  north  of  Interstate  High¬ 
way  90.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  points  in  Iowa 
within  150  mUes  of  Austin,  Minn. 

No.  MC  564  (Sub-E140) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Applicant’s 
representative:  Rolland  C.  Dudley  (same 
as  above) .  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Household  goods,  between  Lincoln,  Nebr., 
on  the  one  hand,  and,  on  the  other, 
points  in  North  Dakota.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Iowa  within  150  miles  of  Aus¬ 
tin,  Minn.  ^ 

No.  MC  564  (Sub-E141) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Chicago, 
Ill.,  on  the  one  hand,  and,  on  the  other, 
points  in  Washington  (except  Clarkston, 
Wash.) .  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in  Iowa 
within  150  miles  of  Austin,  Minn.,  We¬ 
natchee,  Wash.,  and  points  in  Montana. 

No.  MC  564  (Sub-E142) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Boston, 
Mass.,  points  in  that  part  of  Arkansas  on, 
west  and  north  of  a  Une  beginning  at 
the  Arkansas-Missomi  State  Une  and  ex¬ 
tending  along  Arkansas  Highway  7  to 
Arkansas  Highway  22,  to  the  Oklahoma- 
Arkansas  State  Une.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
niinois;  points  in  Iowa  within  150  mUes 
of  Austin,  Minn.;  and  ponts  in  Missouri 
south  of  U.S.  Highway  54  and  west  of 
Missoind  Highway  5. 

No.  MC  564  (Sub-E143) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Benton,  Noone,  Carroll,  and  Washington 
Coimties,  Ark.,  on  the  one  hand,  and,  on 
the  other,  points  in  Wisconsin.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  of  points  in  Blinois  within  150  miles 
of  Austin,  Minn. ;  and  points  in  that  part 
of  Missouri  south  of  U.S.  Highway  54 
and  west  of  Missouri  Highway  5. 

No.  MC  564  (Sub-E144),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
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82046,  Lincoln,  Nebraska  68501.  Appll> 
cant’s  representative:  RoUand  C.  Dndlef 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier^  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  East 
Grand  Forks,  Minn.,  cm  the  one  hand, 
and,  on  the  other,  points  in  that  part  of 
Wslconsin  on,  south,  and  east  of  a  line 
beginning  at  the  Illinois- Wisconsin  State 
line  and  extending  along  U.S.  Highway  51 
to  Interstate  Highway  94,  to  Lake  Michi¬ 
gan.  The  piupose  of  tills  filing  is  to  elimi¬ 
nate  the  gateways  of  points  in  Illinois 
within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-E145) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  trEuisport- 
ing:  Household  goods,  between  Sheldon, 
Iowa,  on  the  one  hand,  and,  on  the  other, 
points  in  Kentucky.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  that  part  of  Missouri  south  of 
U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  564  (Sub-E146),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  DucUey 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Elkton, 
Md.,  on  the  one  hand,  and,  on  the  other, 
points  in  Oklahoma,  (except  Hugo,  Okla., 
and  Choctaw  County,  Okla.)  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  points  in  Hlinois;  points  in  Iowa  with¬ 
in  150  miles  of  Austin,  Minn.,  and  points 
in  that  part  of  Missouri  south  of  U.6. 
Highway  54  and  west  of  Missouri  High¬ 
way  5. 

No.  MC  564  (Sub-E147) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS.  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative :  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Ohio  on  and  north  of  U.S. 
Highway  30,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  Okla¬ 
homa  on  and  west  Of  a  line  beginning 
at  the  Kansas-Oklahoma  State  line  and 
extending  along  Oklahoma  Highway  34 
to  Okl^oma  Highway  6,  to  the  Texas - 
Oklahoma  State  line.  The  purpose  of  thio 
filing  is  to  eliminate  the  gateways  of 
points  in  HUnols,  points  in  Iowa  within 
150  mUes  of  Austin,  Minn.,  and  points 
in  that  part  of  Missouri  south  of  n.S. 
Highway  54  and  west  of  Missouri  High¬ 
way  5. 

No.  MC  564  (Sub-E148).  filed  June  4. 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln.  Nebraska  68501.  Apptt- 
cant’s  representative:  RoUand  C.  Dudley 


(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Alex¬ 
andria,  Va.,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  Okla¬ 
homa  west  of  Interstate  Highway  35.  The 
purpose  of  this  filing  is  to  eUminate  the 
gateways  of  points  in  HUnols,  points  in 
Iowa  within  150  miles  of  Austin,  Miim., 
and  points  in  that  part  of  Missouri  south 
of  U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  564  (Sub-E149) .  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lin<x>ln,  Nebr.  68501.  Applicant’s 
representative:  RoUand  C.  Dudley 
(same  as  above).  Author!^  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Hous^old  goods,  between  points 
in  that  part  of  Michigan  on  and  north 
of  U.S.  Highway  55,  on  the  one  hand,  and, 
on  the  other,  points  in  that  part  of 
Arkansas  on  and  west  of  a  line  beginning 
at  the  Arkansas-Missourl  State  line  and 
extending  along  U.S.  Highway  65  to  U.S. 
Highway  167.  to  the  Louisiana -Arkansas 
State  line.  The  purpose  of  this  filing  is 
to  eliminate  the  gateways  of  points  in 
Hlinois,  points  in  Iowa  within  150  miles 
of  Austin,  Minn.,  and  points  in  Missouri 
south  of  UJS.  Highway  54  uid  west  of 
Missouri  IHghway  5. 

No.  MC  564  (Sub-E150),  filed  June  4, 
1974,  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Household  goods,  between  Port  Smith, 
Ark.,  cm  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  Connecticut  on 
and  east  of  a  line  beginning  at  the  Con- 
necticut-Massachusetts  State  line  and 
extending  along  UJS.  Highway  5  to  Con¬ 
necticut  Highway  2.  to  the  Connecticut- 
Rhode  Island  State  line.  'Ihe  piupose  of 
this  filing  is  to  eliminate  the  gateways 
of  points  in  Hlinois,  within  150  miles  of 
Austin,  Minn.,  and  points  in  Missouri 
south  of  UB.  Highway  54  and  west  of 
Missouri  Highway  5. 

No.  MC  564  (Sub-E151),  filed  June  4. 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  ^501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Household  goods,  between  points  in  that 
port  of  Texas  on  and  north  of  a  Une  be¬ 
ginning  at  El  Paso,  Tex.,  and  extending 
along  Interstate  Highway  10  to  Interstate 
Highway  20,  to  U.S.  Hlgh.way  277,  to  the 
Oklahoma-Texas  State  Une,  on  the  one 
hand,  and.  cm  the  other,  Alexandria,  Va. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  points  in  HUnols,  points 
in  Iowa  within  150  miles  of  Austin,  Minn., 
and  points  in  Mlssoiul  south  of  U.S. 


Highway  54  and  west  of  Missouri  High¬ 
way  5. 

No.  MC  564  (Sub-E152) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  ’TRANS¬ 
CONTINENTAL  MOVERS.  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in  that 
part  of  Arkansas  on  and  west  of  a  line 
beginning  at  the  Missourl-Arkansas 
State  line  and  extending  along  U.S. 
Highway  65  to  U.S.  Highway  167,  to  the 
Louisiana- Arkansas  State  line  and  points 
in  Searcy,  Marion,  and  Baxter  Counties, 
Ark.,  on  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  Wisconsin  on  and 
west  of  Wisconsin  IHghway  69  to  UB. 
Highway  151,  to  Wisconsin  Highway  57, 
to  UB.  Highway  41,  to  the  Wlsoonsin- 
Michigan  State  Une.  The  purpose  of  this 
filing  is  to  eliminate  gateways  of 
points  in  Hlinois  within  150  miles  of  Aus¬ 
tin,  Minn.,  and  points  in  Missouri  south 
of  U.S.  Highway  54  and  west  of  Mis¬ 
souri  Highway  5. 

No.  MC  564  (Sub-E153) .  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  El  Paso, 
Tex.,  on  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  West  Virginia  <m 
and  north  of  U.S.  Highway  50.  The  pur¬ 
pose  of  this  filing  is  to  ^iminate  the  gate¬ 
ways  of  points  in  Hlinois,  points  in  Iowa 
within  150  mUes  of  Austin,  Minn.,  and 
points  in  Missouri  south  of  UB.  High¬ 
way  54  and  west  of  Missouri  Highway 
5. 

No.  MC  564  (Sub-E154) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebra^a  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motm: 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
that  part  of  Kansas  on  and  west  of  a 
line  thinning  at  the  Kansas-Itobraska 
State  line  and  extending  al(mg  Kansas 
Highway  99  to  Into'state  Highway  70, 
to  UB.  Hi^way  156,  to  U.S.  Highway 
56,  to  the  Kansas-Oklahoma  State  line, 
on  the  one  hand,  and,  on  the  oth^,  pcrinte 
in  that  part  of  North  Carolina  on,  north 
and  east  of  a  line  beginning  at  the  Ten¬ 
nessee-North  Carolina  State  line  and  ex¬ 
tending  along  U.S.  Highway  421  to  UB. 
Highway  601,  to  UB.  Highway  52  to  UB. 
Highway  74,  to  the  Atlantic  Ocean.  Tlie 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Lincoln,  Nebr.,  and  points 
in  Hlinois. 

No.  MC  564  (Sub-E155),  filed  June  4, 
1974.  Applicant:  DUDIEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln.  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
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(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in  New 
Hampshire,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Missoiirl  on 
and  west  of  a  line  beginning  with  the 
Arkansas-Missouri  State  line  and  ex¬ 
tending  along  Missouri  Highway  5  to  U.S. 
Highway  54,  to  U.S.  Highway  50,  to  the 
Missoiui-IUinois  State  line.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  (1)  points  in  Ohio  and  Illinois;  or  (2) 
points  in  Iowa  within  150  miles  of  Aus¬ 
tin,  Minn,  and  points  in  Illinois. 

No.  MC  564  (Sub  E156) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vdalcle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
New  Jersey,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Missoiud  on 
and  west  of  a  line  beginning  at  the  Ar¬ 
kansas-Missouri  State  line  and  extending 
along  Missouri  Highway  5  to  U.S.  High¬ 
way  24,  to  U.S.  Highway  63,  to  the  Mis- 
sourl-Iowa  State  line.  The  purpose  of 
this  filing  is  to  dimlnate  the  gateways  of 

(1)  points  In  Iowa  within  150  miles  of 
Austin,  Minn.;  and  points  in  Illinois:  or 

(2)  points  in  Ohio  and  Illinois. 

No.  MC  564  (Sub  E157),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
(8;)erate  as  a  common  carrier,  by  motor 
veUcle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
New  York,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Missouri  on 
and  west  of  a  line  beginning  at  the  Ar¬ 
kansas-Missouri  State  line  and  extending 
along  Mlssoiud  Highway  5  to  U.S.  High¬ 
way  24,  to  UJS.  Highway  63,  to  the  Mls- 
sourl-Iowa  State  line  .The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of  (1) 
points  in  Iowa  within  150  miles  of  Austin, 
Minn.;  and  points  in  Illinois;  or  (2) 
points  in  Ohio  and  Illinois. 

No.  MC  564  (Sub-E158) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS- 
CXINTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant's  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  (1)  between 
St.  Louis,  Missouri,  on  the  one  hand,  and, 
on  the  other,  points  in  North  Dakota 
(points  In  Blinois  within  150  miles  of 
Austin,  Minn.)  • ;  and  (2)  between  points 
in  that  part  of  Missouri  on,  south,  and 
west  of  a  line  beginning  a\  the  Kansas- 
Missourl  State  line,  thence  along  U.S. 
Highway  54  to  Missouri  Highway  5  to  the 
Missouri- Arkansas  State  line,  on  the  one 
hand,  and,  on  the  other,  points  in  North 
Dakota  (points  in  Iowa  within  150  mUes 
of  Austin,  Minn.)  ♦  The  purpose  of  this 


fiUng  is  to  eliminate  the  gateways  marked 
with  asterisks. 

No.  MC  564  (Sub-E159).  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU¬ 
cant ’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  (1)  between 
points  in  North  CaroUna,  on  the  one 
hand,  and,  on  the  other,  points  in  that 
part  of  Missouri  on,  south,  and  west  of 
a  line  beginning  at  the  Kansas-Mlssouri 
State  Une,  thence  along  U.S.  Highway  54 
to  Missouri  Highway  5  to  the  Mlssoml- 
Arkansas  State  Une,  (points  in  Blinois)  * ; 
(2)  between  Elizabeth  City,  N.C.,  on  the 
one  hand,  and,  on  the  other,  Kansas  City, 
Mo.  (points  in  BUnois  and  points  in  Iowa 
within  150  mUes  of  Austin,  Minn.)  *  The 
piui>ose  of  this  fiUng  is  to  eliminate  the 
gateways  marked  with  asterisks. 

No.  MC  564  (Sub  E160) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  (1)  between 
points  in  that  part  of  Missouri  on  and 
west  of  U.S.  Highway  71,  and  St.  Jos^h, 
Mo.,  on  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  Ohio  on  and  north 
of  a  Une  beginning  at  the  Indiana-Ohlo 
State  Une  and  extending  along  n.S.  High¬ 
way  6  to  U.S.  Highway  127  to  U.S.  High¬ 
way  33,  to  Interstate  Highway  70,  to  the 
Ohio-West  Virginia  State  Une;  and  (2) 
between  Kansas  City,  Mo.,  on  the  one 
hand,  and,  on  the  other,  points  in  that 
part  of  Ohio  on,  north,  and  east  of  a  Une 
beginning  at  the  Ohio-Indiana  State  Une 
and  extending  along  U.S.  Highway  6  to 
U.S.  Highway  127,  to  U.S.  Highway  33,  to 
UJS.  Highway  36  to  the  Ohio- West  Vir¬ 
ginia  State  Une.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  points  in 
BUnois  and  points  in  Iowa  within  150 
mUes  of  Austin,  Minn. 

No.  MC  564  (Sub-E161),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Household  goods,  between  Lincoln, 
Nebr.,  on  the  one  hand  and,  on  the  other, 
Eudora,  Ark.  The  purpose  of  this  filing 
Is  to  eliminate  the  gateways  of  points  In 
Mlssoiu-i  south  of  US.  Hisdiway  54  and 
west  of  Missouri  Highway  5;  and  points 
in  Iowa  within  150  mUes  of  Austin,  Minn. 

No.  MC  564  (Sub-E162).  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS- 
(XINTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  N^raska  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 


ing:  Household  goods,  between  points 
in  Washington  and  Benton  Coimties, 
Ark.,  on  the  one  hand,  and.  on  the  other, 
Montaque,  N.J.  The  purpose  of  this  filing 
is  to  eUminate  the  gateways  of  points  in 
Mlssoiu:!;  points  south  of  U.S.  Highway 
54  and  west  of  Missouri  Highway  5; 
points  in  Iowa  within  150  miles  of  Austin, 
Minn. ;  and  points  in  BUnois. 

No.  MC  564  (Sub  E163) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS- 
C!ONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Crawford,  Washington,  CarroU,  Benton, 
and  Boone  Counties,  Ark.,  on  the  hand, 
and,  on  the  other,  points  in  Rhode  Is¬ 
land.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in  Mis¬ 
souri  south  of  UJS.  Highway  54  and  west 
of  Missouri  Highway  5;  points  in  Iowa 
within  150  miles  of  Austin,  Minn.;  and 
points  in  BUnois. 

No.  MC  564  (Sub  E164) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Washington  and  Benton  Counties,  Ark., 
on  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  Pennsylvania  on 
and  east  of  a  Une  beginning  at  the  New 
York-Pennsylvania  State  Une  and  ex¬ 
tending  along  Interstate  Highway  81  to 
U.S.  Highway  6,  to  the  New  Jersey -Penn¬ 
sylvania  State  Une.  The  pturpose  of  this 
filing  is  to  eUminate  the  gateways  of 
points  in  Missouri  south  of  U.S.  Highway 
54  and  west  of  Missomd  Highway  5; 
points  in  Iowa  within  150  mUes  of  Aus¬ 
tin,  Minn.;  and  points  in  BUnois. 

No.  MC  564  (Sub  E165) ,  filed  June  4. 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  AppU- 
cant’s  representative:  RoUand  C.  Du(Uey 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in 
Washington  and  Benton  Counties,  Ark., 
on  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  New  York  on  and 
east  of  a  Une  beginning  at  the  Pennsyl¬ 
vania-New  York  State  Une,  thence  along 
U.S.  Highway  15  to  Interstate  Highway 
84  to  Lake  Ontario.  The  purpose  of  this 
filing  is  to  eUminate  the  gateways  of 
points  in  Missouri  south  of  U.S.  Highway 
54  and  west  of  Missotirl  Highway  5; 
points  in  Iowa  within  150  mUes  of  Austin, 
Minn.;  and  points  in  BUnois. 

No.'MC  564  (Sub  E166) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  lincoln,  Nebraska,  68501.  AppU- 
cant’s  representative:  RoUand  C.  Dudley 
(same  as  above) .  Authority  sought  to  op- 
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erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregtilar  routes,  transporting: 
Household  goods,  between  points  in 
Graves  County,  Kentucky,  on  the  one 
hand,  and,  on  the  other,  pointe  in  Polk 
County,  Wis.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Missouri 
south  of  U.S.  Highway  54  and  west  of 
Missouri  Highway  5. 

No.  MC  564  (Sub-El 68) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in  that 
part  of  Iowa  on  and  west  of  U.S.  High¬ 
way  69  within  a  150-mile  radius  of  Aus¬ 
tin,  Minn.,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Kentucky  on, 
south,  and  west  of  U.S.  Highway  41.  The 
pvurpose  of  this  filing  is  to  eliminate  the 
gateway  of  points  in  Missouri  south  of 
U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  564  (Sub-E169) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  Worthington, 
Minn.,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Kentucky  on 
and  south  of  a  line  beginning  at  the  Ken- 
tucky-niinois  State  line  and  extending 
along  Kentucky  Highway  231  to  U.S, 
Highway  62,  to  U.S.  Highway  60  to  Ken¬ 
tucky  Highway  15,  to  the  Virginia-Ken- 
tucky  State  line.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateway  of  points 
In  Missouri  south  of  U.S.  Highway,  54  and 
west  of  Missouri  Highway  5. 

No.  MC  564  (Sub  E170) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Wilmar, 
Minn.,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Kentucky 
on  and  south  of  a  line  beginning  with 
the  Tennessee -Kentucky  State  line  and 
extending  along  U.S.  Highway  231  to  U.S, 
Highway  62,  to  the  Ulinois-Kentucky 
State  line.  The  pvirpose  of  this  filing 
is  to  eliminate  the  gateway  of  points  in 
Missouri  south  of  U.S.  Highway  54  and 
west  of  Missouri  Highway  5. 

No.  MC  564  (Sub  E171) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
CON-nNENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Sioux 
City,  Iowa,  on  the  one  hand,  and,  on  the 


other,  points  in  Mississippi,  Scott,  Cape 
Girardeau,  Perry,  St.  Genevieve,  St. 
Francis,  Washington,  Jefferson,  and  St. 
Louis  Counties,  Mo.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  Illinois  within  150  miles  of  Aus¬ 
tin,  Minn. 

No.  MC  564  (Sub  E172) ,  filed  June  4, 
1974,  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Liberal, 
Kans.,  on  the  one  hand,  and,  on  the 
other,  points  in  Virginia.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways 
of  points  in  Illinois  and  Lincoln,  Nebr. 

No.  MC  564  (Sub  E173),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
CON-nNENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebr.  68501.  Appli¬ 
cant’s  representative:  Rolland  C,  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irr^ular  routes,  transport¬ 
ing:  Household  goods,  between  points  in 
Carroll,  Boone,  Marion,  and  Baxter 
Counties,  Ark.,  on  the  one  hand,  and,  on 
the  other,  points  in  Winnebago,  Boone, 
Stephenson,  Jo  Davies,  Carroll,  and  Ogle 
Counties,  Ill.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  points  in 
Iowa  within  150  miles  of  Austin,  Minn.; 
and  points  in  Missouri  south  of  U.S. 
Highway  54  and  west  of  Missouri  High¬ 
way  5, 

No.  MC  564  (Sub-E176) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative;  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  points  in  that 
part  of  Iowa  on  and  east  of  U.S.  High¬ 
way  218,  on  the  one  hand,  and,  on  the 
other,  points  in  Montana.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  points  in  Illinois  within  150  miles  of 
Austin,  Minn. 

No.  MC  564  (Sub-EI77) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS- 
CXJNTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting; 
Household  goods,  between  Topeka,  Kans., 
on  the  ohe  hand,  and,  on  the  other,  points 
in  that  part  of  Wisconsin  on  and  east  of 
a  line  beginning  at  the  Michigan-Wis- 
consin  State  line  and  extending  along 
U.S.  Highway  45  to  U.S.  Highway  151,  to 
Interstate  Highway  90,  to  the  Ulinois- 
Wisconsin  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of  Lin¬ 
coln,  Nebr.;  and  points  in  Illinois  within 
150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-E178) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 


82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  Spencer,  Iowa, 
on  the  one  hand,  and,  on  the  other,  points 
in  Douglas,  Osage,  Miami,  Franklin,  An¬ 
derson,  Linn,  Coffey,  Bourton,  Allen, 
Greenwood,  Lyon,  Chase,  and  Morris 
Counties,  Kans.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Lincoln, 
Nebr. 

No.  MC  564  (Sub-E179),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting : 
Household  goods,  between  points  in  that 
part  of  Iowa  on  and  east  of  U.S.  Highway 
61,  on  the  one  hand,  and  on  the  other, 
points  in  that  part  of  Kansas  on  and  west 
of  U.S.  Highway  183.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of  Lin¬ 
coln,  Nebraska;  and  points  in  Illinois 
within  150  miles  of  Austin,  Minn. 

No.  MC  564  (Sub-E180) ,  filed  June  4. 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dud¬ 
ley  (same  as  above).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Household  goods,  between  Kansas 
City,  Kans.,  on  the  one  hand,  and,  on 
the  other,  Lowell  and  Fitchburg,  Mass. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Lincoln,  Nebr.;  and 
points  in  Illinois. 

No.  MC  564  (Sub-E181) ,  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS.  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dud¬ 
ley  (same  as  above).  Authority  sought 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  over  irregular  routes,  trans¬ 
porting:  Household  goods,  between 
points  in  Delaware,  on  the  one  hand,  and, 
on  the  other,  points  In  that  part  of  Kan¬ 
sas  on,  south  and  east  of  a  line  begin¬ 
ning  at  the  Kansas-Nebraska  State  line 
and  extending  along  U.S.  Highway  75, 
to  Interstate  Highway  70,  to  the  Kan- 
sas-Missouri*State  line.  'The  purpose  of 
this  filing  is  to  eliminate  the  gateways  of 
points  in  Illinois  and  Lincoln,  Nebr. 

No.  MC  564  (Sub-E182),  filed  June  4, 
1974.  Applicant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  Rolland  C.  Dud¬ 
ley  (same  as  above).  Autiiority  sought 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  over  irregular  routes,  trans¬ 
porting:  Household  goods,  between  St. 
Louis,  Mo.  (points  in  Illinois  within  150 
miles  of  Austin,  Minn.,  points  in  Mon¬ 
tana  and  Wenatchee,  Wash.)*;  and 
points  in  that  part  of  Missouri  on,  south 
and  west  of  a  line  beginning  at  the  Mis- 
souri-Kansas  State  line,  thence  along 
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U.S.  Highway  54  to  Missouri  Highway  54 
to  Missouri  Highway  5  to  the  Arkansas 
State  line  (points  in  Iowa  within  150 
miles  of  Austin,  Minn.,  points  in  Mon¬ 
tana  and  Wenatchee,  Wash,)*,  on  the 
one  hand,  and,  on  the  other,  points  in 
Clatsop,  Columbia,  Tillamook,  Washing¬ 
ton,  Yamhill,  Polk,  Lincoln,  Marion, 
Clackamas,  Multnomah,  and  Hood  River 
Counties,  Ore.,  and  The  Dalles,  Oreg. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  marked  with  asterisks. 

No.  MC  564  (Sub-E183),  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebaska  68501.  Appli¬ 
cant's  representative;  Holland  C.  Dudley 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Household  goods,  between  Davenport, 
Iowa,  on  the  one  hand,  and,  on  the  other, 
Norfolk,  Nebr.,  and  points  in  that  part 
of  Nebraska  on,  west  and  north  of  a  line 
beginning  at  the  lowa-Nebraska  State 
line  and  extending  along  U.S.  Highway 
20  to  U.S.  Highway  183,  to  the  Kansas- 
Nebraska  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  Illinois  within  150  miles  of 
Austin,  Minn. 

No.  MC  564  (Sub-E184) ,  filed  June  4, 
1974.  i^jpUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046.  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative;  Rolland  C.  Dudley 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing;  Household  goods,  between  Worth¬ 
ington,  Minn.,  on  the  one  hand,  and,  on 
the  other,  points  in  Tennessee.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
way  of  points  in  Missouri  south  of  U.S. 
Highway  54  and  west  of  Missouri  High¬ 
way  5. 

No.  MC  564  (Sub-E185) ,  filed  June  4, 
1974.  AppUcant:  DUDLEY’S  TRANS¬ 
CONTINENTAL  MOVERS,  P.O.  Box 
82046,  Lincoln,  Nebraska  68501.  Appli¬ 
cant’s  representative:  RoUand  C.  Dud¬ 
ley  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing;  Household  goods,  between  Mln- 
neapolis-St.  Paul,  Minn.,  on  the  one 
hand,  and,  on  the  other,  Memphis,  Jack- 
son,  Columbia,  and  Chattanooga,  Tenn. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Missouri  south 
of  U.S.  Highway  54  and  west  of  Missouri 
Highway  5. 

No.  MC  3252  (Sub-No.  El),  filed 
May  13,  1974.  Applicant:  MERRILL 
TRANSPORT  CO.,  1037  Forest  Ave., 
Portland,  Maine  04103.  Applicant’s  rep¬ 
resentative;  Francis  E.  Barrett,  Jr.,  11 
Industrial  Park  Rd.,  Hingham,  Mass. 
02043.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  (1)  Pre¬ 
fabricated  buildings,  knocked  down,  or 
In  sections,  beams,  arches,  and  A-frames. 
and  materials,  supplies,  and  equipment 
used  in  the  Installation  and  erection  of 
the  above-described  commodities  when 


moving  in  connection  therewith,  (a)  from 
points  in  Maine  on  and  south  of  a  Une 
beginning  at  the  New  Hampshire-Maine 
State  line  extending  along  Maine  High¬ 
way  26  to  jimction  Maine  Highway  120, 
thence  along  Maine  Highway  120  to 
jimction  Maine  Highway  17,  thence  along 
Maine  Highway  17  to  junction  Maine 
Highway  90,  thence  along  Maine  Highway 
90  to  the  Atlantic  Ocean,  to  points  in 
Delaware,  Maryland,  the  District  of  Co¬ 
lumbia,  points  in  New  Jersey  on  and 
south  of  a  line  beginning  at  the  New 
Jersey-Pennsylvania  State  line  extend¬ 
ing  along  New  Jersey  Highway  70  to 
junction  New  Jersey  Highway  530,  thence 
along  New  Jersey  Highway  530  to  junc¬ 
tion  Garden  State  Parkway,  thence  along 
Garden  State  Parkway  to  junction  New 
Jersey  Highway  528i,_thence  along  New 
Jersey  Highway  528  to  the  Atlantic 
Ocean,  points  in  New  York  on  and  west 
of  Interstate  Highway  81,  and  points  in 
Pennsylvania  on  and  west  of  a  Une  be¬ 
ginning  at  the  New  York-Pennsylvania 
State  line  extending  along  Interstate 
Highway  81  to  junction  Pennsylvania 
Turnpike  Extension,  thence  along  Penn¬ 
sylvania  Turnpike  Extension  to  junction 
Interstate  Highway  276,  thence  along  In¬ 
terstate  Highway  276  to  junction  Inter¬ 
state  Highway  76,  thence  along  Interstate 
Highway  76  to  the  Pennsylvania-New 
Jersey  State  Une. 

(b)  From  points  in  Maine  on  and 
south  of  a  Une  begkining  at  the  New 
Hampshire-Maine  State  Une  extending 
along  Maine  Highway  26  to  junction 
Maine  Highway  120,  thence  along  Maine 
Highway  120  to  junction  Maine  Highway 
17,  thence  along  Maine  Highway  17  to 
junction  Maine  Highway  90,  thence  along 
Maine  Highway  90  to  the  Atlantic  Ocean, 
and  on  and  north  of  a  Une  beginning  at 
the  Maine-New  Hampshire  State  Une  ex¬ 
tending  along  Maine  Highway  110  to 
junction  Maine  Highway  5,  thence  along 
Maine  Highway  5  to  the  Atlantic  Ocean, 
to  points  in  Connecticut,  Massachusetts, 
Rhode  Island,  points  in  New  Jersey  on 
and  north  of  a  Une  beginning  at  the 
Pennsylvania-New  Jersey  State  Une  ex¬ 
tending  along  New  Jersey  Highway  70  to 
junction  New  Jersey  Highway  530,  thence 
along  New  Jersey  Highway  530  to  jimc¬ 
tion  Garden  State  Parkway,  thence  along 
Garden  State  Parkway  to  junction  New 
Jersey  Highway  528,  thence  Mong  New 
Jersey  Highway  528  to  the  Atiantic 
Ocean,  points  in  New  York  on  and  east 
of  Interstate  Highway  81,  points  in  Penn¬ 
sylvania  on  and  east  of  a  Une  beginning 
at  the  New  York-Pennsylvanla  State  Une 
extending  along  Interstate  Highway  81  to 
junction  Pennsylvania  Turnpike  Exten¬ 
sion,  thence  along  Pennsylvania  Turn¬ 
pike  Extension  to  junction  Interstate 
Highway  276,  thence  along  Interstate 
Highway  276  to  junction  Interstate  High¬ 
way  76,  thence  alcmg  Interstate  Highway 
76  to  the  Pennsylvania-New  Jersey  State 
line,  points  in  New  Hampshire  on  and 
south  of  a  line  beginning  at  the  Maine- 
New  Hampshire  State  line  extending 
along  UB.  Highway  4  to  junction  Inter¬ 
state  Highway  89,  thence  along  Interstate 
Highway  89  to  the  New  Hampshlre-Ver- 


mont  State  Une,  and  points  in  Vermont 
on  and  south  of  Interstate  Highway  89. 

(2)  Returned  shipments  of  the  com¬ 
modities  specified  in  (1)  above,  (a)  from 
points  in  Delaware,  Maryland,  the  Dis¬ 
trict  of  Columbia,  and  points  in  New 
Jersey  on  and  south  of  a  Une  beginning 
at  the  Permsylvania-New  Jersey  State 
Une  extending  along  New  Jersey  High¬ 
way  70  to  junction  New  Jersey  Highway 
530,  thence  along  New  Jersey  Highway 
530  to  junction  Garden  State  Parkway, 
thence  along  Garden  State  Parkway  to 
junction  New  Jersey  Highway  528,  thence 
along  New  Jersey  Highway  528  to  the 
Atlantic  Ocean,  points  in  New  York  on 
and  west  of  Interstate  Highway  81,  points 
in  Pennsylvania  on  and  west  of  a  line 
begirming  at  the  New  York-Pennsylvania 
State  Une  extending  along  Interstate 
Highway  81  to  junction  Pennsylvania 
Turnpike  Extension,  thence  along  Penn¬ 
sylvania  Turnpike  Extemsion  to  junction 
Interstate  Highway  276,  thence  along  In¬ 
terstate  Highway  276  to  junction  Inter¬ 
state  Highway  76,  thence  along  Interstate 
Highway  76  to  the  New  Jersey-Pennsyl¬ 
vania  State  Une,  to  points  in  Maine  on 
and  south  of  a  Une  beginning  at  the  New 
Hampshire-Maine  State  Une  extending 
along  Maine  Highway  26  to  junction 
Maine  Highway  120,  thence  along  Maine 
Highway  120  to  junction  Maine  Highway 
17,  thence  along  Maine  Highway  17  to 
junction  Maine  Highway  90,  thence  along 
Maine  Highway  90  to  the  Atlantic  Ocean. 

(b)  From  points  in  Connecticut,  Mas¬ 
sachusetts,  Rhode  Island,  points  in  New 
Jersey  on  and  north  of  a  Une  begirming  at 
the  Permsylvania-New  Jersey  State  Une 
extending  along  New  Jersey  Highway  70 
to  junction  New  Jersey  Highway  530, 
thence  along  New  Jersey  Highway  530  to 
junction  Garden  State  Parkway,  thence 
along  Garden  State  Parkway  to  junction 
New  Jersey  Highway  528,  thence  along 
New  Jersey  Highway  528  to  the  Atlantic 
Ocean,  points  in  New  York  on  and  east  of 
Interstate  Highway  81,  points  in  Perm- 
sylvania  on  and  east  of  a  Une  beginning 
at  the  New  York-Pennsylvania  State  Une 
extending  along  Interstate  Highway  81 
to  junction  Pennsylvania  Turnpike  Ex¬ 
tension,  thence  along  Pennsylvania 
Turnpike  Extension  to  junction  Inter¬ 
state  Highway  276,  thence  along  Inter¬ 
state  Highway  276  to  junction  Interstate 
Highway  76,  thence  along  Interstate 
Highway  76  to  the  Permsylvania-New 
Jersey  State  Une,  points  in  New  Hamp¬ 
shire  on  and  south  of  a  Une  beginning  at 
the  Maine-New  Hampshire  State  Une 
extending  along  US  Highway  4  to  junc¬ 
tion  Interstate  Highway  89,  thence  long 
Interstate  Highway  89  to  the  New  Hamp- 
shire-Vermont  State  Une,  and  points  in 
Vermont  on  and  south  of  Interstate 
Highway  89,  to  points  in  Maine  on  and 
south  of  a  Une  beginning  at  the  New 
Hampshire-Maine  State  Une  extending 
along  Maine  Highway  26  to  Junction 
Maine  Highway  120,  thence  along  Maine 
Highway  120  to  junction  Maine  Highway 
17,  thence  along  Maine  Highway  17  to 
Junction  Maine  Highway  90,  thence  along 
Maine  Highway  90  to  the  Atlantic  Ocean, 
and  points  on  and  north  of  a  line  begln- 
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ning  at  the  Maine-New  Hampshire  State 
line  extending  along  Maine  Highway  110 
to  junction  Maine  Highway  5.  thence 
along  Maine  Highway  5  to  the  Atlantic 
Ocean.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Biddeford  or 
South  Windham,  Maine. 

No.  MC  3252  (Sub-No.  E2) .  filed  May 
28,  1974.  Applicant:  MERRILL  TRANS¬ 
PORT  CX>.,  1037  Forest  Ave.,  Portland, 
Maine  04103.  Applicant’s  representative: 
Francis  E.  Barrett,  Jr.,  10  Industrial 
Park  Rd.,  Hingham,  Mass.  02043.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Petroleum  prod¬ 
ucts,  in  bulk,  in  tank  vehicles,  (a)  from 
points  in  Maine  on,  south  and  east  of  a 
line  beginning  at  the  Atlantic  Ocean  ex¬ 
tending  along  Maine  Highway  90  to  junc¬ 
tion  U.S.  Highway  1,  thence  along  Maine 
Highway  1  to  junction  Maine  Highway 
19,  thence  along  Maine  Highway  19  to 
junction  Maine  Highway  9,  thence  along 
Maine  Highway  9  to  junction  Maine 
Highway  115,  thence  along  Maine  High¬ 
way  115  to  junction  Maine  Highway  35, 
thence  along  Maine  Highway  35  to  jvmc- 
tion  Maine  Highway  117,  thence  along 
Maine  Highway  117  to  junction  Maine 
Highway  112,  thence  along  Maine  High¬ 
way  112  to  the  Atlantic  Ocean,  to  points 
in  Vermont;  (b)  from  points  in  Maine 
on  and  south  of  a  line  beginning  at  the 
New  Hampshire-Maine  State  line  ex¬ 
tending  along  Maine  Highway  26  to  jimc- 
tion  Maine  Highway  120,  thence  along 
Maine  Highway  120  to  jimction  Maine 
Highway  17,  thence  along  Maine  High¬ 
way  17  to  junction  Maine  Highway  90, 
thence  along  Maine  Highway  90  to  the 
Atlantic  Ocean,  to  points  in  Vermont  on 
and  west  of  a  line  beginning  at  the  Mas- 
sachusetts-Vermont  State  line  extending 
along  Interstate  Highway  91  to  jimction 
Interstate  Highway  89,  thence  along  In¬ 
terstate  Highway  89  to  junction  Vermont 
Highway  100,  thence  along  Vermont 
Highway  100  to  junction  Vermont  High¬ 
way  101,  thence  along  Vermont  Highway 
101  to  the  United  States-CTanada  Inter¬ 
national  Boimdary  line.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway 
of  South  Portland,  Maine. 

No.  MC  3252  (Sub-No.  E3),  filed  May 
13,  1974.  Applicant:  MERRTTiL  TRANS¬ 
PORT  CO.,  1037  Forest  Ave.,  Portland, 
Maine  04103.  Applicant’s  representative: 
Francis  E.  Barrett,  Jr.,  10  Industrial 
Park  Rd.,  Hingham,  Mass.  02043.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Waste  products  of 
lumber,  (a)  from  points  in  Maine  on  and 
south  of  a  line  beginning  at  the  New 


Hampshire-Maine  State  line  extending 
along  Maine  Highway  26  to  junction 
Maine  Highway  120,  thence  along  Maine 
Highway  120  to  junction  Maine  Highway 
17,  thence  along  Maine  Highway  17  to 
Junction  Maine  Highway  90,  thence  along 
Maine  Highway  90  to  the  Atlantic  Ocean, 
to  points  in  Delaware,  Maryland,  North 
Carolina,  Virginia,  Indiana,  Kentucky, 
Ohio,  and  Michigan;  (b)  from  points  in 
Maine  on  and  south  of  a  line  beginning 
at  the  New  Hampshire-Maine  State  line 
extending  along  Maine  Highway  26  to 
junction  Maine  Highway  120,  thence 
along  Maine  Highway  120  to  junction 
Maine  Highway  17,  thence  along  Maine 
Highway  17  to  junction  Maine  Highway 
90,  thence  along  Maine  Highway  90  to 
the  Atlantic  Ocean,  and  points  on  and 
north  of  a  line  beginning  at  the  Maine- 
New  Hampshire  State  line  extending 
along  Maine  Highway  110  to  junction 
Maine  Highway  5  thence  along  Maine 
Highway  5  to  the  Atlantic  Ocean,  to 
points  in  Connecticut,  Massachusetts, 
Rhode  Island,  points  in  New  Jersey  on 
and  south  of  a  line  beginning  at  the 
Pennsylvania-New  Jersey  State  line  ex¬ 
tending  along  New  Jersey  Highway  70, 
thence  along  New  Jersey  Highway  70  to 
junction  New  Jersey  Highway  530,  thence 
along  New  Jersey  Highway  530  to  junc¬ 
tion  Garden  State  Parkway,  thence  along 
Garden  State  Parkway  to  junction  New 
Jersey  Highway  528,  thence  along  New 
Jersey  Highway  528  to  the  Atlantic 
Ocean,  points  in  New  York  on  and  west 
of  Interstate  Highway  81,  points  in  Penn¬ 
sylvania  on  and  west  of  a  line  beginning 
at  the  New  York-Pennsylvanla  State  line 
extending  along  Interstate  Highway  81 
to  junction  Pennsylvania  Turnpike  Ex¬ 
tension,  thence  along  Pennsylvania 
'Turnpike  Extension  to  junction  Inter¬ 
state  Highway  276,  thence  along  Inter¬ 
state  Highway  276  to  junction  Interstate 
Highway  76,  thence  along  Interstate 
Highway  76  to  the  Pennsylvania-New 
Jersey  State  line,  and  points  in  Vermont 
on  and  south  of  Interstate  Highway  89. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Portland  or  Fryeburg, 
Maine. 

No.  MC  3252  (Sub-No.  E5),  filed 
May  13,  1974.  Applicant:  MERRILL 
TRANSPORT  CO.,  1037  Forest  Ave., 
Portland,  Maine  04103.  Applicant’s  rep¬ 
resentative:  Francis  E.  Barrett,  Jr.,  10 
Industrial  Park  Rd.,  Hingham,  Mass. 
02043.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Synthetic 
resins,  in  bulk,  in  tank  vehicles,  from 
points  in  Maine  on  and  south  of  a  line 
beginning  at  the  New  Hampshire-Maine 
State  line  extending  along  Maine  High¬ 


way  26  to  junction  Maine  Highway  120, 
thence  along  Maine  Highway  120  to  junc¬ 
tion  Maine  Highway  17,  thence  along 
Maine  Highway  17  to  junction  Maine 
Highway  90,  thence  along  Maine  High¬ 
way  90  to  the  Atlantic  Ocean,  to  points 
in  New  York,  Massachusetts,  North  Caro¬ 
lina,  Virginia,  points  in  Vermont  on  and 
west  of  a  line  beginning  at  the  Massa- 
chusetts-Vermont  State  line  extending 
along  Interstate  Highway  91  to  junction 
Interstate  Highway  89,  thence  along  In¬ 
terstate  Highway  89  to  junction  Vermont 
Highway  100,  thence  along  Vermont 
Highway  100  to  junction  Vermont  High¬ 
way  101,  thence  along  Vermont  Highway 
101  to  the  United  States-Canada  Inter¬ 
national  Boimdary  line,  and  points  in 
Connecticut,  New  Jersey,  Maryland, 
Ohio,  .Wisconsin,  Louisiana,  Georgia, 
West  Virginia,  Michigan,  and  Pennsyl¬ 
vania.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Portland, 
Maine. 

No.  MC  3252  (Sub-No.  E6),  filed 
May  13,  1974.  Applicant:  MERRILL 
’TRANSPORT  CO.,  1037  Forest  Ave., 
Portland,  Maine  04103.  Applicant’s  rep¬ 
resentative:  Francis  E.  Barrett,  Jr.,  10 
Industrial  Pai^  Rd.,  Hingham,  Mass. 
02043.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Gasoline, 
kerosene,  diesel  fuel,  and  distillates,  in 
bulk,  in  tank  vehicles,  from  points  in 
Maine  east  and  south  of  a  line  beginning 
at  the  Atlantic  Ocean  extending  along 
Maine  Highway  208  to  junction  Maine 
Highway  9,  thence  along  Maine  Highway 
9  to  junction  Maine  Highway  112,  thence 
along  Maine  Highway  112  to  junction 
Maine  Highway  117,  thence  along  Maine 
Highway  117  to  junction  U.S.  Highway 
202,  thence  along  U.S.  Highway  202  to 
junction  Maine  Highway  115,  thence 
along  Maine  Highway  115  to  junction 
Maine  Highway  9,  thence  along  Maine 
Highway  9  to  junction  Maine  Highway 
226,  thence  along  Maine  Highway  226 
to  junction  Maine  Highway  17,  thence 
along  Maine  Highway  17  to  junction 
Maine  Highway  90,  thence  along  Maine 
Highway  90  to  the  Atlantic  Ocean,  to 
points  in  New  Hampshire  on  and  south 
of  New  Hampshire  Highway  25.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  American  Oil  Company  plant- 
site  at  South  Portland,  Maine. 

By  the  Commission. 

[SEAL]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.76-25466  Filed  9-23-76;8:45  amj 
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